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DISTRIBUTION OF PUBLICATIONS 


In ordering publications listed in this catalog, it should be noted that only 
those marked with an asterisk (*) are obtainable from the Superintendent of 
Documents. 

Publications marked with a section sign (§) are sold by the National Tech- 
nical Information Service, Springfield, VA 22151. 

Where a plus sign (+) is the distribution symbol, application should be 
made directly to the department or bureau issuing the document. 


For sale by SuPERINTENDENT OF DocUMENTS 


For Sale by National Technical Information Service, Springfield, 
VA 22151 


Distribution made by Issuing Office. Not definitely available if 
unaccompanied by a price 


Not available for sale or distribution 


Sent to Depository Libraries 


SIZES OF PUBLICATIONS 


Symbols used to designate sizes of publications listed in this catalog 


are as follows: 
Pannsnnnws 6-12 inches high and width more than 34 of height 
large 4°_ over 12 inches high and width more than 34 of height 
small 4° under 6 inches high and width more than 34 of height 
P enneinn 8-10 inches in height (size not given in entry except 
where publication is narrow or oblong) 

large 8°. 10-12 inches in height 
12° 7-8 inches in height 
16° 6-7 inches in height 

5-6 inches in height 

t-5 inches in height 

up to 4 inches high 

above 12 inches in height 

width less than % of height 

width more than height 
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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402. PRICE $1.85 PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $27.00 PER YEAR (INCLUDING INDEX) 
$6.75 ADDITIONAL FOR FOREIGN MAILING 





PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


A Decent Respect to the Opinion of Mankind: Congressional State Papers, 
1774-1776. (Library of Congress.) $5.85. (S/N 030-001-00063-0.) @ 
LC 1.2: Op3 
Art in the United States Capitol, prepared by the Architect of the Capitol, under 
the direction of the Joint Committee on the Library. (91st Congress, 2d 
Session, House Document Number 91-368.) $12.55. (S/N 052-071-00453-0.) @ 
91-2 : H.doce.91-368 
Flag Manual. (Marine Corps.) $2.80. (S/N 008—055-00055—-4. ) e 
D 214.9/2: F 59 
Peoples Republic of China, administrative atlas. (Central Intelligence Agency.) 
$3.45. (S/N 041-015-000764.) @ PrEx 3.10/4: C 44/3 
Status of the World’s Nation. (State Department, Geographic Bulletin.) $1.05. 
(S/N 944-000-01602-8.) @ S$ 1.119/2: W 89/976 
Sex and the Handicapped, a selected bibliography (1927-1975). (Veterans Admin- 
istration.) $1.45. (S/N 051-000—00091-9.) @ VA 1.20/2: Se9 
Verification: The Critical Element of Arms Control. (Arms Saar and Dis- 
armament Agency, publication 85.) 55¢. (S/N 002-000-00055-1. 
’ a0 1.2: V 58 


Worldwide Marine Weather Broadcasts. (National Weather Service, National 
Oceanic and Atmospheric Administration, Commerce Department.) $2.65. 
(S/N 008-018-00063-6.) @ C 55.119 : 974 
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Abbreviations 


Gicenestnasccssss ocean. addendum, 


addenda. 


Amdt., amdts amendment, amend- 


ments. 


appendix, appendixes. 


book, books. 

chapter, chapters. 

Congress. 

Department. 

document. 

facsimile, facsimiles. 

fiseal year. 

Greenwich bour angle. 

Ilouse. 

House concurrent reso- 
lution. 

House document. 


House executive docu- 


ment. 
House joint resolution. 


House of Representa- 
tives, House bill. 


House resolution. 
House report. 


illustration,  illustra- 
tions. 


inch, inches. 
latitude. 
longitude. 





no place. 

number, numbers. 

page, pages. 

pages of plates. 

paragraph, para- 
graphs. 

plate, plates. 

portrait, portraits. 

part, parts. 

report. 

Senate, Senate bill. 


Senate concurrent reso- 
lution. 


Senate document. 
Senate executive docu- 
ment. 


Senate executive re- 
port. 


Senate Joint resolution. 
Senate resolution. 
Senate report. 

section, sections. 
session, sessions. 
Statutes at large. 
supplement. 

table, tables. 

Treasury. 

volume, volumes. 


Common abbreviations for the names of States, months, etc., are also used. 


An explanation of the symbols used to designate sizes of publications is given on the 
Inside of the front cover. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] in titles are given for information, 
but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
Tight of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications. A 25 per- 
cent discount is allowed to purchasers of 100 or more copies of a single publica- 
tion mailed to one address. Bookdealers, buying for the purpose of resale, may 
receive the same discount regardless of quantity if the publications are mailed 
to their place of business. No discount is allowed when the publications are 
mailed to a third party unless in quantites of 100 or more. 


PRICES 


The prices of all U.S. Government publications sold by the Assistant Public 
Printer (Superintendent of Documents) are established by the Public Printer 
in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be 
those in effect at the time your order is processed. As it is not feasible to manu- 
ally correct the prices in the publications affected by price changes, the prices 
charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agen- 
cies inadvertently continue to publish announcements, order forms, and cata- 
logs which contain erroneous prices. Frequently, the news media publish articles 
with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and these will be furnished, on application, 
by subject or subjects concerning which information is desired. It will also 
be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies, the Office of the Superintendent of 
Documents issues a monthly list of Selected United States Government Publi- 
cations for sale by the Superintendent of Documents. Each list contains annota- 
tions and prices, and may be obtained free upon application to the Superintendent 
of Documents. 

CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Con- 
gressional publications : House and Senate Documents; House and Senate Hear- 
ings; House and Senate Reports on Public Bills; House and Senate Reports on 
Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. In 
most cases, single copies of publications in these groups of Congressional pub- 
lications are not sold. Sales copies of a few of the more important ones are 
printed, and you will find the sales prices listed in the individual entries. The 
current subscription prices may be obtained from the Superintendent of 
Documents. 





HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the National Technical Information Service are indicated by the sign (§) 
preceding the price. A black dot (@) indicates that the publication has been, or 
will be, sent to depository libraries. A plus sign (+) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
number sign (#) indicates that the document is printed for official use and is 
not obtainable. When additional information concerning the method of pro- 
curing a document seems necessary, it will be found under the name of the bureau 
by which it was published. : 

In ordering a publication from the Superintendent of Documents, give the stock 
number (if available following the price), the name of the publishing department, 
bureau, or agency, the title, and the classification number which is added to the 
entry at the extreme right. Order Congressional documents and reports by the 
title, together with the document or report number and the Congress, e.g., 
H. Doc. 1, 94th Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Foreign remittances should 
be made by international money order, payable to the Superintendent «* Docu- 
ments, or draft on an American bank. The Superintendent of Documents will 
also accept International Response Coupons and UNESCO coupons. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $50.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, and the amount of 
charge. 

No charge is made for postage on documents forwarded to points in United 
States and its possessions. There is a special handling charge on all orders 
mailed to a foreign country (including Canada). The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is 
to cover the special handling required to comply with the customs and inter- 
national mailing regulations. 


LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given at the right of entries for departmental publication 
is that used in the Library Division of the Office of the Superintendent of 
Documents. The shilling mark (/) separates what ordinarily would be superior 
or inferior numbers or letters. It is not practicable to print these numbers or 
letters as superiors or infceriors in the Monthly Catalog. 
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New Classification Numbers 


1.108: 
1.110: 


13.89: 


13.90 : 
"13.93: 
NIG i icediniineicentetimntinninadil 


17.22: CT 
92.38 : date 
NU a 


101.13 : date__....... elhetilheal 


1.60/6 : nos 


3.191/3 : date 
3.249: letters & nos____._--- 


3.249/2 : CT 


13.1/5-2 : date 


13.59 : date 


51.9/19: 

1.9/21 : 
51.9/22: 
51.9/23: 


51.9/24: 


Agriculture Department. 

USDA/AID news digest. 

Agricultural supply & demand estimates. 
Forest Service. 

Forest-gram south, dispatch of current tech- 
nical information for direct use by practicing 
forest resource manager in the South. 

Resource decisions in the national forests of 
the eastern region (quarterly). 

Forest insect and disease management/evalua- 
tions reports. 

Forest insect and disease management/survey 
reports. 

National Agricultural Library. 
Handbooks, manuals, guides. 
Statistical Reporting Service. 
Exports, outstanding export sales, (weekly ). 
Economic Research Service. 
ERS field reports. 
Animal and Plant Health Service. 

Directory of animal disease diagnostic labora- 

tories (annual). 
Commerce Department. 


TPLE-IRAC (series). 
NotTe.—Issued by Office of Telecommunic*tions. 
Census Bureau. 
Government finances and employment at a 
glance. 
GBE/DIME system (GEO-nos.). 
Note.—See, for earlier class, C 56.255: 
Geographic base (DIME) file, CUE, correction- 
update-extension publications. 
Note.—See, for earlier class, C 56.255:(CT). 
National Bureau of Standards. 
Institute for Material Research, Metallurgy 
Division, technical highlights, fiscal year. 
Center for Building Technology, project sum- 
maries, fiscal year. 
National Technical Information Service. 
Weekly government abstracts: Agriculture & 
food, WGA-98 (series). 
Weekly government abstracts: Civil & Struc- 
tural Engineering, WGA-—50 (series). 
Weekly government abstracts: Electrotechnol- 
ogy, WGA—49 (series). 
Weekly government abstracts: Government in- 
ventions for licensing, WGA-—90 (series). 
Weekly government abstracts: Medicine & bi- 
ology, WGA-57 (series). 
National Oceanic and Atmospheric Administra- 
tion. 
Manned Undersea Science and Technology, Pro- 
gram, fiscal year reports. 
Data buoy newsletter (quarterly ). 
Coastal Zone Management, annual report for 
fiscal year. 


Ix 





GOVERNMENT PUBLICATIONS 


’ 55.110/5: date 


) 55.110/6: date 


* §5.113/2: v.nos.& nos_____- 
1 REE es VAR nccancccene 


* 55.118/3: v.nos.& nos____--- 


a 
: letters—nos___.... 
55.284 : date 


Of ee rere 


a 
et oe ee 


eee 


CS 1.80/2: nos 


D 1.50: nos___ 
D 1.50/2: nos. 


D 5.315/2: date 


D 101.3/3-2: nos 


I) 103.30/2: date 
D 1038.55/3: date___ 
D 103.55/4 : nos__- 


National Weather Service. 
Daily weather and river bulletin, New Orleans, 
La. 
Note.—See, for earlier class, C 30.54/10: 
(date). ’ 
Daily weather and river bulletin, Shreveport, 


La. 
Notre.—See, for earlier class, C 30.54/12: 


(date). 

Water supply outlook for northeastern United 
States (monthly). 

River forecasts provided by the National 
Weather Service. 

Cooperative observer, regional newsletter, Cen- 
tral Region. 

Environmental Data Service. 
Storage-gage precipitation data for western 
United States. 
National Climatic Center. 
Marine climatological summaries (annual). 
‘nvironmental information summaries. 

Atmospheric turbidity and precipitation chem- 
istry data for the world. 

River forecasts provided by National Weather 
Service (annual). 

Note.—See, for earlier class, C 55.117/2: (v. 
nos.). 
National Marine Fisheries Service. 

Foreign fisheries leaflets. 

Translated tables of contents of current foreign 
fisheries, oceanographic, and atmospheric 
publications. 

Environmental Research Laboratories. 

Bibliographies and lists of publications. 

Domestic and International Business Adminis- 
tration. 

Confectionery manufacturers’ sales and dis- 
tribution (annual). 

Nore.—See, for earlier class, C 41.19 : (date). 
Resources and Trade Assistance Bureau. 
Bibliographies and lists of publications. 
Competitive Assessment and Business Policy 
Bureau. 
Notice to trade [various commodities]. 
Economic Analysis Bureau. 


Advance BCD (monthly). 
Nore.—See, for earlier class : C 56.111/2: (date). 


Civil Service Commission. 
Personnel Research and Development Center, 
technical memorandum. 
Labor management relations issues in State 
and local governments (irregular). 
Defense Department. 
Manpower development research program, re- 
port MR-(series). 
Manpower research report, MA—(series). 
Defense Mapping Agency. 
Summary of chart corrections. 
Defense Civil Preparedness Agency. 
Foresight (bimonthly). 
Army Department. 
Army Audit Agency pamphlets. 
Engineers Corps (Army). 
Arkansas River Water Basin news. 
Hydrologic Engineering Center: Annual report. 
Hydrologic Engineering Center: Research 
notes. 
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103.62 : Environmental impact statement [by area]. 
103.63 : date/nos____...---. Lake Erie water quality newsletter [quarterly]. 
Army Medical Department. 
104.26 : v.nos.& nos____._--- AMEDD spectrum (quarterly ). 
Military History, Office of Chief of (Army). 
114.15: date Department of Army historical summary. 
Medicine and Surgery, (Navy). 
206.21/2 : date Neurospsychiatric Research Unit, San Diego, 
Calif. : Abstracts of completed research. 
214.18 : v.nos.& nos___---~_-- College marine (monthly during school year). 
Marine Corps. 
214.20: v.nos.& nos____----- Fortitudine, newsletter of Marine Corps his- 
torical program. 
214.21 : v.nos.& nos___.._--- Marine Corps Gazette. 
Air Force Department. 
301.72/a: CT Driver (separates). 
Air Force Academy, Colorado Springs. 
ne Research reports. 
Environmental Protection Agency. 

EP 1.6: Regulations, rules and instructions. 

EP 1.7/4: : Environment news. 

Nore.—Issued by EPA, New England Regional 
Office, Boston, Mass. 

EP 1.7/5: EPA technical notes. 

EP 1.7/6: date EPAlert, to alert you to important events, (Re- 
gion 3, Philadelphia, Pa.) 

EP 1.8/5: Background information for standards of per- 
formance : [various industries]. 

EP 1.21/2: ds Monthly translations list and current contents. 

EP 1.21/3: date Current awareness of translations (monthly). 

EP 1.21/9: date Research reports, National Environmental Re- 
search Center Las Vegas [list]. 

EP 1.28/6: Environment Midwest, together, annual. 

EP 1.46/4: di: Grosse Ile Laboratory, quarterly report. 

EP 1.46/5: Control Systems Laboratory : Annual report. 

EP 1.51: 3 Surveillance and Analysis Division, Region 9, 
San Francisco, Calif. : Technical reports. 

EP 1.53: date Air quality data, annual statistics. 

EP 1.54: date Lifecycle (monthly ). 

EP 1.56: ; Wastewater treatment construction grants 
data base, Public Law 92-500 project records, 
grants assistance programs (monthly). 

Energy Research and Development Administra- 
tion. 

Addresses. 

Maps, charts and posters. 

Program approval documents, executive sum- 
maries. 

Federal Energy Administration. 

Handbooks, manuals, guides. 

Petroleum situation report (weekly ). 

Petroleum imports reporting system (weekly). 

Addresses. 

Monthly energy indicators. 

General Accounting Office. 

Digests of unpublished decisions of Comptrol- 
ler General of United States: Appropriations 
and miscellaneous subjects (quarterly ). 

1.16/3 : v.nos.& nos____-_- Monthly list of GAO reports. 
Social and Rehabilitaiton Service. 
17.19/2 : date Source of funds expended for public assistance 
payments. 
Note.—See, for earlier class, HE 17.631 : (date). 
Education Office. 


ee Regulations, rules, and instructions. 
Note—See, for earlier class, HE 17.631 : (date). 





XII 


HE 
HE 


HE 


HE 


HH 


HH 


GOVERNMENT PUBLICATIONS 


a) OO eS Vocational education information (series). 
National Institutes of Health. 
20.3013/4 : date__________ Research and development contracts, fiscal 
year funds. 
Note.—See for previous report: HE 20.3013: 
974/pt.3. 
National Cancer Institute. 
20.3150/2 : nos........... National Cancer Institute Carcinogenesis tech- 
nical report series, NCI-CG-TR. 
National Heart and Lung Institute. 
20.3213 : date Multiple risk intervention trial, public annual 
report. 
Food and Drug Administration. 
20.4031/2 : v.nos EDRO SARAP research technical reports (an- 
nual). 
(See OPE reports. 
e re by Office of Planning and Evalua- 
on. 
20.4035 : date Medical devices and diagnostic products stand- 
ards survey, international edition. 
20.4035/2 : date.......... Medical devices and diagnostic products stand- 
ards survey, national edition. 
Health Planning and Resources Development 
Bureau. 
oh Health planning information series. 
National Institute of Alcohol Abuse and Alcohol- 
ism. 
, + iF ff ene National Clearinghouse for Alcohol Informa- 
tion grouped interest guides. 
Housing and Urban Development Department. 
1.46/3 : date Community development block grant program 
annual reports. 
1.57 : date HPMC performance indicators (monthly ). 
Interior Department. 


I 1.101: CT Johnny Horizon environmental program: Ac- 


tion booklets. 
Mines Bureau. 


28.53/5 : date Slag-iron and steel, annual advance summary. 


National Park Service. 


29.3/3 : nos Scological services bulletins. 


Fish and Wildlife Service. 


49.44/2: CT National wildlife refuges [information circu- 


lars, bird lists, etc.] (unnumbered). 


49.47/5 : date_ Wildlife Research Center, Denver Colorado: 


Annual report. 


49.75: date Quarterly report of progress at Fish Control 


Laboratory, La Crosse, Wisc., Southeastern 
Fish Control Laboratory, Warm Springs, Ga., 
and Hammond Bay Biological Station, 
Millersburg, Mich. 
Outdoor Recreation Bureau. 
Northeast Region outdoor memo. 
Nore.—Issued at Philadelphia, Pa. 
Justice Department. 
NCJRS document loan program, document list. 
Labor Statistics Bureau. 
Region 6: Regional report series. 
Employment and Training Administration. 
Unemployment insurance statistics (monthly). 
Notre.—See, for earlier class, L 1.62/2:(date). 


Apprenticeship and Training Bureau. 


37.101 : date Annual Report. 
37.102 : CT General publications. 


Note.—See, for earlier class, L 23.2:(CT). 
Library of Congress. 
Library of Congress accessions list: Brazil 
(bimonthly). 
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LC 30.20: date Library of Congress catalogs: Newspapers in 

microforms (annual). 
Note.—Supplement to LC 30.2:N 47/948-72 
and L& 30.2: N 47/2/948-72. 
Telecommunications Policy Office. 
PrEx 18.8/a:CT Handbooks, manuals, guides (separates) (CT) 
Federal Highway Administration. 

» 2, gt eee Manual on uniform traffic control devices for 
streets and highways: official rulings on re- 
quests for interpretations, changes, and ex- 
perimentations (annual). 

Federal Aviation Administration. 
TD 4.33/5: date Rocky Mountain Region aviation system plan. 
Advisory Commission on Intergovernmental Re- 
lations. 

Y 3.Ad 9/8: 11/v.nos.& nos___- Intergovernmental perspective (quarterly ). 

Organization of the Government for the Conduct 
of Foreign Policy Commission. 

Y 3.F 76/5: 2/CT General publications. 


Corrections for Previous Monthly Catalogs 


June 1975. Entry 08724. This entry number not used. 

July 1975. Entry 10128, Veteran's Administration study and indemnity compen- 
sation denials, report submitted by Administrator of Veteran's Affairs, Dec. 
1974, as required . . . Change class to read Y 4.V 64/3: C 73/25. 

Aug. 1975. Entry 11207, Concrete structural design for buildings. Add @ Item 

Entry 11224, Use of error profiles and management controls . . . Change 
@ Item to 512-B-2. 

Entry 12020, 1975 gas mileage guide for new care buyers, fuel economy test 
results for automobiles and light-duty trucks. Change class to read EP 1.8: M 
59/975. 

Oct. 1975. Entry 15017, Smithsonian Institution, etc. .. . Change class to read 
Y 4.Ap 6/1 : In 8/6/975/pt.2. 

Entry 15099, Energy data requirements . . . pt. 3. Change class to read Y 
4.Sm 1: En 2/5/pt.3. 

Entry 15144, Authorize appropriations for Council on International Economic 
Policy ... Change class to read Y 4.B 22/3: C 83/3. 

- Entry 15206, Medical health amendments . . . Change class to read Y 4.L 
11/2: M 46/17/973. 

Entry 15225, Predator control, 1971. Change class to read PrEx 14.2:P 
91/971. 

Entry 15433, Economic impact of salinity . . . Change class to read I 67.2: M 
62 0/8. 

Nov. 1975. Entry 18168, Tide and current glossary: . . . Change class to read 
C 55.402 : T 43/2. 

Dec. 1975. Page xii. D 1.52: date—Manpower requirements report (annual). 
Transfer “Joint” to next line to read Joint Chiefs of Staff. 

Jan. 1976. Entry 00151, Current housing reports, 73—B. Change class to read C 
3.215 : H-150-73-B. 

Feb. 1976. Entry 01668. PA (Programs aid) (series). 585. Backpacking in Na- 
tional forests, family adventure. ... Add @ 14—A. 

Entry 02644, Resource bulletin PNW-53. Add @ Item 83-B. 

Entry 03067, Illustrator draftsman 1&C... Change class to read D 207.208/ 
2: 116/2/973. 








List of Government Authors 


Beginning 
entry 
Advisory Commission on Intergovernmental Relations_._.......-------- 06504 
Agriculture Department 
Agricultural Marketing Service 
Agricultural Stabilization and Conservation Service 
Economic Research Service 
Food and Nutrition Service 
Forest Service 
National Agricultural Library__......_.---------- F debiiidcusicnalaeeas 08191 
Rural Electrification Administration 
Soil Conservation Service 
Statistical Reporting Service 
American Revolution Bicentennial Administration 
Canal Zone Government 
Civil Aeronautics Board 
Civil Rights Commission 
Civil Service Commission 
Commerce Department 
Domestic and International Business Administration 
Domestic Commerce Bureau 
East-West Trade Bureau 
International Commerce Bureau 
Maritime Administration 
Pe TORSO Ts. cincc cmc ccancndattdeinsteccnideee 08192 
National Oceanic and Atmospheric Administration 
Environmental Data Service 
National Marine Fisheries Service 
National Ocean Survey 
National Weather Service 
National Technical Information Service 
Patent and Trademark Office 
Social and Economic Statistics Administration 
Census Bureau 
United States Travel Service 08497 
Congress 
Atomic Energy Joint Committee 
Economic Joint Committee 
Sr Ie iiitiiccdnncdccinncnasciedbnnastemaaa 06763 
Aging, Select Committee on 
Agriculture Committee 
Appropriations Committee 
Armed Services Committee 
Banking and Currency Committee 
Banking, Currency, and Housing Committee 
Committees, Select Committee on 





XVI GOVERNMENT PUBLICATIONS 


Congress—Continued 
House of Representatives—Continued 
District of Columbia Committee 
tducation and Labor Committee 
Foreign Affairs Committee 
Government Operations Committee 
House Administration Committee 
a, GN SD: Chinn eccticecincccnumsacnnciens 06964 
Interior and Insular Affairs Committee 
International Relations Committee 
Interstate and Foreign Commerce Committee 
Judiciary Committee 
Merchant Marine and Fisheries Committee 
Post Office and Civil Service Committee 
Public Works Committee 
Public Works and Transportation Committee 
Science and Astronautics Committee 
Science and Technology Committee 
Small Business Committee 
Small Business, Permanent Select Committee 
Veterans’ Affairs Committee 
Ways and Means Committee 
Senate 
Aeronautical and Space Sciences Committee 
Aging, Special Committee on 
Agriculture and Forestry Committee 
Appropriations Committee 
Armed Services Committee 
Banking, Housing, and Urban Affairs Committee 
Budget Committee 
Commerce Committee 
District of Columbia Committee 
Finance Committee 
Foreign Relations Committee 
Government Operations Committee 
Government Operations with Respect to Intelligence Activities, 
Select Committee to Study 
Interior and Insular Affairs Committee 
Judiciary Committee 
Labor and Public Welfare Committee 
Nutrition and Human Needs, Select Committee on 
Post Office and Civil Service Committee 
Public Works Committee 
Rules and Administration Committee 
Small Business, Select Committee on 07316 
Veterans’ Affairs Committee 
Defense Department 07329 
Air Force Department 
Armed Forces Information Service 
Pe TI iiss eric ccnmsindicmusdiialdiemiicmiaedmelmaninibae:, ae 
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Monthly Catalog 


NO. 975 @ APRIL 1976 


ADVISORY COMMISSION ON INTERGOVERNMENTAL 
RELATIONS Washington, DC 20575 


06504 ACIR State legislative program, guide. Nov. 1975. [2]+ll p. 12° (M- 
91.) [Developed by ACIR staff with help of Joint Center for Environ- 
mental and Urban Problems of Florida Atlantic University and Florida 


International University. men ve with financial assistance of Depart- 


ment of Housing and Urban Development.] + @lItem 1049-D 
Y 3.Ad 9/8:8 L 52 


ACIR State legislative program. 


1. State government structure and processes. Nov. 1975. [1]+52 p. 4° (M-92.) + @lItem 


1049-D 
Y 3.Ad 9/8:2 L 52/975/no.1 


. Local government modernization. Nov. 1975. [1]+196 p.il. 4° (M-93.) + @ltem 1049-D 
Y 3.Ad 9/8:2 L 52/975/no.2 
. State and local revenues. Nov. 1975. [1]+146 p. 4° (M-94.) + @ltem 1049-D 
Y 3.Ad 9/8:2 L 52/975/no.3 
. Fiscal and personnel management. Nov. 1975. [1]+108 p. 4° (M-95.) + @lItem 1049- 


D 
Y 3.Ad 9/8:2 L 52/975/no.4 


. Environment, land use, and growth policy. Nov. 1975. [1]+146 p.4° + @lItem 1049-D 
Y 3.Ad 9/8:2 L 52/975/no.5 


. Health. Dec. 1975. [I]+22 p. 4° (M-99.) + @ltem 1049-D 
Y 3.Ad 9/8:2 L 52/975/no.8 


. Education. Dec. 1975. [1]+65 p. 4° (M-100.) + @lItem 1049-D 
Y 3.Ad 9/8:2 L $2/975/no.9 


AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


AMS (series). 


$46. Available publications of USDA's Agricultural Marketing Service. Slightly revised 


Sept. 1974. [1974.] 14 p. narrow 8° + @lItem 19-A 
A 88.40:546/2 


552. Grain crop quality, 1974 crops. Mar. 1975. 72 p. 4° (Grain Division.) + @lItem 


19-A 
A 88.40:552/974 


AGRICULTURAL STABILIZATION AND CONSERVATION 
SERVICE, Agriculture Dept. Washington, DC 20250 
ASCS background information BI (series). 


il. Commodity programs and related legislation through the years. Aug. 1975. 21 p. 4° 
+ 


A 82.82:11/6 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 1 





GOVERNMENT PUBLICATIONS 


AGRICULTURE DEPARTMENT Washington, DC 20250 


Note.—Requests to the Department of Agriculture for publications should include the USDA 
number if given in the entry. 


Agricultural economic report. 


06515 284. State and Federal legal regulation of alien and corporate land ownership and farm 
operation [with list of references; by Fred L. Morrison and Kenneth R. Krause 
]. (May 1975, revised Dec. 1975.] [1975.] cover title, iv+105 p.il. 4° (Economic 
Research Service.) [Page 105 is p. 3 of cover.] + @lItem 42-C 
A 1.107:284/2 


315. Milk pricing; [by Alden C. Manchester ]. [Nov. 1975.] (2]+17 p.il. (Economic Research 
Service.) + @ltem 42-C 
A 1.107:315 


Agricultural statistics, 1975. 1975. ix+621l p. * Paper, $5.15 (S/N 001- 


000-03437-5). @Item | 
A 1.47:975 


Agriculture handbook. 


191. U.S. inspected meatpacking plants, guide to construction, equipment, layout. [Revised 
Mar. 1970. [1973.] cover title, iv+73 p.il. 4° (Animal and Plant Health Inspection 


Service.) * Paper, $2.65. @lItem 3 
A 1.76:191/970 
456. Nutritive value of American foods in common units [with list of literature cited]; 
by Catherine F. Adams . Nov. 1975. iv+291 p. large 8° (Agricultural Research Ser- 
vice.) * Paper, $5.15 (S/N 0100-03184). @lItem 3 
A 1.76:456 


Agriculture information bulletin AIB (series). 


374. Construction with surface bonding: [by B. Carl Haynes , jr., and J.W. Simons 
]. (Oct. 1974.) ii+18 p.il. 4° (Agricultural Research Service.) [Supersedes Agriculture 
information bulletin 343, Surface bonding of concrete blocks.] * Paper, 45c. (S/N 


0100-03340). @ltem 4 
A 1.75:374 


Farmers’ bulletin. 


2183. Using phenoxy herbicides effectively; [by D.L. Klingman and W.C. Shaw ]}. [Revised 
May 1974, slightly revised Oct. 1975.] [1975.] [2]+25 p.il. [Supersedes Farmers’ bulletin 
2005, Using 2, 4-D safely.] * Paper, 35c. @Item 9 

A 1.9:2183/5 


Home and garden bulletin. 


203. Wood siding, installing, finishing, maintaining. (Mar. 1973, slightly revised July 1975.] 
(1975.} [2]+13 p.il. ({Forest Products Laboratory, Forest Service.]) (Supersedes Home 
and garden bulletin 52, Wood siding, how to install it, paint it, care for it.] 

* Paper, 25c. @ltem ll 
A 1.77:203/2 


Leaflet. 


432. Where and how to get a farm, some questions and answers. [Revised Oct. 1967, 
slightly revised Nov. 1973.] [1973.] 8 p. [Prepared by Economic Research Service. 
Supersedes Leaflet 299, Some questions and answers on where and how to get 
a farm. Includes list of publications.} + @lItem 12 

A 1.35:432/5 


Marketing research report. 


1035. Precutting seed potatoes for higher quality seed and greater returns [with list 
of selected references; by S.S. Leach , D.E. Hudson , J.H. Hunter, E.F. Johnston, 
and J.B. Wilson]. [Apr. 1975.] iv+34 p.il. (Agricultural ‘Research Service.) [Prepared 
in cooperation with Life Sciences and Agriculture Experiment Station, University 
of Maine at Orono.} * Paper, 50c. (S/N 0100-03367). @lItem 13-B a tiniies 


*For Sale by Superintendent of Documents 
+ Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 
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Miscellaneous publication. 


1286. 4-bedroom house with 2 baths. July 1974. [2] p.il. 4° (Cooperative farm building 
plan exchange, plan 7193; [Agricultural Research Service].) * Paper, 25c. (S/N 0100- 
03255). @ltem 13-A 

A 1.38:1286 


PA [Program aid] (series). 


816. Golden nematode of potatoes and tomatoes. [Revised Oct. 1974.] [1974.] [4] p.il. 
(Plant Protection and Quarantine Programs.) [Illustrations are colored.] * Paper, 25c. 
(S/N 0100-03247). @lItem 14-A 

A 1.68:816/4 


957. Destroy barberry bushes to control stem rust. [Revised May 1975.] [(1974.] 6 p.il. 


(Animal and Plant Health Inspection Service; [Plant Protection and Quarantine Pro- 
grams}].) [Some illustrations are colored.}] + @lItem 14-A 
A 1.68:957/2 


997. Food stamp counterpoints, manual for cashiers. Revised June 1975. [(1975.] 7 p.il. 


oblong 24° (Food and Nutrition Service.) + @lItem 14-A 
A 1.68:997/3 


1019. Packers and stockyards act, fair play in marketplace, helping producers help them- 
selves. (Oct. 1972, slightly revised Jan. 1975.] [1975.] [ll] p. narrow 8° (Packers and 
Stockyards Administration.) + @lItem 14-A 

A 1.68:1019/2 


1027. USDA grade standards for food, how they are developed and used. (Revised 


Aug. 1974.) (1974.] 19 p. narrow 8° * Paper, 30c. (S/N 0100-03326). @lItem 14-A 
A 1.68:1027/2 


1081. Special summer food service program for children, site handbook. [Revised Mar. 


1975.] [1975.] 1S p.il. 12° (Food and Nutrition Service.) + @lItem 14-A 
A 1.68:1081/2 


1088. Economic development through cooperatives: [by Raymond Williams }. (June 1974.] 


cover title, ii+19 p.il. 4° (Farmer Cooperative Service.) [Includes list of other publi- 
cations. Page 19 is p. 3 of cover.] * Paper, 5Sc. @lItem 14-A 
A 1.68:1088 


1095. Marketing agreements and orders for fruits and vegetables. (Mar. 1975.] (2]+12+[I] 
p.il. (Agricultural Marketing Service.) [Supersedes AMS-230, revised Nov. 196l.] 


* Paper, 35c. (S/N 0100-03315). @Item 14-A 
A 1.68:1095 


Pollination and honey bee. (Feb. 1975.] 20 p.il. 4° (Extension Service.) [Prepared 
in cooperation with State Land-Grant Universities.] * Paper, 45c. @lItem 14-A 

A 1.68:1112 
USDA and low-income nations, 1974. (Mar. 1975.] 6+[2] p.il. narrow 8° (Economic 


Research Service.) + @lItem I4-A 
A 1.68:113 


Statistical bulletin. 


455. Supplement for 1973 and 1974 to wool statistics and related data, 1930-69; [compiled 
by Shirley M. Frye ]. (Jan. 1976.] iv+124 p. 4° (Economic Research Service.) 


+ @ltem 15 
A 1.34:455/supp.973-74 


Technical bulletin. 


1495. Mohair histogenesis, maturation, and shedding in angora goat [with list of literature 
cited: by Lubow A. Margolena ]. (Nov. 1974.] [2]+8 p. 12 pl. 40 (Agricultural Research 
Service.) [Some plates are colored.] * Paper, 65c. (S/N 0100-03329). @ltem 16 

A 1.36:1495 

1496. Machine boring of southern pine [with list of literature cited]; by Charles W. 
McMillin and George E. Woodson . Dec. 1974. [4]+46 p.il. (Southern Forest Experi- 
ment Station, Forest Service.) * Paper, 75c. (S/N 0100-03283). @ltem 16 
L.C. card 74-600170 A 1.36:1496 

1521. Host records for Lepidoptera reared in eastern North America [with list of literature 
cited; by D.C. Ferguson }. [Dec. 1975.] [2]+49 p. (Agricultural Research Service.) 
+ @ltem 16 

A 1.36:1521 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
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GOVERNMENT PUBLICATIONS 


AIR FORCE DEPARTMENT, Defense Dept. Washington, DC 20330 


Air Force Human Resources Laboratory: [Technical report] AFHRL- 
TR (series). (Air Force Systems Command.) 


75-27. Empirical investigation of stradaptive testing model for measurement of human 
ability [with list of references]; by Brian K. Waters . Oct. 1975. [4]+68 p.il. 4° 
(Williams Air Force Base, Ariz.) [Brooks Air Force Base, Tex., appears on cover.] 


D 301.45/27:75-27 
75-37. Quality assurance of media devices and courseware, interim report [with list 
of references]; by Edgar A. Smith . Oct. 1975. cover title, [2]+28 p.il. 4° (Lowry 
Air Force Base, Colo.) [Brooks Air Force Base, Tex., appears on cover.] § 
D 301.45/27:75-37 
75-45. Effectiveness evaluation of Air Force advertising, final report [with one reference]; 
by Cecil J. Mullins , John D. Williams , Bart M. Vitola, Alan E. Michelson. Sept. 
1975. [4]+71 p.il. 4° (Lackland Air Force Base, Tex.) [Brooks Air Force Base, Tex., 
appears on cover.] § 
D 301.45/27:75-45 
75-53. Potential uses of functional account code in describing job requirements, final 
report [with one reference]; by Llewellyn N. Wiley . Oct. 1975. [2]+14 p.il. 4° 
(Lackland Air Force Base, Tex.) [Brooks Air Force Base, Tex., appears on cover.] 


D 301.45/27:75-53 

75-54. Feasibility of estimating personnel turnover from survey data, longitudinal study, 
final report [with list of references]; by William E. Alley , R. Bruce Gould Oct. 
1975. cover title, [2]+27 p.il. 4° (Lackland Air Force Base, Tex., appears on cover.] 


§ 
D 301.45/27:75-54 
75-55. USAF evaluation of automated adaptive flight training system, interim report 
{with list of references]; by James E. Brown , Wayne L. Waag , Edward E. Eddowes. 
Oct. 1975. [4]+60 p.il. 4° (Williams Air Force Base, Ariz.) [Brooks Air Force Base, 
Tex., appears on cover.] § 
D 301.45/27:75-55 
75-74. Fiscal year 1977, Air Force technical objective document. Dec. 1975. [4]+1!7 p.il. 
4° (Plans and Applications Office.) [Brooks Air Force Base, Tex., appears on cover. 


Supersedes AFHRL-TR-74-81 for fy 1975.] + 
D 301.45/27:75-74 


Air Force manual AFM (series). 


30-3. Personnel, advanced personnel data system (APDS), AFMPC/HAF/MAJCOM data 
retrieval, v.7. Oct. 31, 1975. [231] p.il. 4° [Supersedes Chap.3, AFM 30-3, v.2, Sept. 
10, 1974; and Chap.2, AFM 30-3, v.3, Dec. 17 , 1974. Issued with perforations.] 


§G2_ -Item 421 
D 301.7:30-3/5/v.7 

55-8. See Federal Aviation Administration, United States standard flight inspection 
manual. 

66-1. Equipment maintenance, maintenance management: v.3, Organizational maintenance. 
Nov. I, 1975. [32] p. 4° [Supersedes edition of May |, 1974. Effective Dec. 1, 1975. 
Issued with perforations.} § @lItem 421 

D 301.7:66-1/7/v.3 


66-1. Equipment maintenance, maintenance management: v.5, Avionics maintenance, Nov. 
1, 1974. [48] p.il. 4° [Supersedes edition of May 1, 1974. Effective Dec. 1, 1975. 
Issued with perforations.} § @lItem 421 

D 301.7:66-1/7/v.5 

66-1. Equipment maintenance, maintenance management: v.7, C lidated int e. 
Nov. I, 1975. [36] p. 4° Supersedes edition of May 1, 1974. Effective Dec. 1, 1975. 
Issued with perforations.} §G2 -Item 421 

D 301.7:66-1/7/v.7 


78-2. See Defense Department, Defense Supply Agency handbook DSAH 4215.1. 

78-37. See Defense Department, Defense Supply Agency handbook DSAH 4215.41. 

85-3. See Army Department, Technical manual TM 5-618. 

88-2. Facility design and planning, Air Force design manual, definitive designs of Air 
Force structures , Apr. 1, 1969, Change 2. July 1, 1975. [2]+10 p.il. 152 pl., oblong 
large 8° [Accompanied by 2 covers: pt.l, Definitive drawings for standard facilities: 
pt.2, Definitive drawings for ANG/USAFR facilities. Issued with perforations.] 


+ @ltem 421 
D 301.7:88-2/4/ch.2 
100-18. Communications-electronics, USAF ground communications-electronics program 
management, Change 2. Nov. 30. 1975. [59] p. 4° [Issued with perforations.) § 


G2. -Item 421 
D 301.7:100-18/ch.2 
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100-19. Communications-electronics activities, USAF ground communications-electronics 
program implementation management. Mar. 13, 1974. [67] p.il. 4° [Supersedes edition 

of Oct. |, 1971. Issued with perforations.} # @lItem 421 
D 301.7:100-19 


177-373. Accounting and finance, joint uniform military pay system leave policy and 
procedures, v.3. No. 1, 1975. [125] p.il. 4° [Supersedes AFR 35-8, June 30, 1971, 
and AFM 177-373 of July 1, 1971. Issued with perforations.} §G2 -Item 421 
D 301.7:177-373/v.3 
Air Force pamphlet AFP (series). 


06559 216-1. See Armed Forces Information Service, DoD pamphlet GEN-37. 


Air Force technical order TO (series). 

06560 13C7-1-Il. See Army Department, Technical manual TM 10-500-1. 

06561 Officer in United States Air Force. [1974.] cover title, 32 p.il. 4° 
(Recruiting Service, Directorate of Advertising.) [Illustrations are 
colored. Text on p. 2-3 of cover.] + @Item 424 

D 301.2:O0f 2/5 


06562 What you always wanted to know about Air Force but didn’t know 
who to ask. [1975.] 18 p.il. 4° ({GS 75-4; Recruiting Service, 
Directorate of Advertising.]) [Illustrations are colored. Additional title 
is Air Force-great way of life. Text and illustration on p. 3-4 of 
cover.] + @Item 424 

D 301.2:Ai 7/27 


AIR TRAFFIC SERVICE, eee Dept. Washington, DC 
20553 


06563 Air traffic control [handbook]. [1975.] cover title, [388] p.il. 4° 7110.65.) 
{Issued with perforations. Effective Jan. 1, 1976.] * Paper, $14.75 
(basic and supplementary material for indefinite period); add $3.70 
for foreign mailing. @lItem 431-D-1 
TD 4.308:Ai 7/3 


06564 Contractions handbook, C e 1. Nov. 14, 1975. [84] p. 4° (7340.1E.) 
{Issued with perforations. Effective date Feb. 1, 1976. Cancellation 
date May I, 1976.] * Paper, $11.15 (basic and supplementary material 
” indefinite period); add $2.80 for foreign auliee, @ltem 431-D- 


TD 4.308:C 76/975/ch.1 


o6s6s En route air traffic control handbook, Change 5. Dec. 28, 1973. [56] 
p. 4° (7110.9C.) [Issued with perforations.. Effective Apr. 1, 1974. 
Cancellation July 1, 1974.] * Paper, $14.75 (basic and supplementary 
material for indefinite period); add $3.70 for foreign mailing. @Item 


431-D-1 
TD 4.308:En 1/973/ch.5 


o6s6s IFR off-airway routes (non part 95). Nov. 1973. cover title, [I]+20 
p. 4° (Flight Services Division.) [Consolidation of off-airway non- 
95 routes not published in pt. 93, including Nov. 8, 1973 amendment. 
Issued with perforations.] # , 
TD 4.302:Ai 7/973 


AIRPORTS SERVICE, Transportation Dept. Washington, DC 20553 


06567 Airport design standards: Airports served by air carriers, surface 
gradient and line-of-sight. Feb. 6, 1975. 13 p.il. 4° (Advisory circular 
AC 150/5325-2C.) [Consolidated reprint including Change |. Issued 
with perforations.]} + @lItem 431-C-4 
TD 4.111:Su 7/rep. 


§For Sale by National Technical Information Service, 
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GOVERNMENT PUBLICATIONS 


AMERICAN REVOLUTION BICENTENNIAL ADMINISTRATION, 
2401 E St., NW Washington, DC 20276 


06568 Questions and answers about Bicentennial. [1975.] cover title, [16] p.il. 


narrow 8° [Illustrations are colored.}] + @Item 1089 
Y 3.Am 3/6:2 Q 3 


ARMED FORCES INFORMATION SERVICE, Defense Dept. 
Washington, DC 20310 


o6s69 USHBP, uniformed services health benefits program, including CHAM- 

PUS, civilian health and medical program of uniformed services. 

(1975.) ll p.il. narrow 8° (CHAMPUS FS-l; NAVEDTRA 46609; 
PHS-CCPM Pam-l6.) + @lItem 313 

D 2.2:Un 3 


DoD pamphlet. 


06579 GEN-37. You and law overseas. [(1975.] cover title, 30 p.il. 12° ({Army Dept.] DA Pam 
360-544; [Navy Dept.| NAVEDTRA 46407;[Air Force Dept.] AFP 216-1; [Marine 

Corps} NAVMC 2658.) * Paper, 55c. (S/N 008-047-00195-9). @lItem 312-A 
D 2.14:GEN-37 


ARMY DEPARTMENT, Defense Dept. Washington, DC 20310 


AMC pamphlet. (Army Materiel Command.) 


06571 706-205. Engineering design handbook; timing systems and components [with lists of 
references]. Dec. 1975. cover title, [509] p.il. 4° [Issued with perforations.] # 
@ltem 322-A 
D 101.22/3:706-205 


06572 Army ROTC facts. [Aug. 1974.] cover title, [36] p.il. oblong 48° ({RPI- 
664.]) [One illustration is colored.} + @lItem 325 
D 101.2:R 31/25/974 


Civilian personnel pamphlet CPP (series). 


06573 45-M-4. Relationships with labor organizations [with bibliography]. Sept. 6, 1974. 
{1} +122+[l} p. 4° (Manager development series.) [Supersedes edition of Jan. 31, 1964. 

Issued with perforations.} + @lItem 323-D 
D 101.37:45-M-4 


Field manual FM (series). 


06574 6-300. Army ephemeris, 1975. Dec. 1974. cover title, [89] p.il. 4° [Effective Jan. 1, 1975. 
Supersedes edition of Aug. 10, 1973. Issued with perforations.] * Paper, $1.55. (S/N 

0820-00530). @lItem 324 
D 101.20:6-300 


Pamphlet. 


06575 360-544. See Armed Forces Information Service, DoD pamphlet GEN-37. 

06576 550-174. Area handbook for Guinea [with bibliographies; by] Harold D. Nelson , Margarita 
Dobert , James McLaughlin, Barbara Marvin, Donald P. Whitaker. Second edition. 
1975. xiv+386 p.il. 4° [Prepared by Foreign Area Studies, American University. 
Research completed Feb. 1975.]  * Cloth, $7.00. @lItem 327(Rev. 1969) 
L.C. card 75-26515 D 101.22:550-174 


06577 Take a‘ look at all the things you've been taking for granted. [June 
1975.] [24] p.il. 4° ({RPI-366.]) [Illustrations are colored. Illustration 


on p. 2 of cover; text on p. 4 of cover.] + @lItem 325 
D 101.2:Ar 5/18 


06578 This is TECOM [Test and Evaluation Command]. [1975.] cover title, 
[28] p.il. 4° [Prepared by TECOM Information Office, with coopera- 
tion of Visual Aids Section, Administrative Office. Text on p. 2- 
3 of cover.] + @lItem 325 
D 101.2:T 28 


*For Sale by Superintendent of Documents 
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Technical manual TM (series). 


06579 5-618. Civil engineering general, paints and protective coatings, Change | [with list of 
references and standards}. Nov. 21, 1975. [157] p.il. 4° ({Navy Dept.NAVFAC MO 

0; [Air Force Dept.JAFM 85-3.) # @lItem 329 
D 101.11:5-618/ch.1 


5-764. Electric motor and generator repair. [1975.] cover title, [233] p.il. 4° [Reprint 
including current pages from Change |. Issued with perforations. Contains copyrught 
material. Supersedes edition of Sept. 17, 1964.] * Paper, $3.10. (S/N 008-020-00456- 


1). @lItem 329 
D 101.11:5-764/2 
$-807-7. Color for buildings [with bibliography]. July 1974. cover title, [79] p.il. 4° 
{Some illustrations are colored. Supersedes TM 5-807-7, June 25, 1968.] * Paper, 
$10.55. (S/N 0820-00492). @lItem 329 
D 101.11:5-807-7/2 


8-228. Handbook of procedures for MUST laboratory [with list of references]. Dec. 
1969 [published 1970]. cover title, [90] p.il. 4° [Some illustrations are colored. Issued 
with perforations. Text on p. 2 of cover. Contains copyright material.}] + @lItem 


329 
D 101.11:8-228 


10-500-1. Airdrop of supplies and equipment, rigging containers [with list of references]. 
Feb. 1973 [published 1974]. [100] p.il. 4° (Air Force TO 13C7-1-ll.) [Reprint including 
current pages from Changes 1-2. Supersedes edition of Sept. 20, 1968. Issued with 
perforations.} # @lItem 329 

D 101.11:10-500-1/2 


95-225. See Federal Aviation Administration, United States standard flight inspection 
manual. 


USAAMRDL technical report. (Eustis Directorate, U.S. Army Air 
Mobility Research and Development Laboratory, Fort Eustis, Va.) 
75-34A. Development of advanced anti-icing/deicing capability for U. S. Army helicopters: 

v.1, Design criteria and technology considerations, final report [with list of references; 


by J.B. Werner ]. Nov. 1975. cover title, 253 p.il. 4° [Prepared by Lockheed-Califor- 
nia Co., Burbank, Calif., under contract DAAJ02-73-C-0107.]  # 
D 117.8/2:75-34A 


75-34B. Development of advanced anti-icing/deicing capability for U.S. Army helicopters: 

v.2, Ice protection system application to UH-LH helicopter, final report; [by J.B. 

Werner }. Nov. 1975. cover title, 220 p.il. 4° [Prepared by Lockheed-California 
Co., Burbank, Calif., under contract DAAJ02-73-C-0107.] # 

D 117.8/2:75-34B 


75-49. Production suitability of electroform conductive wax process for manufacture 
of fluidic systems , final report; [by Robert Lewis , Walter Posingies , Burton 
Scott]. Nov. 1975. cover title, 127 p.il. 4° [Prepared for U.S. Army Aviation Systems 
Command, St. Louis, Mo., by Honeywell, Inc., Minneapolis, Minn., under contract 


DAAJ02-74-C-0012. Some pages issued as leaves.] # 
D 117.8/2:75-49 


Your Army, 200 years. [1975.] cover title, [40] p.il. 4° [Text on p. 


2-3 of cover.] * Paper, $1.15. @lItem 325 
D 101.2:Ar 5/17 


ASSISTANCE PAYMENTS ADMINISTRATION, Health, Education, 
and Welfare Dept. Washington, DC 20201 


How they do it, illustrations of practice in administration of AFDC. 


Supervisory case review system, Minnesota. [1975.] [67] p. 4° ({DHEW publication (SRS) 
76-21233.]) [Prepared in cooperation with Minnesota Department of Public Welfare.] 


+ @ltem 512-B-2 
HE 17.408/2:Su 7 


CANAL ZONE GOVERNMENT Washington, DC 20004 


06599 Panama Canal Company, Canal Zone Government, annual report, fiscal 


year 1974. [1975.] cover title, vi+147 p.il. 1 pl. tab. + @Item 330 
CZ 1.1:974 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries 
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CENSUS BUREAU, Commerce Dept. Suitland, MD 20233 


Census of construction industries, 1972: Special report CC 72 (series). 
({Construction Division. ]) 


S. Legal form of organization and specialization in types of construction. Dec. 1975. 
xii+73+[7] p.il. 4° *G2 = -Item 133-D-2 
C 56.254/5:CC 72-S 


Census of manufactures, 1972: Industry series MC 72(2). ({Industry 
Division.]}) 

20 H. Beverages [SIC industry group 208]. Feb. 1975. vi+27+5 p. 4° * Paper, $1.20. 
@ltem 136 

C 56.244/6:972/20 H 

39 A. Jewelry, silverware, and plated ware [SIC industry group 391]. Aug. 1974. vi+16+5 

p.4° * Paper, 75c. @ltem 136 
C $6.244/6:972/39 A 


Census of manufactures, 1972: Special report series MC 72(SR). 
({Industry Division.]) 


6 S. Fuels and electric energy consumed (Supplement). Sept. 1974. viii+89-107 p. 4° 
* Paper, 9c. @ltem 135 
C $6.244/3:972/6 S 


Census of manufactures, 1972: Subject series MC 72(l). ((Industry 
Division. ]}) 
1. General summary. Nov. 1975. [551] p. 4° * Paper, $8.20. @ltem 135 
C 56.244/8:972/1 
5. Selected materials consumed. Dec. 1975. viii+15S1+[4] p. 4° * Paper, $3.20. @Item 
135 
C 56.244/8:972/5 


Census of population, 1970: Supplementary report PC(SI)-(series). 


90. Low-income neighborhoods in large cities, 1970, New York, N.Y.; prepared by Donald 
G. Fowles . June 1974. xxix+255 p.il. 40 * Paper, $2.85. @lItem 154 
C 3.223/12:970/90 
100. Low-income neighborhoods in large cities, 1970: San Diego and San Jose, Calif.; 
prepared by Donald G. Fowles . June 1974. xvi+34 p.il. 4° * Paper, 70c. @ltem 
154 


C 3.223/12:970/100 
Poverty status in 1969 and 1959 of persons and families, States, SMSA’s, central 
cities, and counties, 1970 and 1960. Dec. 1975. v+102 p.il. 4° [Issued with perfora- 
tions.) * Paper, $2.20. @lItem 154 

C 3.223/12:970/105 


Census of retail trade, 1972: Area statistics RC 72-A-(series). ([Business 
Division.]) 
22. Massachusetts. Aug. 1974. [107] p.il. 4° * Paper, $1.95. @lItem 132-A-24 
C 56.251/2:972/22 


34. North Carolina. Sept. 1974. [113] p.il. 4° * Paper, $2.45. @ltem 132-A-36 
C $6.251/2:972/34 


Census of retail trade, 1972: Major retail centers in standard 
metropolitan statistical areas RC 72-C (series). ({Business Division.]) 


2. Alaska. Dec. 1974. 23 p.il. 4° * Paper, 85c. @ltem 133 


C $6.251/5:972/2 


3. Arizona. Nov. 1974. [47] p.il. 4° * Paper, $1.30. @lItem 133 
C $6.251/5:972/3 


6. Colorado. Nov. 1974. [47] p.il. 4° * Paper, $1.30. @ltem 133 
C 56.251/5:972/6 


8. Delaware. Apr. 1975. [27] p.il. 4° * Paper, 90c. @lItem 133 
C 56.251/5:972/8 


12. Hawaii. Nov. 1974. [35] p.il. 4° * Paper, $1.15. @Item 133 
C $6.251/5:972/12 


20. Maine. Nov. 1974. [29] p.il. 4° * Paper, 95c. @ltem 133 
C $6.251/5:972/20 


21. Maryland. Mar. 1975. {37} p.il. 4° * Paper, $1.20. @lItem 133 
C $6.251/5:972/21 


*For Sale by Superintendent of Documents 
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06609 30. New Hampshire. Sept. 1974. [27] p.il. 4° * Paper, 90c. @lItem 133 
C $6.251/5:972/30 


06610 38. Oregon. Feb. 1975. [41] p.il. 4° * Paper, $1.25. @lItem 133 

C 56.251/5:972/38 

Census of retail trade, 1972: Subject series RC 72-S. ({Business Divi- 
sion.]) 


3. Miscellaneous subjects. Dec. 1975. vii+129+([27] p.il. 4° * Paper, $3.35. @ltem 133 
C $6.251/3:972/3 


Census of selected service industries, 1972: Area statistics SC 72- 
A (series). ({Business Division.]) 
9. District of Columbia. Sept. 1974. [37] p.il. 4° * Paper, $1.20. @lItem 132-A-10 

C $6.253/3:972/9 
ll. Georgia. Oct. 1974. [97] p.il. 4° * Paper, $2.20. @ltem 132-A-12 


C 56.253/3:972/Il 
Census of selected service industries, 1972: Subject series SC 72- 
S. ({Business Division.}) 


2. Hotels, motels, trailering parks, and camps. Dec. 1975. iv+5l+(2l] p.il. 4° * Paper, 
$1.80. @ltem 133 


C $6.253/4:972/2 
3. Motion picture industry. Dec. 1975. iv+23+([23] p.il. 4° * Paper, $1.50. @lItem 133 
C $6.253/4:972/3 
6. Arrangement of passenger transportation. Dec. 1975. [31] p.il. 4° * Paper, 95c. @lItem 
133 


C $6.253/4:972/6 

7. Nonregulated motor carriers and public warehousing. Dec. 1975. iv+30+([I6] p. 4° 
* Paper, $1.50. @lItem 133 

C $6.253/4:972/7 


Census of wholesale trade, 1972: Area statistics WC 72-A (series). 
({Business Division.]}) 
34. North Carolina. Sept. 1974. [47] p.il. 4° * Paper, $1.35. @lItem 132-A-36 
C 56.252/3:972/34 
Census of wholesale trade, 1972: Commodity line sales WC 72-L. Nov. 


1975. [539] p.il. 4° ({Business Division.]) * Paper, $7.65. @ltem 133 
C 56.252/4:972/L 


Census of wholesale trade, 1972: Subject series WC 72-S. (([Business 
Division. ]) 
06620 3. Value produced, capital expenditures, fixed assets, rental payments, and supplemental 
labor costs of merchant wholesalers. Dec. 1975. [36] p.il. 4° * Paper, $1.30. @lItem 
133 


C $6.252/4:972/3 


Current population reports: Series P-20, Population characteristics. _ 
* Paper, $56.00 (Series P-20, P-23, P-25, P-26, P-27, P-28 summaries, 
P-60, and P-65 for a yr.), add $14.00 for foreign mailing; single 
copy prices vary. 
287. Marital status and living arrangements, Mar. 1975; [prepared by Arthur Norton 
, Robert Grymes , Gerda Mudd, Arlene Saluter, and Katherine Campbell]. Dec. 
1975. cover title, [2]+41 p.4° (({Population Division.}) [Includes list of related reports. 
Issued with perforations.] * Paper, $1.10. @lItem 142-C 
C 56.218:P-20/287 


Current population reports: Series P-23, Special studies. * Paper, 
$56.00 (Series P-20, P-23, P-25, P-26, P-27, P-28 summaries, P-60, 
and P-65 for a yr.), add $14.00 for foreign mailing; single copy prices 
vary. 

06622 49. Population of United States, trends and prospects, 1950-90 [with bibliography; edited 
by Paul C. Glick with Karen M. Mills }. May 1974. cover title, iv+22I p.il. 4° 

({Population Division.]) * Paper, $2.75. @ltem 142-C 
C 56.218:P-23/49 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
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06623 48. Social and economic status of black population in United States, 1973; [prepared 
by Nampeo D. McKenney , Olga V. Fonville , Patricia A. Johnson, Virginia H. 
Williams, and Gloria J. Porter}. [1974.] iv+146 p.il. 4° ({Population Division.}) [Issued 
with perforations.}]) * Paper, $2.75. @ltem 142-C 
C 56.218:P-23/48 


Current population reports: Series P-25, Population estimates and pro- 
jections. * Paper, $56.00 (Series P-20, P-23, P-25, P-26, P-27, P- 
28 summaries, P-60, and P-65 for a yr.), add $14.00 for foreign 
mailing; single copy prices vary. 

524. Estimates of population of United Stries to June 1, 1974. July 1974. 2 p.il. 4° 


* Paper, 25c. @ltem 142-C 
C 56.218:P-25/524 


534. Estimates of population of United Staies to Sept. 1, 1974. Oct. 1974. 2 p.il 4° 


* Paper, 25c. @ltem 142-C 
C 56.218:P-25/534 


613. Illustrative projections of first births for United States, 1975-2000. Nov. 1975. (2]+8 


p.il. 4° * Paper, 30c. @ltem 142-C 
C 56.218:P-25/613 


Estimates of population of United States, by age, sex, and race, 1970-75; [prepared 
by Robert Warren |. (Nov. 1975.] cover title, [2]+34 p.il. 4° ({Population Division.}) 
{Includes list of related reports.} * Paper, 90c. @lItem 142-C 

C 56.218:P-25/614 


. Estimates of population of States, July |, 1974 and 1975 (advance report). Nov. 


1975.3 p. 4° * Paper, 30c. @ltem 142-C 
C 56.218:P-25/615 


Current population reports: Series P-28, Special censuses. * Paper, 
$56.00 (Series P-20, P-23, P-25, P-26, P-27, P-28 summaries, P-60, 
and P-65 for a yr.), add $14.00 for foreign mailing; single copy prices 
vary. 

1522. Summary of special censuses conducted by Bureau of Census between Jan. | 


and June 30, 1975. Dec. 1975.6 p. 4° * Paper, 30c. @lItem 142-C 
C 56.218:P-28/1522 


U.S. general imports, world area by commodity groupings, [Schedule 
A], FT 155/annual 1973. Nov. 1974. xiv+503 p. 4° ([{Foreign Trade 


Division.]) * Paper, $5.50. @lItem 144 
C 56.210:155-73 


Urban atlas, tract data for standard metropolitan statistical areas [GE 

80] (series). ((Geography Division.]) 

5080. Milwaukee, Wis. [1975.] cover title, [3] p. 25 maps, oblong f° [Prepared in coopera- 
tion with Manpower Administration, Labor Department and Lawrence Berkeley 
Laboratory, University of California. Text on p.2 of cover. 24 maps are colored.) 
* Paper, $3.90 (S/N 0324-00692). 

L.C. card 74-600166 C 56.242/4:5080 

6200. Phoenix, Ariz. [1975.] cover title, [2] p. 13 maps, oblong f° [Prepared in cooperation 
with Manpower Administration, Labor Department and Lawrence Berkeley Laborato- 
ry, University of California. Text on p.2 of cover. 12 maps are colored.] * Paper, 


$2.55 (S/N 0324-00699). 

L.C. card 74-600166 C 56.242/4:6200 
6920. Sacramento, Calif. [1975.] cover title, [2] p. 13 maps, oblong f° [Prepared in 

cooperation with Manpower Administration, Labor Department and Lawrence 

Berkeley Laboratory, University of California. Text on p.2 of cover. 12 maps are 

colored.} * Paper, $2.55 (S/N 0324-00704). 

L.C. card 74-600166 C 56.242/4:6920 
7240. San Antonio, Tex. [1975.] cover title, [2] p. 13 maps, oblong f° [Prepared in 

cooperation with Manpower Administration, Labor Department and Lawrence 

Berkeley Laboratory, University of California. Text on p.2 of cover. 12 maps are 

colored.}| * Paper, $2.55 (S/N 0324-00706). 

L.C. card 74-600166 C 56.242/4:7240 


*For Sale by Superintendent of Documents 
+ Distribution Made by Issuing Office 
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CENTER FOR DISEASE CONTROL, Health, Education, and Welfare 
Dept. Atlanta, GA 30333 


06635 Directory of on-going research in smoking and health, 1974. [May 1974.]} 
(8]+331 p. 4° ({DHEW publication (CDC) 74-8739]; National 
Clearinghouse for Smoking and Health.) [Compiled by Herner and 
Co., Washington, D.C., under contract HSM 21-73-520.] * Paper, 
$3.35. @lItem 483-L-4 

HE 20.7015:974 


CIVIL AERONAUTICS BOARD Washington, DC 20428 


Local service air carriers’ unit costs, v.l, unit costs, summary, year 
ended Mar. 31, 1975. [1975.] [5]+25 p. 4° [Semiannual. Issued pursuant 


to rule 1109 of rules of practice in economic proceedings.] + 
C 31.253:975/v.1 


CIVIL RIGHTS COMMISSION Washington, DC 20425 


Civil and human rights in Oregon State prisons, report of Oregon Ad- 
visory Committee to Commission on Civil Rights; [by Sally E. James 
]. Jan. 1976. [2]+vii+78 p.il. 40 + @lItem 288-A 

CR 1.2:Or 3 


Hearing before Commission on Civil Rights [on Indian affairs]. [1974.] 
vii+966 p.il. [Hearing held in Albuquerque, N.Mex., Nov. 14-15, 1972.] 
+ @lItem 288-A 

CR 1.8:Al 1 


CIVIL SERVICE COMMISSION Washington, DC 20415 


Air traffic controllers, opportunities in Federal Government, announce- 


ment 418. May 1975. [1]+8+ [I] p.il 4° (GS-2152-5/7.) + @lItem 292 
CS 1.26:975/418 


Better office skills and service, student manual [with bibliography]. 
[May 1975.] cover title, iv+97 p.il. 4° (Bureau of Training, Communi- 
cations and Office Skills Training Center.) [Accompanied by 8 
dividers.}] + @lItem 296-B 

CS 1.7/4:0f 2/975 


Equal employment opportunity court cases. Mar. 1974 [published July 
1974]. [4]+81 p. 4° (BIPP 152-46; Bureau of Intergovernmental Pro- 


grams.) * Paper, $1.25 (S/N 0600-00794). @lItem 295 
CS 1.2:Em 7/17 


Guide to more effective public service, legal framework. May 1975. 
cover title, 63 p. 4° (BIPP 152-43; Bureau of Intergovernmental Per- 
sonnel Programs.) [Table of contents on p. 2 of cover.] * Paper, 
$1.20. @Item 296-B 

CS 1.7/4:P 96 


Pamphlet. 


SM 62-09. Study of employment of women in Federal Government, 1973. [8th edition.) 
[1974.] 243 p. 4° Prepared for Federal Women's Program by Manpower Statistics 
Division, Bureau of Manpower Information Systems. Includes list of other available 
publications. Title on cover: Federal civilian employment, women, 1973 study.] 

* Paper, $2.55 (S/N 0600-00798). @lItem 
CS 1.48:SM 62-09 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
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Personnel bibliography series. 


06644 66. Administration of training. 1975. cover title, [3]+105 p. 4° (Library.) [Updates Person- 
nel bibliography 51, 1973.) * Paper, $1.75 (S/N 006-000-00908-5). @Item 300-A-I 
CS 1.61/3:66 


06645 Political activities under Comprehensive employment and training act. 
[Sept. 1974.] [12] p.il. narrow 8° BIPP-152-45; Bureau of Intergovern- 
mental Personnel Preqeaans.D + @lItem 295 

CS 1.2:P 75/5 


06646 Stenographers and typists, announcement WA-3-06. Reissued Dec. 1975. 
[1975.] 6 p.il. 4° (Washington Area Office, EWO.) + @lItem 292 
CS 1.26/4:975/WA-3-06 


06647 Telephone directory, Sept. 1975. [1975.] cover title, 46+([2] p.il. (CSC 
document 2.) [Prepared by Bureau of Management Services, Office 
Services Division. Emergency numbers and procedures on p. 2-4 of 
cover.}+ @Item 290-N 

CS 1.88:975 


COAL RESEARCH OFFICE, Interior Dept. Washington, DC 20240 


Research and development report. 


06648 30. Coal processing by electrofluidics, interim report 2 [with list of literature cited]. 
Mar, |, 1974. [3]+iv+77 p.il. 4° [Prepared by lowa State University of Science 
and Technology, Ames, lowa under contract 14-01-0001-479.| + @lItem 606-C-2 
I 63.10:30/int.2 
Environmental factors in coal liquefaction plant design, interim report 3 [with one 
reference; by J.B. O'Hara , S.N. Rippee , B.I. Loran, W.J. Mindheim. [May 1974.] 
{I]+ti leaves +19 p.il. 4° [Study by Ralph M. Parson Company under contract 
14-32-0001-1234. Presented at EPA Symposium on Environmental Aspects of Fuel 
Conversion Technology, May |4, 1974.] * Paper, 65c. @ltem 606-C-2 
I 63.10:82/int.3 


COAST GUARD, Transportation Dept. Washington, DC 20590 
06650 Addendum to national search and rescue manual. [1972.] cover title, 


[35] p.il. 4° ({CG-308.]) [Issued with perforations.] # 
TD 5.8:Se l/adden. 


06651 (Almost) everything you ever wanted to know about boating... but were 
ashamed to ask. [Feb. 1972.] cover title, 24 p.il. narrow 8° ([CG- 

428; Office of Boating Safety.]) + 
TD 5.2:B 63/5 


06652 Auxiliary instructors guide. 1973 [published 1975]. cover title, iii+[1]+45 
p. (CG-336.) + @lItem 934-A 
TD 5.8:Au 9/2/973 


06653 Aviation plan. [1975.] cover title, [71] p.il. 4° (CG-380-2.) [Issued with 


perforations.] + 
TD 5.2:Av 5 


Coast Guard boating safety circular. 


06654 2-74. Fuel and electrical standards. [1975.] 4 p. 4° ({Office of Boating Safety.}) + 
TD 5.4/3:2-74 


06655 Development of a prototype airborne oil surveillance system: v.2, 
Design report, phase 1, final design report. June 1973. cover title, 
[427] p.il. 4° (CG-D-46-74, Office of Research and Development.) 
[Prepared by Aerojet Electrosystems Company, Azusa, Calif. Figure 

5-3 is loose insert.] § (Price upon application). 
TD 5.2:0i 5/l4/v.2 
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06656 Evaluation of Coast Guard oil-water separator and monitor systems 
{with list of references: by R.W. Montfort ]. Mar. 1975. cover title, 
{lll} p.il. 4° (CG-D-113-75, Office of Research and Development.) 
+ (Distributed to U.S. Government agencies only). 
TD 5.2:0i 5/17 


Evaluation of the strength and seakeeping ability of pollution control 
barriers, final report [with list of references; by] Jerome H. Milgram 
, and John F. O’Dea . Sept. 1974. cover title, 202 p.il. 4° (CG- 
D-55-75, Office of Research and Development.) [Prepared by Mas- 
sachusetts Institute of Technology, Cambridge, Mass.] § (Price upon 


application). on 


Family housing manual. [Jan. 1974.] cover title, [167] p. 4° (CG-398.) 
{Issued with perforations.] + 
TD 5.8:H 81 


Field study of wave environment vs. boating activity for seven sites 
in eastern U.S., final report; [by J. Cantril , J. Bowman ]. May 
1975. cover title,[I83] p.il. 4° (CG-D-38-75, Office of Research and 
Development.) [Prepared by Wyle Laboratories, Huntsville, Ala.] 

§ (Price upon application). 
TD 5.2:B 63/4 


Geographical analysis of oil spill potential associated with Alaskan oil 
production and transportation systems , final report [with list of 
references; by] W.H. Swift , R.E. Brown , L.V. Kimmel, M.M. 
Orgill, P.L. Petersen , W.W. Waddell. Feb. 1974. cover title, [277] 
p.il. 4° (CG-D-79-74, Office of Research and Development.) 
[Prepared by Battelle Memorial Institute, Richland, Wash.] § (Price 


upon application). 
TD 5.2:0i 5/15 


Light list: v.l, Atlantic Coast of United States from St. Croix River, 
Maine, to Little River, S.C., Ist, 3d, and Sth Coast Guard districts, 
Nov. 22, 1975, including N.M. 47 of 1975. 1976. xxvi+539 + [2] 
p.il. 4° (CG-158.) [Publication contains list of lights, fog signals, 
buoys, daybeacons, lightships, radiobeacons, racon and loran stations. 
Some illustrations are colored. Map on p. 2 of cover.] * Paper, $4.75. 
(S/N 5012-00073). @Item 936 

TD 5.9:v.1/976 


Low friction coatings for icebreakers, phase | technical report [with 
list of references; by S.J. Calabrese , M.B. Petersen , F.F. Ling]. 
[June 1974.] cover title, [158] p.il. 4° (CG-D-107-74, Office of Research 
and Development.) [Prepared by Rensselaer Polytechnic Institute, 
Troy, N.Y.] § (Price upon application). 

TD 5.2:Ic 2/2 


Office of Research and Development: Project [reports]. 


724103.06.1. Development of high seas oil recovery system, appendix |, final report [with 
list of references]; by Frank A. March , Robert L. Beach , Richard P. Bishop, 
Thomas N. Blockwick, Ravinder K. Sahgal. Feb. 1972. cover title, [l]+iii+394 p.il. 


4° [Prepared by Ocean Systems, Inc., Reston, Va.] § (Price upon application). 
TD 5.25:724103.06.1/appendix | 


06664 Shipboard oil-in-water content monitor based on light scattering at 
ninety degrees; [by J.H. Bochinski ,and A.R. Hansen }. Nov. 1974. 
cover title, [132] p.il. 4° (CG-D-49-74, Office of Research and 


§For Sale by National Technical Information Service, 
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Development.) [Prepared by Enviro Control, Inc., Rockville, Md.] 
§ (Price upon application). : 
TD 5.2:0i 5/16 


o666s U.S. Coast Guard addendum to National search and rescue manual, 
Change 5. [1975.] [25] p.il. 4° (CG-308.) [Issued with perforations.] 
+ 


TD 5.8:Se l/adden./ch.5 


06666 Waterborne debris in marine pollution incidents, final report; [by] J.A. 
Hancock , R.P. Jacobs , M.R. Knapp, and J.S. Glasgow. Mar. 1974. 
cover title, [4]+x+460 p.il. 4° (CG-D-108-74, Office of Research and 
Development.) [Prepared by Battelle, Columbus Laboratories, Long 
Beach, Calif.]} § (Price upon application). 

TD 5.2:W 29/2 


COMMERCE DEPARTMENT Washington, DC 20230 


Note.—Requests to the Commerce Department for publication should give the full title and 
the date of the publication. Do not include Monthly Catalog entry numbers or Superintendent 
of Documents classification numbers which should be used only when ordering from the Superin- 
tendent of Documents. 

06667 CTAB recommendations for national energy program [Mar. 1975.] cover 
title, vi+70 p.il. 4° (Commerce Technical Advisory Board.) * Paper, 

$1.80. @lItem 128 
C 1.2:En 2/4 


06668 Guide to standards activities of Federal agencies; [by] Donald S. Abel- 
son and Jerome Deitch . 1976. cover title, [5]+i+7l p. 4° ({OPS- 
75/1; Office of Product Standards, Office of Assistant Secretary for 


Science and Technology.]) § Paper, $4.50. @lItem 128-A 
C 1.8/3:St 2 


06669 Interagency Auditor Training Center bulletin for fiscal year 1975. [1975.] 


40 p.il. + @lItem 126-D-2 
C 1.61:975 


06670 U.S. Department of Commerce energy conservation programs. Apr. 
1975. cover title, 12 p.4° + @lItem 128 
C 1.2:En 2/7 


COMMUNITY HEALTH SERVICES BUREAU, Health, Education, 
and Welfare Dept. Rockville, MD 20852 


06671 Infant, maternal and childhood mortality in United States, 1968-73 [with 
list of references; by Joseph Garfinkel , Marion Johnson Chabot 
, Margret W. Pratt. 1975. [3]+34 p.il. 4° (DHEW publication (HSA) 
75-5013.) [Prepared under grants MC-R-60208 and MC-R-270303.] 


+ @lItem 532-E-1 
HE 20.5102:In 3/4/968-73 


COMMUNITY RELATIONS SERVICE, Justice Dept. Washington, DC 
20004 


06672 It isn’t easy for people caught up in a racial dispute to find a way 

out; emotions run high; issues may be complex; and a basic problem 

often prevents working out a solution. [1974.] cover title, [12] p.il. 
narrow 8° + @Item 208-A-l 

J 23.2:R Il/2 


*For Sale by Superintendent of Documents 
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06673 Like they say experience teaches; and it has taught us something about 
racial disputes in high schools and colleges. [1975.] cover title, [12] 
p.il. narrow 8° + Item 208-A-l 


J 23.2:R ll 
CONGRESS 


Congressional record, proceedings and debates of 93d Congress, Ist 
session, v.lI9. [Permanent edition.] L.C. card 12-36438 


Note.—In the permanent bound edition, the paging differs from that of the daily numbers, 


the text being revised, rearranged, and printed without break. 
06674 pt.3l. Dec. 7-12, 1973. 1973. [1] +40139-41256 p. 4° * Cloth, $15.40. @Item 993 
X.93/1:19/pt.31 


United States Code, 1970 edition, supp. 4, containing general and 
permanent laws of United States enacted during 92d and 93d Con- 
gress, Jan. 21, 1971-Jan. 2, 1975. 


v.2. Title 21, Food and drugs, to title 41, Public contracts; prepared by Committee 
on Judiciary of House of Representatives. 1975. xxvii+1419-2634 p. large 8° * Fabri- 
coid, $16.50 (S/N 052-070-03052-6). @lItem 991 

Y 4.3 89/1:Un 3/3/970/supp.4/v.2 


. Title 42, Public health and welfare, to title 50, War and national defense, tables; 


prepared by Committee on Judiciary of House of Representatives. 1975. xxvii+2635- 
3888 p. large 8° * Fabricoid, $16.90 @ltem 991 
Y 4.J 89/1:Un 3/3/970/supp.4/v.3 


Congressional serial set 


Note.—During each session of Congress the House and Senate documents and reports are 
accumulated into bound volumes comprising the Congressional serial set. No catalog entry is 
made for the volumes of the Serial set since the documents and reports contained therein have 
been previously listed in the Monthly catalog. The following bound volumes were sent to depository 
libraries during the period of the catalog: 


House documents: 


06677 nos. 284-358, with exceptions, 92d Congress, 2d session, House miscellaneous documents 
III (Serial 12986-3]. @Item 995-G 


no. 253, 94th Congress, Ist session, Comprehensive Program, to control land use, debate 
topic. [Serial 1310-7]. @lItem 995-G 


House reports: 


06679 nos. 1429-1492, with exceptions, 92d Congress, 2d session, House miscellaneous reports 
on public bills VI [Serial 12974-6]. @lItem 1007-A 


06680 no. |, 93d Congress, Ist session, Campaign expenditures committee report, 2 pts. [Serial 
13022-1]. @Item 1007-A 


nos. 2-146, with exceptions, 93d Congress, Ist session, House miscellaneous reports on 
public bills I [Serial 13020-1]. @lItem 1007-A 


Senate documents: 


nos. 61-80, with exceptions, 92d Congress, 2d session, Senate miscellaneous documents 
I [Serial 12977-1}. @lItem 995-G 


no. 133, 93d Congress, 2d session, Appropriations budget estimates etc [Serial 13069- 
2] @ltem 995-E 


no. |, 94th Congress, Ist session, Senate manual 1975 [Serial 13103). @lItem 1048 
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Laws 


Note.—The Federal laws are first published separately and in this form are known as ‘slip 
laws’. Later, these laws are compiled, edited, indexed, and published in the volumes of the 
Statutes at large. 


Public laws, 94th Congress. @lItem 575 


Note.—Public laws in slip form in the first prints may be obtained from the Superintendent 
of Documents, Washington, DC 20402, at a subscription price of $90.00 per session, add $22.50 
for foreign mailing; single copies vary in price. 

5 143. H.R.10481, act to authorize Secretary of Treasury to provide seasonal financing 
for city of New York. Dec. 9, 1975.3 p. * Paper, 25c. 


. H.R.6692, act to authorize appropriations for period July 1|-Sept. 30, 1976. Dec. 
9, 1975.1 p. * Paper, 25Sc. 


H.R.6971, act to amend Sherman antitrust act to provide lower prices for consumers. 
Dec. 12, 1975.1 p. * Paper, 25c 


. §.267, act to designate Flat Tops Wilderness, Routt and White River National 
Forests, in State of Colorado. Dec. 12, 1975.1 p. * Paper, 25c. 


§.1245, act to amend sec.218 of title 23, United States Code. Dec. 12, 1975. | p. 
* Paper, 25c. 


. H.R.10027, act to authorize Secretary of Agriculture to enter into cooperative agree- 
ments which benefit certain Forest Service programs and to advance or reimburse 
funds to cooperators for work performed , and for other purposes. Dec. 12, 1975. 
Ip. * Paper, 25c. 


H.R.9915, to make technical amendments to Federal rules of evidence, Federal 
rules of criminal procedure and to related provisions of titles 18 and 28 of United 
States Code. Dec. 12, 1975.2 p. * Paper, 25c. 


. H.R.5197, act to authorize employment of certain foreign citizens on vessel Seafreeze 
Atlantic, official number 517242. Dec. 15, 1975.2 p. * Paper, 25c. 


. §.240, act to amend act entitled act granting charter to General Federation of 
Women's Clubs. Dec. 15, 1975.1 p. * Paper, 25Sc. 


. §.1537, act to amend Defense production act of 1950, as amended. Dec. 16, 1975. 
12 p. * Paper, 30c. 


. H.R.1027, act to amend effective date of Defense production act amendments of 
1975. Dec. 16, 1975.1 p. * Paper, 25c. 


S.364, act relating to certain Forest Service timber sale contracts involving road 
construction. Dec. 16, 1975.1 p. * Paper, 25c. 


. H.R.S68, act to grant alien child adopted by unmarried United States citizen same 
immigrant status as alien child adopted by United States citizen and his spouse. 
Dec. 16, 1975.1 p. * Paper, 25c. 

H.R.6669, act to authorize Secretary of Interior to engage in feasibility investigations 
of certain potential water resource developments. Dec. 16, 1975.1 p. * Paper, 25Sc. 





. H.R.10647, act making supplemental appropriations for fiscal year 1976, and period 
ending Sept. 30, 1976, and for other purposes. Dec. 18, 1975.18 p. * Paper, 35Sc. 


. §.1800, act to provide indemnities for exhibitions of artistic and humanistic endeavors, 
and for other purposes. Dec. 20, 1975.3 p. * Paper, 25Sc. 


. H.J.Res.733, joint resolution making further continuing appropriations for fiscal year 
1976, and for other purposes. Dec. 20, 1975.1 p. * Paper, 25c. 


. H.R.2724, act to provide for establishment of Father Marquette National Memorial 
near Saint Ignace, Mich., and for other purposes. Dec. 20, 1975. | p. * Paper, 
2Sc. 


. H.R.9005, act to authorize assistance for disaster relief and rehabilitation, to provide 
for overseas distribution and production of agricultural commodities, to amend 
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Foreign assistance act of 1961, and for other purposes. Dec. 20, 1975. 21 p. 
Paper, 40c. 


. H.R.9883, act tu amend joint resolution approved Dec. 28, 1973, providing for 


establishment of Lyndon Baines Johnson Memorial Grove on Potomac, and for 
other purposes. Dec. 20, 1975.1 p. * Paper, 25c. 


. $.622, act to increase domestic energy supplies and availability, to restrain energy 


demand, to prepare for energy emergencies, and for other purposes. Dec. 22, 1975. 
99 p. * Paper, $1.20. 


. H.R.9968, act to change certain income tax provisions of Internal Revenue Code 


of 1954, and for other purposes. Dec. 23, 1975.7 p. * Paper, 25Sc. 


. H.R.8773, act making appropriations for Department of Interior and related agencies 


for fiscal year ending June 30, 1976, and period ending Sept. 30, 1976, and for 
other purposes. Dec. 23, 1975.25 p. * Paper, 40c. 


. H.R.6642, act to provide for allotment or assignment of payments from civil service 


annuities, and for other purposes. Dec. 23, 1975.1 p. * Paper, 25c. 


H.R.9924, act to direct National Commission on Observance of International 
Women's Year, 1975, to organize and convene National Women's Conference, and 
for other purposes. Dec. 23, 1975.4 p. * Paper, 25c. 


. H.R.8674, act to declare national policy of coordinating increasing use of metric 


system in United States, and to establish United States Metric Board to coordinate 
voluntary conversion to metric system. Dec. 23, 1975.6 p. * Paper, 25Sc. 


. H.R.10355, act to amend title 38 of United States Code to liberalize provisions 


relating to payment of disability and death pension and dependency and indemnity 
compensation, to increase income limitations, and for other purposes. Dec. 23, 1975. 
9p. * Paper, 30c. 


H.R.15S35, act to increase amount of benefits payable to widows of certain former 
employees of Lighthouse Service. Dec. 23, 1975.1 p. * Paper, 25Sc. 


171. H.R.1753, act to amend sec./41 of title 13, United States Code to provide for transmittal 


to each of several States of tabulation of population that State obtained in each 
decennial census and desired for apportionment or districting of legislative body 
or bodies of that State, in accordance with, and subject to approval of Secretary 
of Commerce, plan and form suggested by that officer or public body having respon- 
sibility for legislative apportionment or districting of State being tabulated. Dec. 
23, 1975.2 p. * Paper, 2Sc. 


. H.R.7976, act to amend title 5, United States Code, to provide that annual leave 


lost by Federal employee because of unjustified or unwarranted personnel action 
shall be restored to employee, and for other purposes. Dec. 23, 1975.2 p. * 
Paper, 25Sc. 


. §.848, act to amend sec.2 of National housing act to increase maximum loan amounts 


for purchase of mobile homes. Dec. 23, 1975.2 p. * Paper, 25c. 


. §.313, act to authorize exchange of lands for entrance road at Guadalupe Mountains 


National Park, Tex., and for other purposes. Dec. 23, 1975.1 p. * Paper, 25Sc. 


. $.1922, act to amend act of July 7, 1970, 84 Stat.409, to authorize appropriations 


to Secretary of Interior without reference to agencies involved. Dec. 23, 1975. 1 
p. * Paper, 2Sc. 


. §.2757, act to extend until Apr. 30, 1976, authority of National Commission for 


Review of Federal and State Laws Relating to Wiretapping and Electronic Surveil- 
lance. Dec. 23, 1975.1 p. * Paper, 2Sc. 


. H.R.4865, act to amend title 39, United States Code, to prohibit certain franked 


mailings by Members of Congress and certain officers of United States, other than 
mailings related to closing of their official business, after such Members or officers 
have left office. Dec. 23, 1975.1 p. * Paper, 25c. 


. H.R.6851, act to increase retired pay of certain members of former Lighthouse 


Service. Dec. 23, 1975.1 p. * Paper, 2Sc. 
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H.R.815I, act to authorize President of United States to present in name of Congress, 
medal to Charles E. Yeager. Dec. 23, 1975.1 p. * Paper, 25c 


. H.R.8122, act making appropriations for public works for water and power develop- 
ment and energy research, including Corps of Engineers, civil, Bureau of Reclama- 
tion, power agencies of Department of Interior, Appalachian regional development 
programs, Federal Power Commission, Tennessee Valley Authority, Nuclear Regula- 
tory Commission, Energy Research and Development Administration, and related 
independent agencies and commissions for fiscal year ending June 30, 1976, and 
period ending Sept. 30, 1976. Dec. 26, 1975.14 p. * Paper, 30c 


. H.R.6874, act to amend Small reclamation projects act of 1956, as amended. Dec. 
27, 1975.2 p. * Paper, 2Sc. 


. H.R.10284, act to amend title 18 of Social security act, and for other purposes. 
Dec. 3, 1975.6 p. * Paper, 25Sc. 


. H.R.4573, act to amend chap.83 of title 5, United States Code, to establish time 
limitations in applying for civil service retirement benefits, and for other purposes. 
Dec. 31, 1975.3 p. * Paper, 25c. 


. H.R.7862, act to amend Farm credit act of 1971 relating to credit eligibility for 
cooperatives serving agricultural producers, and to enlarge access of production 
credit associations to Federal district courts. Dec. 31, 1975. 1p. * Paper, 25c 


. H.R.1016, act to extend Renegotiation act of 1951 for 9 months. Dec. 31, 1975. 
Ip. * Paper, 25c. 


. H.J.Res.749, joint resolution to provide for beginning of 2d session of 94th Congress 
and for other purposes. Dec. 31, 1975.1 p. * Paper, 25c. 


. H.R.3474, act to authorize appropriations to Energy Research and Development 
Administration in accordance with sec. 261 of Atomic energy act of 1954, as amended, 
sec.305 of Energy reorganization act of 1974, and sec.I6 of Federal nonnuclear energy 
research and development act of 1974, and for other purposes. Dec. 31, 1975. 16 


p. * Paper, 30c 


. H.R.4073, act to extend Appalachian regional development act of 1965, to increase 
authorizations for title 5 Action Planning Commissions, and for other purposes. 
Dec. 31, 1975.14 p.  * Paper, 30c. 


. H.R.4016, act to provide for disposition of funds appropriated to pay certain Indian 
Claims Commission judgments in favor of Sac and Fox Indians, and for other 
purposes. Dec. 31, 1975.2 p. * Paper , 25c. 


. H.R.S54l, act to provide emergency relief for small business concerns in connection 
with fixed-price Government contracts. Dec. 31, 1975.3 p. * Paper, 25c 


H.R.646l, act to amend certain provisions of Communications act of 1934 to provide 
long-term financing for Corporation for Public Broadcasting, and for other purposes. 
Dec. 31, 1975.3 p. * Paper, 25c 


H.R.10035, act to establish judicial conference of District of Columbia. Dec. 31, 
1975. 1p. * Paper, 25c. 


H.R.8304, act to amend national reading improvement program to provide more 
flexibility in types of projects which can be funded, and for other purposes. Dec. 
31, 1975.5 p. * Paper, 25c 


H.R.11172, act to insure that compensation and other emoluments for any person 
filling vacancy on Federal Maritime Commission caused by resignation of Commis- 
sioner George Henry Hearn shall be those which were in effect on Jan. 1, 1975, 
and for other purposes. Dec. 31, 1975.1 p. * Paper, 25Sc. 


H.R.I1184, act to amend title 3, United States Code, to provide for foreign diplomatic 
missions, to increase size of Executive Protective Service, and for other purposes. 
Dec. 3, 1975.2 p. * Paper, 25Sc. 


H.R.8631, act to amend Atomic energy act of 1954, as amended, to provide for 
phaseout of governmental indemnity as source of funds for public remuneration 
in event of nuclear incident, and for other purposes. Dec. 31, 1975. 5 p. * Paper, 
2Sc 
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198. S.J.Res.157, joint resolution to provide a 2-month extension of exemption for loans 
made to finance acquisition of previously occupied residential dwellings from prohibi- 
tion against financing by federally-related financial institutions for property located 
in communities not participating in national flood insurance program. Dec. 31, 1975. 
lp. * Paper, 25c. 


. §.322, act to establish Hells Canyon National Recreation Area in States of Oregon 
and Idaho, and for other purposes. Dec. 31, 1975.7 p. * Paper, 25Sc. 


. H.R.6673, act to provide for establishment of American Folklife Center in Library 
of Congress, and for other purposes. Jan. 2, 1976.6 p. * Paper, 2Sc. 


. H.R.10727, act to amend Social security act to expedite holding of hearings under 
titles 2, 16, and 18 by establishing uniform review procedures under such titles, 
and for other purposes. Jan. 2, 1976.7 p. * Paper, 25Sc. 


. §.95, act to guarantee constitutional right to vote and to provide uniform procedures 
for absentee voting in Federal elections in case of citizens outside United States. 
Jan. 2, 1976.3 p. * Paper, 25Sc. 


. §.1469, act to provide, under or by amendments of Alaska native claims settlement 
act, for late enrollment of certain natives, establishment of escrow account for 
proceeds of certain lands, treatment of certain payments and grants, and consolida- 
tion of existing regional corporations, and for other purposes. Jan. 2, 1976. 12 p. 
* Paper, 25c. 


. §.2327, act to amend Real estate settlemen. procedures act of 1974. Jan. 2, 1976. 
4p. * Paper, 2Sc. 


ATOMIC ENERGY JOINT COMMITTEE Washington, DC 20515 


Proposed modification of restrictions on enrichment of foreign uranium 
for domestic use, hearings, 93d Congress, 2d session, on proposal 
for gradual relaxation and ultimate removal of present restrictions 
on enrichment of foreign uranium intended for use in domestic power 
reactors, Sept. 17 and 18, 1974. 1975. iv+236 p.il. + @Item 999 

Y 4.At 7/2:Ur 1/10 


Transportation of radioactive material by passenger aircraft, report | 
of Special Panel to Study Transportation of Nuclear Materials; Sept. 
17, 1974. 1974. vii+24 p. (Joint committee print, 93d Congress, 2d 
session.) * Paper, 45c. @Item 999 

Y 4.At 7/2:R 1/18 


ECONOMIC JOINT COMMITTEE Washington, DC 20510 


Achieving goals of Employment act of 1946, 30th anniversary review, 
v.1, Employment, paper. 


1. On giving a job, implementation and allocation of public service employment, study 
prepared for use of Subcommittee on Economic Growth [by Michael Wiseman }; 
Aug. 25, 1975. 1975. v+26 p.il. (Joint committee print, 94th Congress, Ist session.) 


* Paper, 45c. @ltem 1000 
Y 4.Ec 7:Em 7/I4/v.1/paper | 
06749 Adequacy of U.S. oil and gas reserves, hearing, 94th Congress, Ist 


session, Feb. 25, 1975. 1975. iii+79 p.il. * Paper, 90c. @lItem 1000 
Y 4.Ec 7:0i 5/8 


06750 Agricultural situation, hearings, 94th Congress, Ist session, Apr. Il and 
25, 1975. 1975. iv+193 p. * Paper, $1.95 (S/N 052-070-03130-1). @Item 


1000 
Y 4.Ec 7:Ag 8/5 


06751 Current fiscal position of Stz.e and local governments, survey of 48 
State governments and 140 local governments, study prepared for 
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use of Subcommittee on Urban Affairs; Dec. 17, 1975. 1975. v+2l 
p.il. (Joint committee print, 94th Congress, Ist session.) * Paper, 45c. 


@ltem 1000 
Y 4.Ec 7:F 52/4 


06752 Economic situation, hearing, 94th Congress, Ist session, May 2, 1975. 
1975. iii+33 p. * Paper, 50c. (S/N 052-070-03128-0). @lItem 1000 
Y 4.Ec 7:Ec 7/34 


Economics of Federal subsidy programs, compendium of papers sub- 
mitted to Subcommittee on Priorities and Economy in Government. 
pt.8. Selected subsidies [with selected bibliography on Federal food subsidies; compiled 

by Jerry J. Jasinowski }. 1974. v+977-lll2 p.il. (Joint committee print, 93d Congress, 
2d session.) * Paper, $1.30 
Y 4.Ec 7:Su 1/4/pt.8 
06754 General revenue sharing, hearings before Subcommittee on Fiscal Pol- 
icy, 94th Congress, Ist session, June 24 and 25, 1975. 1975. iii+106 
p. * Paper, $1.30 (S/N 052-070-03126-3). @lItem 1000 
Y 4.Ec 7:R 32/4 


Impact of Federal estate and gift taxes on small businessmen and 
farmers, joint hearing, see Select Committee on Small Business, 
Senate. 


Income security for Americans, recommendations of public welfare 
study, report of Subcommittee on Fiscal Policy, together with supple- 
mentary views; Dec. 5, 1974. 1974. x+262 p.il. (Joint committee print, 
93d Congress , 2d session.) * Paper, $2.50. 

Y 4.Ec 7:In 2/8 


06757 Pollsters report on American consumers and businessmen, hearing, pt.l, 
Prepared statements, 94th Congress, Ist session, Oct. 30, 1975. 1975. 

iii+131 p.il. * Paper, $1.50 (S/N 052-070-02931-5). @Item 1000 
Y 4.Ec 7:P 76/pt.l 


State Department’s oil floor price proposal, should Congress endorse 
it? report of Subcommittee on International Economics together with 
supplementary and other views; June 27, 1975. 1975. v+l4 p. (Joint 
committee print, 94th Congress, Ist session.) * Paper, 35c. 

Y 4.Ec 7:0i 5/7 


Studies in price stability and economic growth, paper. 


1. Inflation and consumer in 1974, study prepared pursuant to S.Con.Res.93; Feb. 10, 
1975. 1975. v+1l6 p. (Joint committee print, 94th Congress, Ist session.) * Paper, 


40c. @ltem 1000 
Y 4.Ec 7:P 93/19/paper | 


Studies in public welfare, prepared for use of Subcommittee on Fiscal 
Policy. 

06760 paper 16. Model income supplement bill [prepared by James R. Storey , Alair A. 

Townsend , and Katherine H. Conroy]; Dec. 20, 1974. 1974. v+62 p. (Joint committee 


print, 93d Congress, 2d session.) * Paper, 80c. @lItem 1000 
Y 4.Ec 7:W 45/paper 16 


paper 18. Issues in financing retirement income { Alexander Korns , editor]; Dec. 27, 
1974. 1974. v+200 p.il. (Joint committee print, 93d Congress, 2d session.) * Paper, 


$2.00. @ltem 1000 
Y 4.Ec 7:W 45/paper 18 


06762 Unemployment problem, hearing, 94th Congress, Ist session, Mar. 19, 
1975. 1975. iii+5l p. * Paper, 70c. (S/N 052-070-03129-8). @Item 1000 
Y 4.Ec 7:Un 2/7 
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HOUSE OF REPRESENTATIVES Washington, DC 20515 


House documents 


Note.—All House documents entries which are followed by a +, may be obiaimed from the 
House Documents Room or from the issuing office. 


House documents, 93d Congress. @lItem 9°6 


06763 251. Annual report to Congress, Boy Scouts of America [1973]. [1974.] cover title, v+146 
p.il. [To be sent to depository libraries in Serial set binding.] * Paper, $1.40. 


06764 313. 1974 annual report of Board of Trustees of Federal Old-Age and Survivors Insurance 
and Disability Insurance Trust Funds; June 3, 1974. 1974. v+45 p. + 


House documents, 94th Congress. @Item 996 


32. Proceedings of Judicial Conference of United States communication from Chief 
Justice of United States; Jan. 16, 1975. 1975. x+41-103 p. + 


46. Summary, proposed recissions of budget authority pending before Congress, communi- 
cation from Acting Comptroller General of United States; Feb. 10, 1975. 1975. [I] 
+Sp.+ 


48. Cumulative report on rescissions and deferrals, communication from Acting Director, 
Office of Management and Budget, Executive Office of President; Feb. 13, 1975. 
1975. iii+18 p. + 


94. 8th annual report of Equal Employment Opportunity Commission, fiscal year 1973, 
communication from Acting Chairman, Equal Employment Opportunity Commission; 
Apr. 7, 1975. 1975. [5]+42 p.il. 4° + 


108. Revisions of 1974 deferral reports, message from President of United States; Apr. 
18, 1975. 1975. [1]+20 p. + 


221. Harris Fork Creek, Obion, and Forked Deer Rivers and tributaries, Tenn. and 
Ky., letter from chief of engineers, Army, submitting report. July 24, 1975. xix+207 
p.il. 4° [Also issued in departmental edition , D 102.22:H 24/2, and sent to depository 
libraries in that form. See Engineers Corps (Army).] + 


239. Proceeding of stated convention of 76th national encampment, United Spanish War 
Veterans, Philadelphia, Pa., Sept. 7-12, 1974; Sept. 3, 1975. 1975. iii+9 p.il. 1 por. 
(To be sent to depository libraries as Serial 13112-4.] + 


274. Traffic safety, message from President of United States transmitting annual reports 
on administration of Highway safety act of 1966, National traffic and motor vehicle 
safety act of 1966, and title | of Motor vehicle information and cost savings act 
of 1972; Oct. 6, 1975. 1975. [362] p.il. 4° + 


285. Cumulative report on rescissions and deferrals of budget authority October 1975, 
communication from Director, Office of Management and Budget, Executive Office 
of President; Oct. 20, 1975. 1975. iii+7 p. + 


304. Cumulative report on rescissions and deferrals Nov. 1975, communication from 
Director, Office of Management and Budget, Executive Office of President; Nov. 
Ii, 1975. 1975. iii+7 p. [Corrected print.] + 


309. Rescissions and deferrals, message from President of United States; Nov. 18, 1975. 
1975. [1]+27 p. + 


311. Rescissions and deferrals, message from President of United States; Dec. 1, 1975. 
1975. iii+38 p. + 


320. Cumulative report on rescissions and deferrals of budget authority Dec. 1975, commu- 
nication from Director, Office of Management and Budget, Executive Office of 
President; Dec. 10, 1975. 1975. iii+10 p. + 
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House reports 


Note.—For titles of bills which these reports accompany, see Congressional record index. 


House reports on public bills, 93d Congress. +House Documents 
Room, Capitol. @lItem 1008-A 


1560. Phase 4 oil regulations and petroleum marketing problems. Report of Subcommittee 
on Activities of Regulatory Agencies of Permanent Select Committee on Small Busi- 
ness; Dec. Il, 1974. 1974. v+(l]+32 p. 


1624. Deficiencies in overall management of HUD-held multifamily mortgages. 2st report 
by Committee on Government Operations; Dec. 18, 1974. 1974. v+22 p. 


1628. Monopolistic tendencies of auto emission warranty provisions. Report of Subcommit- 
tee on Environmental Problems Affecting Small Business of Permanent Select Com- 
mittee on Small Business; Dec. 18, 1974. 1974. v+(1]+33 p. 


House reports on public bills, 94th Congress. +House Documents 
Room, Capitol. @Item 1008-A 


5. Changes in per diem travel allowances for government employees. Report from Com- 
mittee on Government Operations to accompany H.R.2302. Feb. 6, 1975. 25 p. 


6. Maritime authorization, fiscal year 1975. Report from Committee on Merchant Marine 
and Fisheries to accompany H.R.3. Feb. 10, 1975. 16 p. 


16. Further continuing appropriations, 1975. Report from Committee on Appropriations 
to accompany H.J.Res.219. Feb. 20, 1975. 3 p. 


. Implementation of new congressional budget procedures for fiscal year 1976. Report 
of Committee on Budget; Mar. 3, 1975. 1975. ii+6 p. 


. Providing funds for expenses of investigations and studies authorized by Committee 
on Public Works and Transportation. Report from Committee on House Administra- 
tion to accompany H.Res.226. Mar. 5, 1975. 4 p. 


. Providing funds for expenses of Committee on Ways and Means. Report from Com- 
mittee on House Administration to accompany H.Res.275. Mar. 6, 1975. 8 p. 


Making further continuing appropriations, fiscal year 1975. Conference report to 
accompany H.J.Res.219. Mar. 6, 1975. 3 p. 


. Resolution disapproving deferral of budget authority, Department of Defense, Civil, 
Department of Army, Corps of Engineers, Civil, construction, general. Report from 
Committee on Appropriations to accompany H.Res.24l. Mar. 7, 1975. 3 p. 


Emergency employment appropriations act, 1975. Report together with minority and 
additional views from Committee on Appropriations to accompany H.R.4481. Mar. 
7, 1975. 95 p 


. Foreign assistance and related programs appropriation bill, 1975. Report together 
with separate and dissenting views from Committee on Appropriations to accompany 
H.R.4592. Mar. 10, 1975. 71 p. 


. Providing funds for Committee on Judiciary. Report from Committee on House Ad- 
ministration to accompany H.Res.267. Mar. 17, 1975. 6 p. 


. To provide funds for expenses of investigations and studies to be conducted by 
Committee on Interstate and Foreign Commerce. Report from Committee on House 
Administration to accompany H.Res.282. Mar. 17, 1975. 22 p. 


. Providing funds for expenses of investigations and studies to be conducted by Com- 
mittee on Interior and Insular Affairs. Report from Committee on House Administra- 
tion to accompany H.Res.285. Mar. 17, 1975. 5 p. 


. Parole reorganization act of 1975, pt.2. Supplemental report from Committee on 
Judiciary to accompany H.R.5S727. May 13, 1975. 2 p. 
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. Highway projects in New York, Vermont, and Connecticut, pt.2. Adverse report 
together with minority views from Committee on Merchant Marine and Fisheries 
to accompany H.R.3787. Apr. ll, 1975. 5 p. 


. gy | certain budget authority. Conference report to accompany H.R.3260. Mar. 
24, 1975. 6 p. 


. Emergency livestock credit. Report from Committee on Agriculture to accompany 
S.1236. Apr. 7, 1975. 15 p. 


. Maritime authorization fiscal year 1976. Report from Committee on Merchant Marine 
and Fisheries to accompany H.R.3902. Apr. 25, 1975. 24 p. 


. Noise control act extension. Report from Committee on Interstate and Foreign 
Commerce to accompany H.R.5272. Apr. 28, 1975. 9 p. 


. Parole reorganization act of 1975. Report from Committee on Judiciary to accompany 
H.R.S727. May | , 1975. 30 p. 


. Executive Protective Service. Report from Committee on Public Works and Transpor- 
tation to accompany H.R.12. May I, 1975. 7 p. 


. Providing for authorization for ex gratia payment to people of Bikini Atoll, in 
Marshall Islands of Trust Territory of Pacific Islands. Report from Committee on 
Interior and Insular Affairs to accompany H.R.5I5S8. May 1, 1975. 4 p. 


. Amending sec.2 of act of June 30, 1954, as amended, providing for continuance 
of civil government for Trust Territory of Pacific Islands. Report from Committee 
on Interior and Insular Affairs to accompany S.326. May I, 1975. 6 p. 


. Authorizing U.S. contributions to United Nations peacekeeping forces. Report from 
Committee on International Relations to accompany S.818. May 12, 1975. 4 p. 


. Oversight report on assistance to Indochina evacuation. Report filed in compliance 
with general oversight responsibilities of Committee on International Relations; May 
13, 1975. 1975. v+6 p. 


. Legislative branch appropriation bill, 1976. Report together with additional views 
from Committee on Appropriations to accompany H.R.6950. May 13, 1975. 73 p. 


. Equal credit opportunity act amendments of 1975. Report together with additional 
views from Committee on Banking, Currency, and Housing to accompany H.R.6516. 
May M4, 1975. 22 p. 


. Emergency loan program. Report from Committee on Agriculture to accompany 
$.555. May 14, 1975. 18 p. 


. Providin~ for consideration of H.R.6674. Report from Committee on Rules to accom- 
pany P xes.470. May 14, 1975. | p. 


. Emergency compensation and special unemployment assistance extension act of 
1975. Report by Committee on Ways and Means; May 1S, 1975. 1975S. iii+24 p. 


. Providing funds for expenses of investigation and study of welfare and pension 
plans to be conducted by Committee on Education and Labor. Report from Commit- 
tee on House Administration to accompany H.Res.257. May 19, 1975. 3 p. 


. Reserving site for use of Smithsonian. Report from Committee on House Administra- 
tion to accompany H.R.5327. June 4, 1975. 3 p. 


. Authorizing Smithsonian Institution to plan museum support facilities. Report from 
Committee on House Administration to accompany H.R.5328. June 4, 1975. 3 p. 


. Authorizing appropriations for Nuclear Regulatory Commission for fiscal year 1976 
and for transition quarter ending Sept. 30, 1976. Report by Joint Committee on 
Atomic Energy to accompany H.R.7001; June 4, 1975. 1975. ii+13 p. 


. State Department authorization act, fiscal year 1976 and 1977. Report from Committee 
on International Relations to accompany H.R.7500. June 5, 1975. 15 p. 


. Increase of temporary limit on public debt. Report together with dissenting and 
minority views from Committee on Ways and Means to accompany H.R.7545. June 
6, 1975. 23 p. 
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Authorizing additional appropriations to carry out Peace Corps act. Report together 
with minority views from Committee on International Relations to accompany 
H.R.6334. June 9, 1975. 13 p. 


. Authorizing appropriations for Indian Claims Commission for fiscal year 1976. Report 
from Committee on Interior and Insular Affairs to accompany H.R.3979. June 9, 
1975. 4 p. 


Providing for establishment of American Folklife Center in Library of Congress, 
and for other purposes. Report from Committee on House Administration to accom- 
pany H.R.6673. June 10, 1975. 5 p. 


. Providing for consideration of H.R.3884. Report from Committee on Rules to accom- 
pany H.Res.524. June 10, 1975. 1 p. 


Providing for consideration of H.R.5358. Report from Committee on Rules to accom- 
pany H.Res.526. June 10, 1975. | p. 


Construction of mint buildings. Report from Committee on Public Works and Trans- 
portation to accompany H.R.5620. June Il, 1975. 5 p. 


Temporary suspension of duty on natural graphite. Report from Committee on 
Ways and Means to accompany H.R.7706. June 16, 1975. 4 p. 


Extension of existing duty on certain dyeing and tanning materials. Report from 
Committee on Ways and Means to accompany H.R.7715. June 16, 1975. 3 p. 


. Temporary suspension of duty on certain forms of zinc. Report from Committee 
on Ways and Means to accompany H.R.7716. June 16, 1975. 4 p. 


Honoring Jean Monnet. Report from Committee on International Relations to accom- 
pany H.Con.Res.291. June 26, 1975. 3 p. 


. Consumer goods pricing act of 1975. Report from Committee on Judiciary to accom- 
pany H.R.6971. July 9, 1975. 8 p. 


. Marine fisheries conservation act of 1975. Report together with supplementary and 
dissenting views from Committee on Merchant Marine and Fisheries to accompany 
H.R.200. Aug. 20, 1975. 101 p.il. 


. National Saint Elizabeth Seton Day. Report from Committee on Post Office and 
Civil Service to accompany H.J.Res.597. Sept. 5, 1975. 3 p. 


. National school lunch act and Child nutrition act of 1966 amendments of 1975. 
Conference report to accompany H.R.4222. Sept. 15, 1975. 35 p. 


. Declaring that certain land of United States is held by United States in trust 
for Pueblo of Laguna. Report from Committee on Interior and Insular Affairs to 
accompany H.R.4804. Sept. 15, 1975. 5 p. 


. Providing for disposition of funds appropriated to pay judgment in favor of Cowlitz 
Tribe of Indians in Indian Claims Commission docket 218 and for other purposes. 
Report from Committee on Interior and Insular Affairs to accompany H.R.5090. 
Sept. 15, 1975. 8 p. 


. Declaring that certain submarginal land of United States shall be held in trust 
for certain Indian tribes and be made part of reservations of said Indians, and 
for other purposes. Report from Committee on Interior and Insular Affairs to accom- 
pany H.R.5778. Sept. 15, 1975. 19 p. 


. Authorizing Secretary of Interior to engage in feasibility investigations of certain 
potential water resource developments. Report from Committee on Interior and Insu- 
lar Affairs to accompany H.R.6669. Sept. 15, 1975. 12 p. 


. Conference report to accompany S.1247. Sept. 17, 1975. 36 p. 


War claims act amendments. Report from Committee on Interstate and Foreign 
Commerce to accompany H.R.5360. Sept. 17, 1975. 8 p. 


. Implementing Patent Cooperation Treaty. Report from Committee on Judiciary to 
accompany S.24. Oct. 29, 1975. 32 p. 


*For Sale by Superintendent of Documents 
+ Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 





APRIL 1976 


. Amending Internal Revenue Code of 1954 in order to provide for quarterly payment, 

rather than annual payment, to government of Virgin Islands of amounts equal 
to internal revenue collections made with respect to articles produced in Virgin 
Islands and transported to United States. Report from Committee on Interior and 
Insular Affairs to accompany H.R.9432. Oct. 29, 1975. 4 p. 


. Authorizing voluntary withholding of State income taxes in case of Members and 
Congressional employees. Report from Committee on House Administration to ac- 
company H.Res.732. Oct. 30, 1975. 4 p. 


. Intergovernmental emergency assistance act, pt.2. Report together with supplemental, 
minority, and dissenting views from Committee on Ways and Means to accompany 
H.R.10481. Nov. 13, 1975. 21 p. 


. Increase of temporary limit on public debt until Mar. 15, 1976. Report together 
with dissenting views from Committee on Ways and Means to accompany H.R.10585. 
Nov. 10, 1975. 13 p. 


. Overseas citizens voting rights act of 1975. Report together with minority views 
and supplemental view from Committee on House Administration to accompany 
S.95. Nov. ll, 1975. 19 p. 


54. Occupational safety and health act amdt. Report together with dissenting and supple- 
mental views from Committee on Education and Labor to accompany H.R.8618. 
Nov. 12, 1975. 20 p. 


. Military construction appropriations for fiscal year 1976. Conference report to accom- 
pany H.R.10029. Nov. 12, 1975. 8 p. 


. Forest Service roads. Report together with additional views from Committee on 
Public Works and Transportation to accompany S.364. Nov. 12, 1975. 7 p. 


. Alaska highway. Report together with additional views from Committee on Public 
Works to accompany S.1245. Nov. 12, 1975. 5 p. 


. Foreign relations authorization act, fiscal year 1976. Conference report to accompany 
§.1517. Nov. 13, 1975. 32 p. 


. Federal assistance to State boating safety programs. Report from Committee on 
Merchant Marine and Fisheries to accompany H.R.5630. Nov. 13, 1975. 7 p. 


. Education of handicapped children. Conference report to accompany S.6. Nov. 
14, 1975. 55 p. 


. Real estate settlement procedures. Report together with dissenting views from Com- 
mittee on Banking , Currency, and Housing to accompany S.2327. Nov. 14, 1975. 
22 p. 


. Extension of Federal insecticide, fungicide, and rodenticide act. Conference report 
to accompany H.R.8841. Nov. 15, 1975. 6 p. 


. Voter registration act. Report together with minority views, additional views, and 
additional views on regulation approval procedure from Committee on House Ad- 
ministration to accompany H.R.1686. Nov. 17, 1975. 41 p. 


. Older Americans amdts. of 1975. Conference report to accompany H.R.3922. Nov. 
17, 1975. 59 p. 


. USIA film, Wilma Rudolph olympic champion. Report from Committee on Interna- 
tional Relations to accompany H.R.6949. Nov. 18, 1975. 3 p. 


. Defense production act amendments of 1975. Conference report to accompany S.1537. 
Nov. 18, 1975. 46 p. 


. Federal coal leasing amend ts act of 1975. Report together with additional views 
of Committee on Interior and Insular Affairs to accompany H.R.6721; Nov. 21, 
1975. 1975. iii+59 p. 





. Authorizing exchange of lands for entrance road at Guadalupe Mountains National 
Park, Tex., and for other purposes. Report from Committee on Interior and Insular 
Affairs to accompany H.R.1747. Nov. 25, 1975. 4 p. 
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684. Amending joint resolution approved Dec. 28, 1973, providing for establishment of 
Lyndon Baines Johnson Memorial Grove on Potomac, and for other purposes. Report 
from Committee on Interior and Insular Affairs to accompany H.R.9883. Nov. 25, 
1975. 4 p. 


. Chap. 9 bankruptcy revision. Report together with separate and supplemental views 
from Committee on Judiciary to accompany H.R.10624. Dec. |, 1975. 62 p. 


. Department of HEW and related agencies appropriations bill, fiscal year 1976. Con- 
ference report to accompany H.R.8069. Dec. 2, 1975. 20 p. 


. Proceedings against Henry A. Kissinger, pursuant to title 2, United States Code, 
sec.I92 and 194. Report together with concurring and dissenting views of Select 
Committee on Intelligence citing Henry A. Kissinger from Select Committee on 
Intelligence. Dec. 8. 1975. 29 p. 


Authorizing and modifying various Federal reclamation projects and programs, and 
for other purposes. Report from Committee on Interior and Insular Affairs to accom- 
pany H.R.10537. Dec. 8, 1975. 18 p. 


. Amending act of July 7, 1970, 84 Stat. 409, authorizing appropriations to Secretary 
of Interior without reference to agencies involved. Report from Committee on Interior 
and Insular Affairs to accompany S.1922. Dec. 8, 1975. 4 p. 


. Economic rights of labor in construction industry. Conference report to accompany 
H.R.5900. Dec. 8 , 1975. 19 p. 


. Making appropriations for Department of Interior and related agencies, fiscal year 
1976. Conference report to accompany H.R.8773. Dec. 9, 1975. 26 p. [Corrected 
print.] 


. Provide for annual investigations by Administrator of Veterans’ Affairs into cost 
of travel by Veterans to VA facilities. Report from Committee on Veterans’ Affairs 
to accompany H.R.2735. Dec. 10, 1975. 6 p. 


Beef research and information act. Conference report to accompany H.R.7656. 
Dec. 10, 1975. 6 p. 


. Milk price supports. Conference report to accompany S.J.121. Dec. 10, 1975. 4 p. 


. Department of Defense appropriations, fiscal year 1976. Conference report to accom- 
pany H.R.986l. Dec. 10, 1975. 64 p. 


Providing for disposition of funds appropriated to pay judgements in favor of Sac 
and Fox Indians in Indian Claims Commission dockets 219, 153, and 135, and for 
other purposes. Report from Committee on Interior and Insular Affairs to accompany 
H.R.4016. Dec. ll, 1975. 12 p. 


. Public broadcasting financing act of 1975. Conference report to accompany H.R.646l. 
Dec. ll, 1975. 8 p 


. Providing representation of District of Columbia. Report together with supplemental, 
minorny, dissenting, and separate dissenting views from Committee on Judiciary 
to accompany H.J.Res.280. Dec. Il, 1975. 33 p. 


. Amending National protrait gallery act to redefine portraiture. Report from Committee 
on House Administration to accompany H.R.6397. Dec. Il, 1975. 3 p. 


. Federal-aid highway act of 1975. Report together with supplemental, minority, and 
additional views from Committee on Public Works and Transportation to accompany 
H.R.8235. Dec. ll, 1975. 127 p. 


. Presentation by United States of statue to Israel. Report from Committee on Interna- 
tional Relations to accompany H.J.Res.406. Dec. 12, 1975. 3 p. 


. Making supplemental appropriations for fiscal year 1976. Conference report to accom- 
pany H.R.10647. Dec. 12, 1975. 21 p. 


. Indochina refugee children assistance act of 1975. Report together with dissenting 
views from Committee on Education and Labor to accompany H.R.7897. Dec. 12, 
1975. 16 p. (Corrected print.] 


*For Sale by Superintendent of Documents 
+ Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 





APRIL 1976 


720. National reading improvement act amendments. Report from Committee on Educa- 


721. 


tion and Labor to accompany H.R.8304. Dec. 12, 1975. 13 p. 


Rehabilitation act amendments of 1975. Report from Committee on Education and 
Labor to accompany H.R.11045. Dec. 12, 1975. 15 p. 


. Sports broadcasting act of 1975. Report from Committee on Interstate and Foreign 


Commerce to accompany H.R.11070. Dec. 12, 1975. 10 p. 


. Milk price supports. Conference report to accompany S.J.Res.I21. Dec. 12, 1975. 


4p. 


. Small business emergency relief act. Conference report to accompany H.R.554l. 


Dec. 12, 1975. 7 p. 


. Rail revitalization and regulatory reform act of 1975. Report together with supplemen- 


tal and dissenting views of Committee on Interstate and Foreign Commerce on 
H.R.10979; Dec. 12, 1975. 1975. iii+288 p. 


. Home mortgage disclosure act. Conference report to accompany S.1281. Dec. 15, 


1975. Il p. 


. Regional development act amendments of 1975. Conference report to accompany 


H.R.4073. Dec. 15, 1975. 29 p. 


. Emergency rail passenger service. Report together with minority views from Commit- 


tee on Public Works and Transportation to accompany H.R.10631. Dec. 15, 1975. 
Il p. 


. Providing under or by amendment of Alaska native claims settlement act, for 


late enrollment of certain natives, establishment of escrow account for proceeds 
of certain lands, treatment of certain payments and grants, and consolidation of 
existing regional corporations, and for other purposes. Report from Committee on 
Inter ior and Insular Affairs to accompany H.R.6644. Dec. 15, 1975. 85 p. 


. Amending sec.10Ka) of National security act of 1947, as amended, to include Secretary 


of Treasury as Member of National Security Council. Report from Committee on 
Armed Services to accompany S.2350. Dec. 15, 1975. 6 p. 


. Apportionment of funds for national system of interstate and defense highways. 


Report together with additional views from Committee on Public Works and Trans- 
portation to accompany S.Con.Res.62. Dec. 15, 1975. 8 p. 


. Local Public works capital development and investment act of 1975. Conference 


report to accompany H.R.5247. Dec. 15S, 1975. 41 p. 


. Revenue adjustment act of 1975. Conference report to accompany H.R.5559. Dec. 


16, 1975. Il p. 


. Unemployment compensation amendments of 1975. Report together with supplemen- 


tal, additional, dissenting, and minority views from Committee on Ways and Means 
to accompany H.R.10210. Dec. 16, 1975. vi+108 p.il. (Corrected print.] 


Consideration of H.R.9464. Report from Committee on Rules to accompany 
H.Res.937. Dec. 17, 1975. 1 p. 


. Relating to election contest in 10th congressional district of State of Illinois. Report 


from Committee on House Administration to accompany H.Res.894. Dec. 18, 1975. 
7p. 


. Relating to election contest in Ist congressional district of State of Maine. Report 


from Committee on House Administration to accompany H.Res.895. Dec. 18, 1975. 
16 p. 


. Relating to election contest in 2Ist Congressional District of State of Ohio. Report 
from Committee on House Administration to accompany H.Res.897. Dec. 18, 1975. 


4p. 


. Motor vehicle information and cost savings act amendments of 1975. Report from 


Committee on Interstate and Foreign Commerce to accompany H.R.10807. Dec. 18, 
1975. 17 p. 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries 





GOVERNMENT PUBLICATIONS 


06898 765. Consideration of reports from Committee on Rules. Report from Committee on 
Rules to accompany H.Res.939. Dec. 18, 1975. 1 p. 
/ . 


Aging, Select Committee on, House Washington, DC 20515 


Social security, hearings before Subcommittee on Retirement Income 
and Employment, 94th Congress, Ist session, Apr. 29-May 14, 1975. 
1975. v+l6l p. * Paper, $1.70. @lItem 1009 

Y 4.Ag 4/2:So 1 


Society's responsibilities to elderly, hearing, 94th Congress, Ist session, 
Nov. ll, 1975. 1975. v+37 p. * Paper, 55c. @lItem 1009 
Y 4.Ag 4/2:El 2/3 


State of aging, hearing, 94th Congress, Ist session, June 9, 1975. 1975. 
v+44 p.il. * Paper, 70c. @Item 1009 
Y 4.Ag 4/2:Ag 4 


Agriculture Committee, House Washington, DC 20515 


[Committee publication] serial, 93d Congress. 


JJJ. FHA emergency loan eligibility requirements, hearing before Subcommittee on Con- 
servation and Credit , 93d Congress, 2d session, on H.R.12366, July Il, 1974. 1974. 
iii+20 p. + @ltem 1010 

Y 4.Ag 8/1:L 78/14 

OOO. Review of meat grading standards, hearings before Subcommittee on Livestock 

and Grains, 93d Congress, 2d session, July 25 and 31, 1974. 1974. iii+96 p.il. 
+ @ltem 1010 
Y 4.Ag 8/1:M 46/18 

RRR. Dairy price situation, hearings before Subcommittee on Dairy and Poultry, 93d 
Congress, 2d session, on H.R.13047, H.R.13375, H.R.16249, and H.R.17106, Sept. 
24-Nov. 26, 1974. 1975. vi+289 p. + @lItem 1010 

Y 4.Ag 8/1:D 14/13 

UU. Sugar act extension, 1974, hearings, 93d Congress, 2d session, on H.R.12525, Feb. 

19-Mar. 8, 1974. 1974. vii+554 p.il. + @lItem 1010 
Y 4.Ag 8/1:Su 3/16/974 

XX. Impact of transportation policies, hearings before Subcommittee on Family Farms 

and Rural Development , 93d Congress, 2d session, Apr. 3-10, 1974. 1974. iv+252 


p.il. + @item 1010 
Y 4.Ag 8/1:T 68/2 


[Committee publication] serial, 94th Congress. 


AA. U.S. grain standards act amdts. of 1975, hearings, 94th Congress, Ist session, on 
H.R.9467 and similar bills, Sept. 19-24, 1975. 1975. iv+246 p. + @lItem 1010 
Y 4.Ag 8/1:G 76/17 
B. Target prices and loan figures for feed grains and cotton, hearings before Subcommit- 
tee on Livestock and Grains and Subcommittee on Cotton, 94th Congress, Ist session, 
Feb. 18-Mar. 6, 1975. 1975. iv+262 p.il. + @lItem 1010 
Y 4.Ag 8/1:P 93/13 


CC. Amend Packers and stockyards act of 1921, hearings before Subcommittee on 
Livestock and Grains, 94th Congress, Ist session, on H.R.8410 and related bills, 
July 12-24, 1975. 1975. iv+195 p.il. [Hearings held in Amarillo, Tex., and Washington, 


D.C.] + @ltem 1010 
Y 4.Ag 8/1:P 12/8/975 
H. Energy requirements for food and fiber, hearings before Subcommittee on Department 
Operations, Investigations, and Oversight, 94th Congress, Ist session, Mar. 17 and 


18, 1975. 1975. iii+132 p.il. + @Item 1010 
Y 4.Ag 8/1:F 73/33 


06911 Transportation in countryside, report about transportation needs and 
problems in countryside by Subcommittee on Family Farms and Rural 
Development; Oct. 1974. 1974. iii+ll p. (Committee print, 93d Con- 
gress, 2d session.) [Assistance provided to Subcommittee by Congres- 


sional Research Service of Library of Congress.] + 
Y 4.Ag 8/1:T 68 
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Appropriations Committee, House Washington, DC 20515 


Agriculture and related agencies appropriations for 1976, hearings be- 
fore subcommittee, 94th Congress, Ist session. 


06912 pt.l. Agricultural programs, Secretary of Agriculture, agricultural outlook, budget over- 
view, Farm Credit Administration. 1975. iii+426+viii p.il. + @ltem 101 


Y 4.Ap 6/l:Ag 8/976/pt.l 
06913 Budget rescission bill, H.R.I7505, hearings before subcommittees, 93d 


Congress, 2d session. 1974. ii+269+iii p. + @lItem Ol 
Y 4.Ap 6/1:B 85/4 


06914 Deferral and rescission of appropriations, 1975-76, hearings, pt.5, 94th 


Congress, Ist session. 1975. iii+172+v p. + @ltem IOI 
Y 4.Ap 6/l:Ap 6/5/975-76/pt.5 


Military construction appropriations for 1976, hearings before subcom- 
mittee, 94th Congress, Ist session. 


06915 pt.2. Department of Air Force, defense agencies, family housing, Reserve and guard 
forces. 1975. iii+l6l+v p. + @ltem 10ll 


Y 4.Ap 6/1:M 59/6/976/pt.2 
06916 Supplemental appropriations for fiscal year 1976, hearings before sub- 
committees, pel 94th Congress, Ist session. 1975. iii+1-558+v p. 
] 


+ @lItem 10 
Y 4.Ap 6/l:Ap 6/2/976/pt.1 


06917 Supplemental appropriations for fiscal year 1976, hearings before sub- 
committees, pt.2, 94th Congress, Ist session. 1975. iii+559-1299+ix 


p. + @ltem 10ll 
Y 4.Ap 6/1:Ap 6/2/976/pt.2 


Armed Services Committee, House Washington, DC 20515 
Paper, 93d Congress. 


Note.—These papers consist largely of hearings. They are paged continuously for binding at 
the end of session of Congress under title ‘Hearings before Committee on Armed Services of 
the House of Representatives on sundry legislation affecting the naval and military establishments.‘ 
Title page, contents, and index are issued for each volume. 

06918 59. Full committee consideration of H.R.16136, military construction authorization, fiscal 


year 1975, hearings, 93d Congress, 2d session, July 30, 1974. 1974. ii+25 p. + 
@ltem 1012 
Y 4.Ar 5/2 a:973-74/59 
06919 66. Briefing on military airlift capability during Middle East conflict and Enforcer aircraft 
before Subcommittee No.1, 93d Congress, 2d session, Aug. 8, 1974. 1974. ii+40 p. 


+ @ltem 1012 
: Y 4.Ar 5/2 a:973-74/66 


Banking and Currency Committee, House Washington, DC 20515 


06920 Meeting America’s resource needs, problems and policies, hearing be- 
fore Ad Hoc Committee on Domestic and International Monetary 
Effect of Energy and Other Natural Resource ae 93d Congress, 


Ist session, Oct. 10, 1974. 1974. iii+23 p. + @Item 10 
Y 4.B 22/1:R 31/4 


06921 SBA investigation report, hearing, v.2, before Subcommittee on Small 
Business, 93d Congress, 2d session, Apr. 9, 1974. 1974. v+128 p. 


+ @lItem 103 
Y 4.B 22/1:Sm I/17/v.2 
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Banking, Currency, and Housing Committee, House Washington, DC 
20515 


06922 Evolution of role of Federal Government in housing and community 
development, chronology of legislative and selected executive actions, 
1892-1974, Subcommittee on Housing and Community Development, 
94th Congress, Ist session; Oct. 1975. 1975. viit+277 p. (Committee 
print.) * Paper, $2.60. @lItem 1013 

Y 4.B 22/l:Ev 6 


06923 Fair credit billing act amendments of 1975, hearing before Subcommittee 
on Consumer Affairs, 94th Congress, Ist session, on H.R.10209, Oct. 

23, 1975. 1975. iii+15 p. + @Item 1013 
Y 4.B 22/1:F 15/975 


06924 Implementation of sec. 8 and other housing programs, hearing before 
Subcommittee on Housing and Community Development, 94th Con- 

gress, Ist session, July 30, 1975. 1975. iv+60 p. + Item 1013 
Y 4.B 22/l:H 81/63 


06925 Low-interest loans for residential solar heating and cooling equipment, 
hearing before Subcommittee on Housing and Community Develop- 
ment, 94th Congress, Ist session, on H.R.3849 [and] H.R.8524, Nov. 
5, 1975. 1975. iv+24l p.il. + @lItem 1013 

Y 4.B 22/i:So 4 


06926 Oversight hearing on community development block grant program, 
hearing before Subcommittee on Housing and Community Develop- 
ment, 94th Congress, Ist session, on H.R.3385, Nov. 19, 1975. 1975. 
iii+62 p. + @Item 1013 


Y 4.B 22/1:C 73/22 


06927 Oversight hearings on new communities program, hearings before Sub- 


committee on Housing and Community Development, 94th Congress, 
Ist session, Sept. 23-30, 1975. 1975. v+532 p. + @lItem 1013 
Y 4.B 22/1:C 73/21 


06928 To authorize U.S. participation in financial support fund, hearing before 
Subcommittee on International Trade, Investment, and Monetary Pol- 
icy, 94th Congress, Ist session, on H.R.8I75, Sept. 18, 1975. 1975. 


iii+56 p.+  @ltem 1013 
Y 4.B 22/1:F 49/13 


Committees, Select Committee on, House Washington, DC 20515 


06929 Committee reform amendments of 1974, explanation of H.Res.988 as 
adopted by House of Representtatives, Oct. 8, 1974, 93d Congress, 
2d session. 1974. iii+219 p. (Committee print.) * Paper, $2.10. 

Y 4.C 73/6:R 25/2/974-2 


District of Columbia Committee, House Washington, DC 20515 


[Committee publication] serial, 93d Congress. 
06930 25. Funeral financing, hearing before Subcommittee on Business, Commerce, and Taxa- 
tion, 93d Congress, 2d session, on H.R.13492 and H.R.13969, Apr. 24, 1974. 1974. 
iv+193 p. + @ltem 1014 
Y 4.D 63/1:93-25 


{Committee publication] serial, 94th Congress. 


06931 2. Administration of criminal justice, oversight hearings, pt.1, 94th Congress, Ist session, 
on administration of criminal justice in District of Columbia and in Washington 

metropolitan area, May 6-21, 1975. 1975. xvi+llll+iv p.il. + @Item 1014 
Y 4.D 63/1:94-2/pt.l 
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2. Administration of criminal justice, oversight hearings, pt.2, on administration of 
criminal justice in District of Columbia and in Washington metropolitan area, 94th 
Congress, Ist session, June 4-12, 1975. 1975. xvi+ll13-207I+iv p.il. + @lItem 1014 

Y 4.D 63/1:94-2/pt.2 

9. International community in Washington, meeting, 94th Congress, Ist session, on 
non-diplomatic problems of international community in nation’s capital, June 13, 
1975. 1975. iii+27 p. (Committee print.) + @ltem 1014 

Y 4.D 63/1:94-9 


10. Rental accomodations act of 1975, Council act 1-46, hearing and disposition before 
Subcommittee on Commerce, Housing and Transportation, 94th Congress, Ist session, 

on H.Con.Res.399, Oct. | and 6, 1975. 1975. iv+56l p.il. + @lItem 1014 
Y 4.D 63/1:94-10 
06935 Prohibit unlawful use of motor vehicle, hearing before Judiciary Sub- 
committee, 93d Congress, Ist session, on H.R.341, Mar. 26, 1973. 

1973. iii+37 p. + @lItem 1014 

Y 4.D 63/1:M 85/4 


Education and Labor Committee, House Washington, DC 20515 


06936 Equal treatment of craft and industrial workers, hearings before Sub- 
committee on Labor-Management Relations, 94th Congress, Ist ses- 

sion, on H.R.5900, June 5-12, 1975. 1975. viiit+365 p. + @lItem 1015 
Y 4.Ed 8/l:W 89/5 


06937 Grants to individual colleges and libraries, hearings before Special Sub- 
committee on Education, 93d Congress, Ist session, on H.R.1144 [and 

other bills], Dec. 3-12, 1973. 1974. iv+144 p.il. + @ltem 1015 
Y 4.Ed 8/1:G 76/4 


06938 Juvenile justice and delinquency prevention and runaway youth, 
hearings before Subcommittee on Equal Opportunities, 93d Congress, 
2d session, on H.R.6265 and H.R.9298, Mar. 29-May 21, 1974. 1974. 
vi+540 p. [Hearings held in Los Angeles, Calif. and Washington, 


D.C.] + @Item 1015 
Y 4.Ed 8/1:J 98/7 


06939 National overseas education act, hearings before General Subcommittee 
on Labor, 93d Congress, 2d session, on H.R.3157, Apr. 24 and 25, 

1974. 1975. iii+5l p. + @Item 1015 
Y 4.Ed 8/l:Ed 8/47 


06940 Oversight hearing on Brookside Mine labor-management dispute, hear- 
ing before Special Subcommittee on Labor, 93d Congress, 2d session, 

July 25, 1974. 1974. iii+75 p.il. + @lItem 1015 
Y 4.Ed 8/1:B 79 


Oversight hearing on Comprehensive employment and training act, hear- 
ing, pt.l, before Subcommittee on Manpower , Compensation, and 
Health and Safety, 94th Congress, Ist session, Feb. 20, 1975. 1975. 


iii+42 p. + @Item 1015 
Y 4.Ed 8/1:C 73/10/pt.1 


2 To amend Youth Conservation Corps act of 1972, hearing before Select 
Subcommittee on Labor, 93d Congress, Ist session, on H.R.8433, 
Oct. 16, 1973. 1974. iii+40 p. + @Item 1015 

Y 4.Ed 8/1:Y 8/7/973 


06943 To authorize limited waiver of child labor provisions of Fair labor 
standards act of 1938 with respect to certain agricultural hand harvest 
laborers, hearing before Subcommittee on Agricultural Labor, 94th 
Congress, Ist session, on H.R.632, Apr. 18, 1975. 1975. iii+102 p. 


+ @lItem 1015 
Y 4.Ed 8/1:C 43/10 
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Foreign Affairs Committee, House Washington, DC 20515 


o6944 Authorizations for Department of State, hearing before Subcommittee 
on State Department Organization and Foreign Operations, 93d Con- 
gress, 2d session, on H.R.ISI72 and executive request, authorization 
for Department of State, fiscal year 1975, June 26, 1974. 1974. iii+22 


p. + @lItem 1017 
Y 4.F 76/1:St 2/8/975 


06945 Detente, prospects for increased trade with Warsaw pact countries, 
report of special study mission to Soviet Union and Eastern Europe, 
Aug. 22-Sept. 8, 1974, [prepared by Leo J. Ryan ]; Oct. 24, 1974. 
1974. vii+52 p.il. (Committee print, 93d Congress, 2d session.) + 
Y 4.F 76/1:D 48/3 


o6946 Human rights in Africa, report by International Commission of Jurists, 


hearing before Subcommittee on International Organizations and 
Movements, 93d Congress, 2d session, June 13, 1974. 1974. iii+18 


p. + @lItem 1017 
Y 4.F 76/1:Af 8/17 


Turkish opium ban negotiations, hearing, 93d Congress, 2d session, 
on H.Con.Res.507, July 16, 1974. 1974. iii+79 p. + @lItem 1017 
Y 4.F 76/1:T 84/2 


United States-Canadian broadcasting relations, hearing before Subcom- 
mittee on Inter-American Affairs, 93d Congress, 2d session, Apr. 
25, 1974. 1974. iv+83 p. + @Item 1017 

Y 4.F 76/1:C 16/8 


United States post-disaster assistance to Nicaragua, report of staff sur- 
vey mission to Nicaragua pursuant to H.Res.267. 1974. v+19 p. 
(Committee print, 93d Congress, 2d session.) + 

Y 4.F 76/1:N SI/17 


Government Operations Committee, House Washington, DC 20515 
o69s0 Access of service Secretaries to military information, hearing before 
subcommittee, 94th Congress, Ist session , Sept. 10, 1975. 1975. iii+40 
p. + @ltem 1016 
Y 4.G 74/7:Se 2/4 


Amending Accounting and auditing act of 1950, hearing before subcom- 
mittee, 94th Congress, Ist session, on H.R.8948, Sept. ll, 1975. 1975. 
iii+36 p. + @lItem 1016 

Y 4.G 74/7:Ac 2/7 


Army procurement of computer systems, hearing before subcommittee, 
94th Congress, Ist session, Apr. 28, 1975. 1975. iv+93 p. + @Item 


1016 
Y 4.G 74/7:Ar 5/2 


Changes in per diem travel allowances for Government employees, 
hearing before subcommittee, 93d Congress, 2d session, on H.R.15S903 
and related bills, July 16, 1974. 1974. iii+82 p.il. + @lItem 1016 

Y 4.G 74/7:T 69/5 


Disposal of excess property located within Indian reservations, hearing 
before subcommittee, 93d Congress, 2d session, on H.R.8958, July 


16, 1974. 1974. iii+29 p. + @ltem 1016 
Y 4.G 74/7:P 94/12 
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0695s HEW procedures and resources for prevention and detection of fraud 
and program abuse, —- before subcommittee, 94th Congress, 

Ist session, Apr. 22-June 24, 1975. 1975. vi+383 p.il. + @Item 1016 
Y 4.G 74/7:F 86 


06956 Management of HUD-held multifamily mortgages, hearings before sub- 
committee, 93d Congress, 2d session, Mar. 27 and 28, 1974. 1974. 


iii+116 p. + @ltem 1016 
Y 4.G 74/7:M 84/3 


06957 National Women’s Conference, hearing before subcommitte, 94th Con- 
ress, Ist session, on H.R.8903, Sept. 30, 1975. 1975. iii+53 p. + 


Item 1016 
Y 4.G 74/7:W 84 


06958 Roles of Corps of Engineers and U.S. Fish and Wildlife Service in 
Foster City, Calif., hearings before subcommittee, 94th Congress, 

Ist session, Sept. 12 and 13, 1975. 1975. iti+175 p.il. + @Item 1016 
Y 4.G 74/7:C 12/2 


06959 Synthetic gasoline, hearing before subcommittee, 94th Congress, Ist 


session, Sept. 23, 1975. 1975. iii+29 p. + @lItem 1016 
Y 4.G 74/7:G 21/3 


06960 U.S. nonmilitary assistance to Southeast Asia, hearing before sbucom- 
mittee, 93d Congress, Ist session, Nov. 12 , 1973. 1973. iii+ll0 p.il. 


+ @ltem 1016 
Y 4.G 74/7:So 8 


06961 Use of advisory committees by Food and Drug Administration, hearings 
before subcommittee, 93d Congress, 2d session, Mar. 6-May 21, 1974. 

1974. vi+556 p.il. * Paper, $4.65. @lItem 1016 
Y 4.G 74/7:F 73/6 


House Administration Committee, House Washington, DC 20515 


06962 Computer-based information resources for House of Representatives; 
Sept. 1, 1975. 1975. [216] p. (Committee print, 94th Congress, Ist ses- 

sion.) * Paper, $2.20. @lItem 1018 
Y 4.H 81/3:C 73 


06963 To establish American Folklife Foundation in Library of Congress, 
hearings before Subcommittee on Library and Memorials, 93d Con- 
gress, 2d session, on H.R.8770, May 9 and 10, 1974. 1974. iv+102 


p. + @lItem 1018 
Y 4.H 81/3:F 71 
Intelligence, Select Committee on, House Washington, DC 20515 


- 96964 U.S. intelligence agencies and activities, intelligence costs and fiscal 
year procedures, ger pt. 1, 94th Congress, Ist session, July 


0 p.il. 1 pl. * Paper, $5.20. @Item 1009 


3l-Aug. 8, 1975. 1975. v+6 
Y 4.In 8/18:In 8/pt.l 


Interior and Insular Affairs Committee, House Washington, DC 20515 


{Committee publication] serial, 93d Congress. 


06965 44. Proposed Forest Service mining regulations, hearings before Subcommittee on Public 
lands, 93d Congress, 2d session, Mar. 7 and 8, 1974. 1974. iv+128 p. + @ltem 


1023 
Y 4.In 8/14:93-44 
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52. Establishment of American Indian Policy Review Commission, hearing before Sub- 
committee on Indian Affairs, 93d Congress, 2d session on H.J.Res.881, S.J.Res.133, 
May 13, 1974. 1974. iii+74 p.il. + @lItem 1023 

Y 4.In 8/14:93-52 


69. Continuance of civil government for Trust Territory of Pacific Islands, hearing before 
Subcommittee on Territorial and Insular Affairs, 93d Congress, 2d session, on 
H.R.16731 and H.R.16793, Oct. |, 1974. 1974. iii+66 p. + @Item 1023 

Y 4.1n 8/14:93-69 


{Committee publication] serial, 94th Congress. 
27. Sac and Fox judgment fund distribution act, hearing before Subcommittee on Indian 
Affairs, 94th Congress, Ist session, on H.R.4016, June 24, 1975. 1975. iii+55 p. 


+ @ltem 1023 
Y 4.1In 8/14:94-27 


International Relations Committee, House Washington, DC 20515 


Authorization legislation for and operations of Council on International 
Economic Policy, hearing before Subcommittee on International 
Economic Policy, 94th Congress, Ist session, Apr. 15, 1975. 1975. iii+81 


p.+  @lItem 1017 
Y 4.In 8/16:In 8/3 


Board for International Broadcasting authorization for fiscal year 1976, 
Radio Free Europe/Radio Liberty, hearing, 94th Congress, Ist session, 
on H.R.4699, June 12, 1975. 1975. iii+50 p. + @lItem 1017 

Y 4.In 8/16:B 78 


Effectiveness of Turkish opium control, hearing, pt.l, before Subcom- 
mittee on Future Foreign Policy Research and Development, 94th 
Congress, Ist session, July 28, 1975. 1975. v+99 p. * Paper, $1.25. 


@ltem 1017 
Y 4.In 8/16:Op 3/2/pt.1 


Effectiveness of Turkish opium control, hearings, pt. 2, before Subcom- 
mittee on Future Foreign Policy Research and Development, 94th 
Congress, Ist session, Sept. ll, 1975. 1975. iii+7l p. * Paper, 85c. 


@ltem 1017 
Y 4.In 8/16:Op 3/2/pt.2 


Export licensing of private humanitarian assistance to Vietnam, hearing 
before Subcommittee on International Trade and Commerce, 94th 
Congresss, Ist session, Sept. 9, 1975. 1975. iii+46 p. + @Item 1017 

Y 4.In 8/16:Ex 7 


Great decisions in U.S. foreign policy, hearing, 94th Congress, Ist ses- 
sion, Apr. 10, 1975. 1975. iii+29 p. * Paper, 45c. @lItem 1017 
Y 4.In 8/16:F 76/3 


Prohibition of weather modification as weapon of war, hearing before 
Subcommittee on International Organizations, 94th Congress, Ist ses- 
sion, on H.Res.28, July 29, 1975. 1975. iii+5l p. + @lItem 1017 

Y 4.In 8/16:W 37 


Reassessment of U.S. foreign policy, hearings before Subcommittee 
on Future Foreign Policy Research and Development, 94th ee. 
Ist session, July 15-24, 1975. 1975. v+183 p. * Paper, $1.90. Item 

0 


1017 
Y 4.In 8/16:F 76/2 


06977 U.S. citizens imprisoned in Mexico, hearings, pt. 1, before Subcommit- 
tee on International Political and Military Affairs, 94th Congress, 

Ist session, Apr. 29 and 30, 1975. 1975. iv+100 p. + @ltem 1017 
Y 4.In 8/16:M 57/2/pt.l 
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06978 United States grain and oil agreements with Soviet Union, hearing, 
94th Congress, Ist session, Oct. 28, 1975. 1975. iii+7l p. * Paper, 


85c. @lItem 1017 
Y 4.In 8/16:So 8/2 


United States policy on review of United Nations Charter, hearing 
before Subcommittee on International Organizations, 94th Congress, 
Ist session, on H.Con.Res.206, July 17, 1975. 1975. iii+63 p. + 


@ltem 1017 
Y 4.In 8/16:Un 35/2 


United States policy toward Portugal, hearings, pt. | before Subcommit- 
tee on International Political and Military Affairs, 94th Congress, 
eat Mar. 14 and May l, 1975. 1975. vi+47 p.il. + @lItem 


Y 4.In 8/16:Un 35/3/pt.l 


Interstate and Foreign Commerce Committee, House Washington, DC 
20515 


Background information concerning Railway labor act and current rail- 
way labor-management dispute, Railway Employees’ Department; 
Nov. 1975. 1975. iii+72 p. (Committee print 14, 94th Congress, Ist 
session.) # @ltem 1019 

Y 4.In 8/4:R 13/70 


(Committee publication] serial, 93d Congress. 


71. Motor vehicle information and cost savings act oversight, hearing before Subcommittee 
on Commerce and Finance, 93d Congress, 2d session, on motor vehicle damageability 
standards and test results, Jan. 28, 1974. 1974. iii+127 p.il. + @Item 1019 

Y 4.In 8/4:93-71 
. National cancer act amdts., 1974, hearings before Subcommittee on Public Health 
and Environment, 93d Congress, 2d session, on H.R.12314 and H.R.12596, Feb. 5 
and 6, 1974. 1974. iv+187 p.il. + @lItem 1019 
Y 4.In 8/4:93-72 
. Natural gas pipeline safety act of 1968 amendments, hearing before Subcommittee 
on Communications and Power, 93d Congress, 2d session, on H.R.1S205, June 13, 
1974. 1974. iii+42 p. + @Item 1019 2 
Y 4.1n 8/4:93-74 


. Controlled substances act extension, hearing before Subcommittee on Public Health 
and Environment, 93d Congress, 2d session, on H.R.14213, June 6, 1974. 1974. iii+27 


p. + @ltem 1019 
Y 4.In 8/4:93-76 
. Consumer Product Safety Commission oversight, hearings before Subcommittee on 
Commerce and Finance, 93d Congress, 2d session, Mar. 25, and 29, 1974. 1974. 


iv+223 p.il. + @lItem 1019 
Y 4.In 8/4:93-83 


[Committee publication] serial, 94th Congress. 


36. Drug Abuse Office and treatment act amendments of 1975, hearings before Subcom- 
mittee on Health and Environment, 94th Congress, Ist session, on H.R.7547 and 


H.R.4819, June 10 and Il, 1975. 1975. iv+214 p.il. + @lItem 1019 
Y 4.1n 8/4:94-36 
41. Toxic substances control act, hearings before Subcommittee on Consumer Protection 
and Finance, 94th Congress, Ist session, on H.R.7229, H.R.7548, and H.R.7664, 
June 16-July Il, 1975. 1975. vii+482 p.il. + @Item 1019 
Y 4.1In 8/4:94-41 


42. No-fault motor vehicle insurance, hearings before Subcommittee on Consumer Protec- 
tion and Finance, 94th Congress, Ist session, on H.R.285, H.R.1272, H.R.1900, 
H.R.7985, and H.R.8441, June 17-July 25, 1975. 1975. vii+908 p.il. + @lItem 1019 

Y 4.In 8/4:94-42 

45. Contempt proceedings against Secretary of Commerce, Rogers C. B. Morton, including 
hearings and related documents before Subcommittee on Oversight and investigations, 
94th Congress, Ist session, inquiring into and scope of Arab boycott, its impact 
on domestic commerce, and availability of information to Congress , Sept. 22- 
Nov. Il, 1975. 1975. xiii+254 p. + @lItem 1019 

Y 4.In 8/4:94-45 
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47. Sports broadcasting act of 1975, hearings before Subcommittee on Communications, 
94th Congress, Ist session on H.R.9566, Sept. 22-Oct. 31, 1975. 1975. iii+158 p. 
+ @ltem 1019 
Y 4.In 8/4:94-47 
48. Motor vehicle information and cost savings act amdts., 1975, hearings before Subcom- 
mittee on Consumer Protection and Finance, 94th Congress, Ist session, on H.R.8091 


and S.1518, July 28 and 30, 1975. 1975. iii+86 p. + @ltem 1019 
Y 4.In 8/4:94-48 


06993 Electric utility automatic fuel adjustment clauses, report by Subcommit- 
tee on Oversight and Investigations, 94th Congress, Ist session; Oct. 


1975. 1975. vi+195 p. (Subcommittee print.) # @lItem 1019 
Y 4.In 8/4:F 95/6 


06994 Fundamental changes needed to achieve effective regulation of commu- 
nications common carriers, prepared for use of Subcommittee on 
Communications; Nov. 10, 1975. 1975. v+I8 p. (Subcommittee print 
15, 94th Congress, Ist session.) # @Item 1019 

Y 4.In 8/4:C 73/22 


06995 National Conference on Medical Malpractice, Arlington, Va., Mar. 20, 
21, 1975, Subcommittee on Health and Environment; June 1975. 1975. 
x+163 p. (Subcommittee print, 94th Congress, Ist session.) # 

Y 4.In 8/4:M 46/15 


06996 Natural gas supplies, declining deliverability at Bastian Bay Field, La., 
report by Subcommittee on Oversight and Investigations, 94th Con- 
gress, Ist session; Nov. 1975. 1975. iv+64 p.il. (Subcommittee print.) 


# @ltem 1019 
Y 4.In 8/4:G 21/16 
Judiciary Committee, House Washington, DC 20515 


06997 Civil rights acts of 1957, 1960, 1964, and 1968, as amended through 
Aug. 6, 1975, Voting rights act of 1965, as amended through Aug. 
6, 1975; Nov. 1975. 1975. iii+85 p. (Committee print, 94th Congress, 


Ist session.) + @lItem 1020 
Y 4.J 89/1:C 49/8/975 


{Committee publication] serial, 93d Congress. 


06998 34. Comparison of White House and Judiciary Committee transcripts of 8 recorded 
Presidential conversations, hearings, 93d Congress, 2d session, pursuant to 
H.Res.803, Resolution authorizing and directing Committee on Judiciary to investigate 
whether sufficient grounds exist for House of Representatives to impeach Richard 
M. Nixon, May-June 1974. 1974. v+63 p. 4° * Paper, $1.10. @lItem 1020 
Y 4.J 89/1:93-34/comp. 
. Relating to Commission on Revision of Federal Court Appellate System, hearing 
before Subcommittee on Courts, Civil Liberties, and Administration of Justice, 93d 
Congress, 2d session, on S.3052, May 24, 1974. 1974. iii+36 p. + @Item 1020 
Y 4.J 89/1:93-36 
07000 37. Immigration and Naturalization Service oversight, hearings before Subcommittee on 
Immigration, Citizenship, and International Law, 93d Congress, 2d session, Apr. 
3 and June 25, 1974. 1974. iii+55 p.il. + @lItem 1020 
Y 4.3 89/1:93-37 


07001 38. Amendments to Federal kidnaping statute, hearings before Subcommittee on Crime, 
93d Congress, 2d session, on H.R.4191 and H.R.8722, Feb. 27 and Apr. 10, 1974. 

1974. iv+l19 pil. + @ltem 1020 
Y¥ 4.J 89/1:93-38 


{Committee publication] serial, 94th Congress. 


07002 ll. Firearms legislation, pt.4, hearings before Subcommittee on Crime, 94th Congress, 
Ist session, June 16, 1975. 1975. iv+1249-1672 p.il. [Hearings held in Cleveland, Ohio.] 


* Paper, $3.70. @lItem 1020 
Y 4.3 89/1:94-Il/pt.4 
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18. Public safety officers benefits act, hearings before Subcommittee on Immigration, 
Citizenship, and International Law, 94th Congress, Ist session on H.R.365, H.R.366, 
and H.R.3544, Sept. 18 and 19, 1975. 1975. iv+204 p.il. + @ltem 1020 

Y 4.5 89/1:94-18 


20. Oversight on Federal incorporations, hearing before Subcommittee on Administrative 
Law and Governmental Relations, 94th Congress, Ist session, June Il, 1975. 1975. 
iii+46 p. + @Item 1020 

Y 4.3 89/1:94-20 

21. Civil rights aspects of general revenue sharing, hearings before Subcommittee on 
Civil and Constitutional Rights, 94th Congress, Ist session, Oct. 8 and 9, 1975. 
1975. iv+276 p. + @lItem 1020 

Y 4.3 89/1:94-21 


Minority memorandum on facts and law, hearings, 93d Congress, 2d 
session, pursuant to H.Res.803, Resolution authorizing and directing 
Committee on Judiciary to investigate whether sufficient grounds exist 
for House of Representatives to impeach Richard M. Nixon, July 
22, 1974. 1974. iii+163 p. * Paper, $1.50. @ltem 1020 

Y 4.J 89/1:M 66/2 


Statement of information, background memorandum, hearings, White 
House staff and President Nixon’s campaign organization, 93d Con- 
gress, 2d session, pursuant to H.Res.803, Resolution authorizing and 
directing Committee on Judiciary to investigate whether sufficient 
ana exist for House of Representatives to impeach Richard M. 

ixon, May-June 1974. 1974. ii+6 p. + @lItem 1020 
Y 4.J 89/l:In 3/3 


Summary of information, hearings, 93d Congress, 2d session, pursuant 
to H.Res.803, Resolution authorizing and directing Committee on Ju- 
diciary to investigate whether sufficient grounds exist for House of 
Representatives to impeach Richard M. Nixon; July 19, 1974. 1974. 
iii+177 p. * Paper, $1.60. @Item 1020 

Y 4.J 89/l:In 3/4 


Vietnam era reconciliation act, information on H.R.9596, Subcommittee 
on Courts, Civil Liberties, and Administration of Justice; Oct. 1975. 
1975. iii+8 p. (Committee print, 94th Congress, Ist session.) + 

Y 4.J 89/1:V 67/2 


Merchant Marine and Fisheries Committee, House Washington, DC 
20515 


{Committee publication] serial, 94th Congress. 


07010 8. GAO study of CZ personnel policies, hearings before Subcommittee on Panama Canal, 
94th Congress, Ist session on GAO report no.B-114839 on study of various personnel 
policies of Canal organizations and other Federal agencies in Canal Zone, June 


16 [and] July 22, 1975. 1975. iv+397 p. + @ltem 1021 
Y 4.M 53:94-8 


Post Office and Civil Service Committee, House Washington, DC 20515 


[Committee publication] serial, 94th Congress. 


07011 24. Tabulation of population for purposes of apportionment of State legislative bodies, 
hearing before Subcommittee on Census and Population, 94th Congress, Ist session, 

on H.R.1753, Apr. 29, 1975. 1975. iii+31 p.il. + @Item 1022 
Y 4.P 84/10:94-24 


07012 26. Restoration of excess annual leave lost due to certain personnel action, hearings 
before Subcommittee on Retirement and Employee Benefits, 94th Congress, Ist ses- 

sion, on H.R.3251, June 3 and 5, 1975. 1975. iv+20 pp. + @lItem 1022 
Y 4.P 84/10:94-26 


36. Requiring compilation of current data on total population between censuses, hearing 
before Subcommittee on Census and Population, 94th Congress, Ist session, on 
H.R.4948, Apr. 24 [and] June 27, 1975. 1975. v+68 p. + @ltem 1022 

Y 4.P 84/10:94-36 
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. Merits of including air traffic control specialists under Public law 92-297, hearings 
before Subcommittee on Retirement and Employee Benefits, 94th Congress, Ist ses- 
sion, July 14 and 28, 1975. 1975. iv+63 p. + @lItem 1022 

Y 4.P 84/10:94-40 


. Equal opportunity hearing in Denver, Colo., hearing before Subcommittee on Postal 
Facilities, Mail, and Labor Management, 94th Congress, Ist session, Apr. 25, 1975. 
1975. iii+49 p. + @ltem 1022 

Y 4.P 84/10:94-42 


GAO's recommendtation that 12,000 small post offices be closed, joint hearings 
before Subcommittee on Postal Service and Postal Facilities, Mail, and Labor 
Management, 94th Congress, Ist session, Sept. 23-Oct. 8, 1975. 1975. iv+170 p. 
+ @ltem 1022 

Y 4.P 84/10:94-45 
Value of Federal employees’ life insurance after retirement, hearings before Subcom- 
mittee on Retirement and Employee Benefits, 94th Congress, Ist session, Sept. 22 
and 29, 1975. 1975. iv+S58p.+ @ltem 1022 

Y 4.P 84/10:94-47 


07018 Federal formula grant-in-aid programs that use population as factor 
in allocating funds, compiled by Library of Congress, Congressional 
Research Service for use of Subcommittee on Census and Population; 
Oct. 24, 1975. 1975. v+150 p. (Committee print, 94th Congress, Ist 


session.) + 
Y 4.P 84/10:G 76 


07019 Report on Postal Service sales of postal related items, Subcommittee 
on Postal Service; Jan. 3, 1975. 1975. iii+34 p.il. (Committee print 

93-26, 93d Congress, 2d session.) + 
Y 4.P 84/10:Se 6/2 


07020 Review of United States Postal Service’s contracting and procurement 
policies, Subcommittee on Postal Facilities, Mail, and Labor Manage- 
ment; Dec. 20, 1974. 1974. iii+36 p. (Committee print 93-25, 93d Con- 


gress, 2d session.) # 
Y 4.P 84/10:C 76/6 
Public Works Committee, House Washington, DC 20515 


{Committee publication] serial, 93d Congress. 


46. Great Lakes water levels, briefing of conference of Great Lakes Congressmen; 
Feb. 26, 1974. 1974. ii+57 p.il. (Committee print, 93d Congress, 2d session.) [Prepared 
by International Great Lakes Levels Board for International Joint Commission.] 
+ 

Y 4.P 96/11:93-46 
1883 to present, structure and function of Committee on Public Works; Oct. 1974. 
1974. vii+25 p.il. (Committee print, 93d Congress, 2d session.) + 
Y 4.P 96/11:93-48 
. National public works investment policy, background papers; Nov. 1974. 1974. xiii+178 
p.il. (Committee print, 93d Congress, 2d session.) + 
Y 4.P 96/l1:93-49 
National public works investment, strategy for balanced population growth and 
economic development, hearing, 93d Congress, 2d session, Nov. 26, 1974. 1974. iii+78 


p.il. + @ltem 1024 

Y 4.P 96/11:93-51 
National public works investment policy, task force reports of Science Advisory 
Panel; Dec. 1974. 1975. v+105 p.il. (Committee print, 93d Congress, 2d session.) 
+ 


Y 4.P 96/11:93-53 


Public Works and Transportation Committee, House Washington, DC 
20515 


[Committee publication] serial, 94th Congress. 


8. Local public works capital development and investment program, hearings, 94th Con- 
gress, Ist session, on H.R.5247 and related bills, Apr. 15-24, 1975. 1975. viii+785 


p.il. + @ltem 1024 
Y 4.P 96/11:94-8 
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. Status and implementation of title 10, Job opportunities programs of Public works 
and economic development act of 1965, as amended, hearings before Subcommittee 
on Economic Development, 94th Congress, Ist session, Mar. ll, 1975. 1975. v+24 


Pp. + @ltem 1024 
Y 4.P 96/11:94-15 
. Development of new regulations by Corps of Engineers, implementing sec.404 of 
Federal water pollution control act concerning permits for disposal of dredge or 
fill material, hearings before Subcommittee on Water Resources, 94th Congress, 
Ist session, July 15-22, 1975. 1975. vii+292 p.il. + @ltem 1024 
Y 4.P 96/11:94-18 
. Surface transportation, hearings, pt.l, before Subcommittee on Surface Transportation, 
94th Congress, Ist session, on H.R.8235, H.R.8430, H.R.9544, and related bills, July 
9-Sept. 30, 1975. 1975. xi+1-946 p.il. map + @lItem 1024 
Y 4.P 96/11:94-21/pt.l 


. Surface transportation, hearings, pt.2, before Subcommittee on Surface Transportation, 
94th Congress, Ist session, on H.R.8235, H.R.8430, H.R.9544, and related bills, July 
9-Sept. 30, 1975. 1975. xi+947-1895 p.il. + @lItem 1024 

Y 4.P 96/11:94-21/pt.2 


Science and Astronautics Committee, House Washington, DC 20515 


[Committee publication] serial, 93d Congress. 


Y. Secondary and tertiary recovery of oil, report prepared for Subcommittee on Energy, 
93d Congress, 2d session. by [ Joseph P. Riva , jr.], Science Policy Research 
Division, Congressional Research Service, Library of Congress; Oct. 1974. 1974. 
vii+58 p.il. (Committee print.) + 

Y 4.Sci 2:93-2/Y 


32. Advanced nuclear research, hearing before Subcommittee on Aeronautics and Space 
Technology, 93d Congress, 2d session, Feb. 7, 1974. 1974. iii+75 p.il. + @Item 


1025-A 
Y 4.Sci 2:93-2/32 


Science and Technology Committee, House Washington, DC 20515 


{Committee publication] serial, 94th Congress. 


R. Possibility of intelligent life elsewhere in universe, report prepared [with bibliography]; 
by [ Marcia Smith } Science Policy Research Division, Congressional Research Ser- 
vice, Library of Congress; Nov. 1975. 1975. xvii+76 p.il. (Committee print.) * Paper, 
$1.10. @Item 1025-A 

Y 4.Sci 2:94-1/R 

S. Problems and legislative copportunities in basic materials industries, report prepared 
for Subcommittee on Science, Research, and Technology, Ist session, [prepared 
by Franklin P. Huddle ] Science Policy Research Division, Congressional Research 
Service, Library of Congress; Nov. 1975. 1975. vii+[{l]+1S0 p. (Committee print.) 
+ @ltem 1025-A 

Y 4.Sci 2:94-1/S 


. National Science Foundation briefing to Committee on Science and Technology, 
hearing, 94th Congress, Ist session, Jan. 31, 1975. 1975. iii+34 p.il. + @ltem 1025- 
A 


Y 4.Sci 2:94-1/20 

. Environmental R. & D. posture hearings, hearings before Subcommittee on Environ- 

ment and Atmosphere, 94th Congress, Ist session, Apr. 22-May 1, 1975. 1975. iii+986 
p.il. + @lItem 1025-A 

Y 4.Sci 2:94-1/21 


. R. & D. portions of Airport and airway development act of 1975, hearings before 
Subcommittee on Aviation and Transportation R. & D., 94th Congress, Ist session, 
May 12 and 15, 1975. 1975S. iii+245 p.il. + @lItem 1025-A 

Y 4.Sci 2:94-1/23 


. Application of science and technology to crime control, special oversight hearings, 
hearings before Subcommittee on Domestic and International Scientific Planning 
and Analysis, 94th Congress, Ist session, July 16-18, 1975. 1975. iii+214 p. + @ltem 
I 


025-A 
Y 4.Sci 2:94-1/25 
. Oversight hearings on National Science Foundation science education programs, 
hearings before Subcommittee on Science, Research, and Technology, 94th Congress, 


Ist session, Jan. 29 [and] 30, 1975. 1975. iii+223 p.il. + @ltem 1025-A 
Y 4.Sci 2:94-1/26 
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Small Business Committee, House Washington, DC 20515 


07040 Regulations of various Federal regulatory agencies and their effect on 
small business, hearings, pt.l, before Subcommittee on Activities of 
Regulatory Agencies, 94th Congress, Ist session, June 19-July 29, 
1978. 1975. iii +5332 p. + @ltem 1031 

Y 4.Sm 1:R 26/5/pt.l 


Small Business, Permanent Select Committee on, House Washington, 
DC 20515 


07041 Effects of administration of Occupational safety and health act on 
small business, hearings before Subcommittee on Environmental 
Problems Affecting Small Business, 93d Congress, 2d session, Feb. 
8 [and] 9th, 1974. 1974. iv+267 p. [Hearings held in Kansas City, 
Mo. and Omaha, Nebr.] + @lItem 1031 

Y 4.Sm 1:Oc | 


07042 Impact of foreign competition on U.S. small business in customs 
brokerage, ocean, and air freight forwarding, hearings before Subcom- 
mittee on Government Procurement and International Trade, 93d Con- 

press, 2d session, Mar. 26 and 27, 1974. 1974. v+189 p. + @Item 


31 
Y 4.Sm 1:F 76/3/974 


Veterans’ Affairs Committee, House Washington, DC 20515 


07043 Provision of housing benefits for post-Vietnam era veterans, hearings 
before Subcommittee on Housing, 94th Congress, Ist session, on 
housing provisions of H.R.6806, H.R.7726, and H.R.8406 and related 
bills, July 30, 1975. 1975. v+1027-1048 p. + @lItem 1027 

Y 4.V 64/3:H 81/22 


07044 Report of special survey of level of quality of patient care at Veterans 
Administration hospitals and clinics, study dated July 31, 1974, con- 
ducted by Veterans Administration at direction of President and 
released on Oct. 26, 1974; Oct. 26, 1974. 1974. vi+523 p. (House 


committee print 163, 93d Congress, 2d session.) # 
Y 4.V 64/3:H 79/33 


07045 State veterans’ laws, digests of State laws regarding rights, benefits, 
and privileges of veterans and their dependents, revised to June l, 
1975; Oct. 1, 1975. 1975. iii+299 p. (House committee print 66, 94th 


Congress, Ist session.) # 
Y 4.V 64/3:L 41/2/975 


07046 Study of national cemetery system, California cemetery site selection, 
hearings before Subcommittee on Cemeteries and Burial Benefits, 
94th Congress, Ist session, June 16 [and] July 2, 1975. 1975. vi+675- 
759 p.il. [Hearings held in Washington, D.C. and Los Angeles, Calif.] 


+ @lItem 1027 
Y 4.V 64/3:C 33/ll 
Ways and Means Committee, House Washington, DC 20515 


07047 Administration of supplemental security income program, hearings, v.1, 
before Subcommittee on Oversight, 94th Congress, Ist session, Sept. 


8, 1975. 1975. iii+36 p. + @Item 1028 
Y 4.W 36:In 2/17/v.1 
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07048 Administration of supplemental security income program, hearings, v.2, 
before Subcommittee on Oversight, 94th Congress, Ist session, Oct. 

20, 1975. 1975. iii+49 p. + @Item 1028 
Y 4.W 36:In 2/17/v.2 


07049 Background and status of multilateral trade negotiations, Supp.l, Sub- 

committee on Trade; Sept. 19, 1975. 1975. vii+35 p. (Committee print, 

94th Congress, Ist session; WMCP 94-77.) * Paper, 55c. (S/N 052- 
070-03072-1). @Item 1028 

Y 4.W 36:T 67/33/supp.1 


07080 Brief summary of H.R.17488, Energy tax and individual relief act of 
1974, as ordered reported on Nov. 21, 1974. 1974. v+10 p. (Committee 

print, 93d Congress, 2d session.) + 
Y 4.W 36:En 2/3 


07051 Individual retirement accounts, hearings before Subcommittee on Over- 
sight, 94th Congress, Ist session, Nov. 27 , 1975. 1975. iii+ll9 p. 


+ @lItem 1028 
Y 4.W 36:R 3i/ll 


07052 Information to accompany H.R.102I0, Unemployment compensation 
amendments of 1975, section-by-section explanation and justification, 
prepared by subcommittee staff, and section-by-section analysis of 
bill, prepared by House Legislative Counsel, Subcommittee on Unem- 
ployment Compensation; Oct. 31, 1975. 1975. iii+25 p. (Committee 
print, 94th Congress, Ist session; WMCP 94-87.) + @lItem 1028 

Y 4.W 36:Un 2/19 


07053 Medicare’s kidney disease benefits program, hearings before Subcom- 
mittee on Oversight, 94th Congress, Ist session, on medicare’s end- 
stage renal disease program, Medicare’s kidney disease benefits pro- 
gram, June 24 and July 30, 1975. 1975. iii+150 p. + @lItem 1028 

Y 4.W 36:M 46/6 


Public hearings on national health insurance, prepared statements of 
witnesses, Subcommittee on Health; Nov. 7 , 1975. 1975. iii+ll0 p. 
(Committee print, 94th Congress, Ist session; WMCP 94-95.) + 


@ltem 1028 
Y 4.W 36:H 34/23/975-12 


07055 Public hearings on national health insurance, prepared statements of 
witnesses, Subcommittee on Health; Nov. 19 and 20, 1975. 1975. iv+176 
p. (Committee print, 94th Congress, Ist session; WMCP 94-105.) 


+ @lItem 1028 
Y 4.W 36:H 34/23/975-8 


07056 Public hearings on national health insurance, prepared statements of 
witnesses, Subcommittee on Health; Dec. 2 , and 3, 1975. 1975. iv+235 
p. (Committee print, 94th Congress, Ist session; WMCP 94-106.) 


+ @lItem 1028 
Y 4.W 36:H 34/23/975-6 


07057 Selected medicare issues, hearing before Subcommittee on Health, 94th 
Congress, Ist session, Sept. 19 and 26, 1975. 1975. x+807 p.il. + 


@ltem 1028 
Y 4.W 36:M 46/9 


o70ss Summary of Senate amendments to H.R.10710, Trade act of 1974, 
prepared for use of conferees by staffs of House Committee on 
Ways and Means and Senate Committee on Finance; Dec. 16, 1974. 
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1974. [1]+46 p. (Conference committee print, 93d Congress, 2d ses- 
sion.) + 
Y 4.W 36:T 67/32 


o70s9 Tax reform bill of 1974, tentative decisions corresponding to sections 
of draft bill, prepared by staff of Joint Committee on Internal 
Revenue Taxation; Nov. 18, 1974. 1974. vii+43 p. (Committee print.) 


+ 
Y 4.W 36:T 19/73/974 


07060 Tax reform bill of 1974, tentative decisions since Sept. ll, 1974, cor- 
responding to sections of draft bill, prepared by staff of Joint Com- 
mittee on Internal Revenue Taxation; Oct. 20, 1974. 1974. [l]+14 p. 


(Committee print.) + 
Y 4.W 36:T 19/74/974 


07061 Third quarterly report to Congress and East-West Foreign Trade Board 
on developments in trade between United States and nonmarket 
economies submitted to Congress by Chairman, U.S. International 
Trade Commission on Sept. 30, 1975; Oct. 2, 1975. 1975. v+30 p. 
(Committee print, 94th Congress, Ist session; WMCP 94-83.) + 
@ltem 1028 


Y 4.W 36:T 67/34/975-3 


07062 Trade act of 1974, committee print, see Finance Committee, Senate. 


07063 Unemployment compensation program costs and tax revenues under 
H.R.10210 and current law, information to accompany H.R.10210, Sub- 
committee on Unemployment Compensation. Revised Nov. 19, 1975. 
1975. ii+4 p. (Committee print, 94th Congress, Ist session; WMCP 
94-104.) + @lItem 1028 

Y 4.W 36:Un 2/18 


SENATE Washington, DC 20510 
Senate documents 


Note.All Senate documents entries which are followed by a +, may be obtained from the 
Senate Document Room or from the issuing office. 


Senate documents, 93d Congress. @Item 996 


102. Procedure and guidelines for impeachemnt trials in United States Senate, prepared 
by Floyd M. Riddick with assistance of Robert Dove ; Aug. 8, 1974. 1974. vi+85 
p. * Paper, 95c. 


Senate documents, 94th Congress. @lItem 996 


4. Pending rescissions before 94th Congress, communication from Acting Comptroller 
General of United States; Feb. ll, 1975. 1975. [1]+5 p. + 


9. Revising proposed rescission and deferral reports, message from President of United 
States; Feb. ll, 1975. 1975. [1]+20 p. + 


17. Review of deferrals of budget authority, communication from Comptroller General 
of United States; Feb. Il, 1975. 1975. [1]+4 p. + 


20. Review of proposed deferrals and supplementary reports revising proposed rescissions 
and deferrals, communication from Comptroller General of United States; Feb. ll, 
1975. 1975. [1]+3 p. + 


21. Proposed rescission of budget authority, communication from Comptroller General 
of United States; Feb. ll, 1975. 1975. [1]+3 p. + 
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22. Review of rescission of budget, communication from Acting Comptroller General 
of United States; Feb. ll, 1975. 1975. [1]+8 p. + 


24. Report on rescissions and deferrals of budget authority, communication from Director, 
Office of Management and Budget, Executive Office of President; Feb. Il, 1975. 
1975. iii+13 p. + 
National Academy of Sciences, National Academy of Engineering, Institute of 
Medicine, National Research Council, annual report, fiscal years 1973 and 1974 [with 
selected bibliography]. Apr. 24, 1975. xviii+ 587 p.il. [To be sent to depository libraries 
as Serial 13105-4.] + 


. Cumulative report on rescissions and deferrals Oct. 1975; Oct. 20, 1975. 1975. [1]+7 
p. + 


. Review of deferrals submitted in President's 4th special message for fiscal year 
1976, communication from Acting Comptroller General of United States; Nov. 10, 
1975. 1975. [1]+3 p. + 


. Review of revised deferrals submitted in President's Sth special message for fiscal 
year 1976, communication from Comptroller General of United States; Nov. 
1975. 1975. [1]+2 p. + 


. Cumulative report on rescissions and deferrals Nov. 1975, communication from 
Director, Office of Management and Budget, Executive Office of President; Nov. 
12, 1975. 1975. iti+7 p. + 


. Summary of proposed rescissions and deferrals of budget authority, message from 
President of United States; Nov. 18, 1975. 1975. [1]+27 p. + 


. Summary of proposed rescissions and deferrals, message from President of United 
States; Dec. |, 1975. 1975. iii+38 p. + 


. Cumulative report on rescissions and deferrals Dec. 1975, communication from 
Director, Office of Management and Budget, Executive Office of President; Dec. 
17, 1975. 1975. iii+10 p. + 


Senate executive documents 


Senate executive documents, 94th Congress, Ist session. 


A. Income Tax Convention with Polish People’s Republic, message from President of 
United States; Jan. 23, 1975. 1975. vi+l6 p.  # 
Y 1.94/1:A 


G. Partial revision of radio regulations, Geneva 1959, with final protocol, message from 
President; July 16, 1975. 1975. vii+542 p.il. 3 pl., map, 6 tab. + 
Y 1.94/1:G 


K. Convention for Conservation of Antarctic Seals, message from President of United 
States; Dec. 17, 1975. 1975. viii+8 p. # 
Y 194/1:K 


Senate reports 


Note.—For titles of bills which these reports accompany, see Congressional record index. 
Senate reports on public bills, 93d Congress. +Senate Documents 


Room, Capitol. @lItem 1008-A 


07083 1026. Education amendments of 1974. Conference report to accompany H.R.69. July 22, 
1974. 209 p. 


Senate reports on public bills, 94th Congress. +Senate Documents 
Room, Capitol. @Item 1008-A 


07084 6. Attorney General's salary. Report from Committee on Post Office and Civil Service 
to accompany S.58. Feb. 5, 1975. 4 p. 


07085 7. Maritime Administration authorization fiscal year 1975. Report from Committee on 
Commerce to accompany S.332. Feb. 5, 1975. 7 p. 
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9 
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16 
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Proposed increase in amount of enriched uranium which may be distributed to Interna- 
tional Atomic Energy Agency (IAEA). Report by Joint Committee on Atomic Energy 
to accompany S.Con.Res.13. Feb. 13, 1975. 1i+4 p. 


Proposed increase in amount of enriched uranium which may be distributed to Eruope- 
an Atomic Energy Community, EURATOM. Report by Joint Committee on Atomic 
Energy to accompany S.Con.Res.|4; Feb. 13, 1975. 1975. ti+6 p. 


25th annual report of Select Committee on Small Business; Feb. 17, 1975. 1975. v+360 
p.il. 


Forest pest control. Report from Committee on Agriculture and Forestry to accompany 
S.441. Feb. 19, 1975. 5 p. 


Funds for study of U.S. foreign policy. Report from Committee on Foreign Relations 
to accompany S.Res.84. Feb. 20, 1975. 9 p. 


Report of activities during 93d Congress, prepared by Committee on Aeronautical 
and Space Sciences; Mar. 19, 1975. 1975. v +32 p. 


Authorizing additional expenditures by Committee on Appropriations for routine 
purposes. Report from Committee on Rules and Administration to accompany 
S.Res.138. May 13, 1975.2 p 


. Authorizing printing of revised edition of House document entitled Our American 


Government, what is it? how does it function? as House document. Report from 
Committee on Rules and Administration to accompany H.Con.Res.44. May 13, 1975. 
1 p. 


. Authorizing printing of hearings and panels of House Select Committee on Commit- 


tees as House document. Report from Committee on Rules and Administration to 
accompany H.Con.Res.II7. May 13, 1975. 2 p. 


. Authorizing printing of revised edition of booklet entitled History and operation 


of House majority whip organization, 94th Congress, as House document. Report 
from Committee on Rules and Administration to accompany H.Con.Res.146. May 
13, 1975. 1 p. 


. Distribution of potatoes. Report from Committee on Agriculture and Forestry to 


accompany S.Res.122. May 14, 1975. 3 p. 


. To establish Indian Nations Scenic Trail. Report from Committee on Interior and 


Insular Affairs to accompany S.1123. May 19, 1975. 3 p. 


5. Amending Land and water conservation fund act of 1965 so as to authorize develop- 


ment of indoor recreation facilities in certain areas. Report from Committee on 
Interior and Insular Affairs to accompany S.288. May 19, 1975. 3 p. 


. Highway fund matching requirements. Report together with additional views from 


Committee on Public Works to accompany S.952. May 20, 1975. 6 p. 


Fourth budget rescission bill, 1975. Report together with views of Committee on 
Budget from Committee on Appropriations to accompany H.R.6573. June 5, 1975. 
8 p. 


. Temporary assistance for U.S. citizens returned from abroad. Report from Committee 


on Finance to accompany H.R.6698. June 5, 1975. 4 p. 


State taxation of Federal tax rebates. Report from Committee on Finance to accom- 
pany S.Res.158. June 5, 1975. 2 p. 


. Authorizing printing of additional copies of House hearing of 93d Congress entitled 


Amnesty. Report from Committee on Rules and Administration to accompany 
H.Con.Res.!78. June 5, 1975. 1 p. 


Authorizing printing as House document of revised edition of publication entitled 
History of United States House of Representatives. Report from Committee on 
Rules and Administration to accompany H.Con.Res.177. June 5, 1975. | p. 


Authorizing printing as Senate document of compilation entitled Majority and minori- 
ty leaders of Senate. Report from Committee on Rules and Administration to accom- 
pany S.Res.137. June 5, 1975.1 p. 
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. Providing for appointment of Joint Committee on Arrangements for Commemoration 
of Bicentennial of United States of America. Report from Committee on Rules 
and Administration to accompany S.Con.Res.44. June Il, 1975. 3 p. 


. Intergovernmental anti-recession assistance act of 1975. Report together with supple- 
mental and additional views of Committee on Government Operations to accompany 
$.1359; July 22, 1975. 1975. iii+34 p. 


. Executive Protective Service. Report together with minority views from Committee 
on Public Works to accompany H.R.12. Sept. 17, 1975. 8 p. 


. Military construction authorization fiscal year 1976. Conference report to accompany 
S.1247. Sept. 17, 1975. 36 p. 


. National school lunch act and Child nutrition act of 1966 amendments of 1975. 
Conference report to accompany H.R.4222. Sept. 17, 1975. 35 p. 


. International development and food assistance act of 1975. Report of Committee 
on Agriculture and Forestry on title 2 and sec. 311 of H.R.9005. Oct. 28, 1975. 
iti+ 90 p. 

. Amendments to Price-Anderson provisions of Atomic energy act of 1954, as amended, 
to provide for phaseout of governmental indemnity, and related matters. Report 
together with additional view by Joint Committee on Atomic Energy to accompany 
S.2568; Nov. 13, 1975. 1975. iii+37 p. 


. Education of handicapped children. Conference report to accompany S.6. Nov. 
14, 1975. 55 p. 


. Fisheries management and conservation act. Report together with additional and 
supplemental views from Committee on Foreign Relations to accompany S.961. Nov. 
18, 1975. 20 p. 


. Defense production act amdts. of 1975. Conference report to accompany S.1537. 
Nov. 18, 1975. 46 p. 


. TVA bonding authority. Report from Committee on Public Works to accompany 
H.R.9472. Nov. 19, 1975. 16 p. 


. Beef research and information act. Report from Committee on Agriculture and 
Forestry to accompany H.R.7656. Nov. 19, 1975. 18 p. 


. Act to repeal enabling legislation for fair trade laws. Report from Committee on 
Judiciary to accompany H.R.6971. Nov. 20, 1975. 7 p. 


. Authorization of appropriations for fiscal year transition. Report of Committee 
on Government Operations to accompany H.R.6692; Nov. 20, 1975. 1975. ii+2 p. 


. Fiscal year transition act. Report of Committee on Government Operations to accom- 
pany S.2444; Nov. 20, 1975. 1975. ii+3 p. 


. Oil and gas lease New Mexico 18302. Report from Committee on Interior and 
Insular Affairs to accompany S.2220. Nov. 20, 1975. 4 p. 


. Copyright law revision. Report together with additional views from Committee on 
Judiciary to accompany S.22. Nov. 20, 1975. 169 p. 


. George W. Andrews Forestry Sciences Laboratory. Report from Committee on 
Agriculture and Forestry to accompany H.R.2343. Nov. 20, 1975. 3 p. 


. Cooperative agreements for certain Forest Service programs. Report from Committee 
on Agriculture and Forestry to accompany H.R.10027. Nov. 20, 1975. 5 p. 


. Providing for establishment of Father Marquette National Memorial near St. Ignace, 
Mich., and for other purposes. Report from Committee on Rules and Administration 
to accompany H.R.2724. Nov. 20, 1975. 4 p. 


. Nantucket Sound Islands Trust. Report from Committee on Interior and Insular 
Affairs to accompany S.67. Nov. 26, 1975. 21 p. 


. lst Airborne Division memorial. Report from Committee on Interior and Insular 
Affairs to accompany S.1847. Nov. 26, 1975. 3 p. 
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Completion of mission 66 bypass at Vicksburg. Report from Committee on Interior 
and Insular Affairs to accompany S.2158. Nov. 26, 1975. 4 p. 


. Disapproving act of District of Columbia Council, 1-57, entitled Refunding bond 
authorization act. Report from Committee on District of Columbia to accompany 
S.Con.Res.78. Dec. 4, 1975. 4 p. 





. National biomedical heart, blood vessel, lung, blood, and research training act 
of 1975. Report from Committee on Labor and Public Welfare to accompany S.988. 
Dec. 5, 1975. 72 p. 


Professional sports antiblackout law extension. Report of Committee on Commerce 
on §.2554. Dec. 5, 1975. [1]+9 p. (Corrected print.] 


2. Federal employees’ political activities act of 1975. Report together with minority 
views from Committee on Post Office and Civil Service to accompany H.R.86I7. 
Dec. 5, 1975. 49 p. 


Reorganization of Sth judicial circuit. Report together with separate views from 
Committee on Judiciary to accompany S.2752. Dec. 5, 1975. 32 p. 





Fisheries management and conservation act. Report together with suppl tal and 
minority views from Committee on Armed Services to accompany S.96l. Dec. 8, 
1975. 14 p. 


Further continuing appropriations, 1976. Report from Committee on Appropriations 
to accompany H.J.Res.733. Dec. 9, 1975. 4 p. 


. Economic rights of labor in construction industry. Conference report to accompany 
H.R.5900. Dec. 9 , 1975. 19 p. 


Amending sec. 2 of National housing act and for other purposes. Report together 
with additional views of Committee on Banking, Housing, and Urban Affairs to 
accompany H.R.9852. Dec. 9, 1975. iii+34 p. 


. Waiving sec. 303(a) of Congressional budget act of 1974 with respect to consideration 
of S.2635. Report from Committee on Veterans’ Affairs to accompany S.Res.322. 
Dec. 9, 1975. 20 p. 


. Additional law clerks for judges of District of Columbia Court of Appeals. Report 
from Committee of District of Columbia to accompany H.R.4287. Dec. 10, 1975. 
7 p. 





24. Judicial conference of District of Columbia. Report from Committee on District 


of Columbia to accompany H.R.10035. Dec. 10, 1975. 7 p. 


. Pedestrian and vehicular access to Lyndon Baines Johnson Baines Johnson Memorial 
Grove. Report from Committee on Rules and Administration to accompany H.R.9883. 
Dec. 10, 1975. 4 p. 


Waiver under sec. 303(a) of Congressional budget act with respect to consideration 
of S.27ll. Report from Committee on Budget to accompany S.Res.314. Dec. Il, 1975. 
4p. 


. Annual leave restoration following unjustified personnel action. Report from Commit- 
tee on Post Office and Civil Service to accompany H.R.7976. Dec. ll, 1975. 7 p. 


Allotments and assignments of payments from civil service retirement annuities. 
Report from Committee on Post Office and Civil Service to accompany H.R.6642. 
Dec. ll, 1975. 4 p. 


. Mailing privileges of former Members of Congress. Report from Committee on 
Post Office and Civil Service to accompany H.R.4865. Dec. ll, 1975. 4 p. 


Tabulations of population for State legislative apportionment or districting. Report 
from Committee on Post Office and Civil Service to accompany H.R.1753. Dec. 
ll, 1975. 6 p. 


Statute of limitations for retirement benefits. Report from Committee on Post Office 
and Civil Service to accompany H.R.4573. Dec. ll, 1975. 27 p. 


*For Sale by Superintendent of Documents 
+ Distribution Made by Issuing Office 
#Not Available for Sa'e or Distribution 





APRIL 1976 


$41. Authority for certain employees of Department of Defense to administer oaths. 
Report from Committee on Post Office and Civil Service to accompany H.R.508. 
Dec. ll, 1975. 6 p. 


2. Use of current population data in administration of Federal laws. Report from 
Committee on Post Office and Civil Service to accompany S.1009. Dec. Il, 1975. 
19 p. 


. Waiver under sec. 303(a) of Congressional budget act with respect to consideration 
of S.2635. Report from Committee on Budget to accompany S.Res.322. Dec. Il 
1975. 4 p. 


. Amending Small reclamation projects act of 1956, as amended. Report from Commit- 
tee on Interior and Insular Affairs to accompany H.R.6874. Dec. 12, 1975. 7 p 


. Quarterly payments to Virgin Islands. Report from Committee on Finance to accom- 
pany H.R.9432. Dec. 12, 1975. 4 p. 


. Revenue adjustment act of 1975. Report together with additional and minority views 
of Committee on Finance on H.R.5559. Dec. 12, 1975. iii+29 p. 


. Amending title 18 of Social security act. Report from Committee on Finance to 
accompany H.R.10284. Dec. 12, 1975. 16 p. 


. Social security app and inistration. Report from Committee on Finance 
to accompany H. nierz7, nn A 1975. 20 p. 





. Farm credit system loans to rural utility cooperatives. Report from Committee 
on Agriculture and Forestry to accompany H.R.7862. Dec. 15, 1975. 10 p. 


. Sac and Fox Indians judgment funds distribution act. Report from Committee on 
Interior and Insular Affairs to accompany S.1823. Dec. 15, 1975. 15 p. 


. Modification of Dickinson Dam, Dickinson unit, Pick-Sloan Missouri Basin program, 
North Dakota. Report from Committee on Interior and Insular Affairs to accompany 
$.2089. Dec. 15, 1975. 5 p. 


. Rice production act of 1975. Report from Committee on Agriculture and Forestry 
to accompany S.2260. Dec. 15S, 1975. 32 p. 


. Flue-cured tobacco allotment leasing. Report from Committee on Agriculture and 
Forestry to accompany S.700. Dec. 15, 1975. 7 p. 


. Making certain annuity entitlement provisions for survivors of non-regular retired 
personnel retroactive to Nov. |, 1953. Report from Committee on Armed Services 
to accompany S.2090. Dec. 15, 1975. 3 p. 


. Authorizing appointment of Marine Corps officers to be Assistant Commandant 
of Marine Corps in grade of general. Report from Committee on Armed Services 
to accompany S.2II7. Dec. 15, i975. 9 p 


. Local public works capital development and investment act of 1975. Conference 
report to accompany H.R.5247. Dec. 15, 1975. 41 p. 


. Federal Trade Commission amendments of 1975. Report of Committee on Commerce 
on S.642. Dec. 16, 1975. [1]+24 p. 


. Regulation of mining activities within areas of national park system. Report together 
with minority views from Committee on Interior and Insular Affairs to accompany 
S.2371. Dec. 16, 1975. 24 p. [Corrected print.] 


. Veterans and survivors pension interim adjustment act of 1975. Report of Committee 
on Veterans’ Affairs to accompany H.R.10355; Dec. 16, 1975. 1975. ii+52 p. 


. Designating Great Bear area in State of Montana for study to determine its suitability 
for preservation as wilderness. Report from Committee on Interior and Insular Affairs 
to accompany S.392. Dec. 16, 1975. 7 p. map 


. Tax exempt status of obligations used to provide certain irrigation facilities. Report 
from Committee on Finance to accompany H.R.9968. Dec. 16, 1975. ll p. 


. Documentation of vessel Bruja Mar. Report from Committee on Commerce to accom- 
pany S.1187. Dec. 17, 1975. 4 p. 
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572. Pennsylvania Avenue Development Corporation. Report from Committee on Interior 
and Insular Affairs to accompany S.1689. Dec. 17, 1975. 3 p. 


573. Executive Protection Service. Report from Committee on Public Works to accom- 
pany S.2796. Dec. 17, 1975. 7 p. 


574. Work incentive program modifications. Report from Committee on Finance to accom- 
pany S.2804. Dec. I7, 1975. 8 p. 


575. Conveying certain Federal lands to Valley County, Idaho. Report from Committee 
on Interior and Insular Affairs to accompany S.726. Dec. 17, 1975. 4 p. 


580. Animal welfare amendments of 1975. Report of Committee on Commerce on S.1941; 
Dec. 18, 1975. 1975. [1] +25 p. 


Santa Monica Mountains and Seashore Urban Recreation Area. Report together 
with minority and additional views from Committee on Interior and Insular Affairs 
to accompany S.1640. Dec. 18, 1975. 33 p. 


Restrictions on assistance to Angola. Report from Committee on Foreign Relations 
to accompany S.J.Res.156. Dec. 18, 1975. 6 p. 


Waiver under sec. 303(a) of Congressional budget act with respect to consideration 
of provisions of S.2807. Report from Committee on Budget to accompany S.Res.332. 
Dec. 19, 1975. 4 p 


Alaska highway repair. Report from Committee on Public Works to accompany 
§.2071. Dec. 19, 1975. 2 p. 


Aeronautical and Space Sciences Committee, Senate Washington, DC 
20510 


07179 Technology utilization, hearings before Subcommittee on Aerospace 
Technology and National Needs, 94th Congress , Ist session, Sept. 

22-24, 1975. 1975. iv+SI7 p.il. * Paper, $4.40. @Item 1032-A 
Y 4.Ae 8:T 22/2 


Aging, Special Committee on, Senate Washington, DC 20510 


07180 Future directions in social security, hearing, pt.9, 94th Congress, Ist 
session, Mar. 18, 1975. 1975. iii+807-874 p.il. * Paper, 85c. @Item 


1009 
Y 4.Ag 4:So 1/2/pt.9 


07181 Improving legal representation for older Americans, joint hearing before 
Special Committee on Aging and Subcommittee on Representation 
of Citizen Interests, 93d Congress, 2d session, June 14, 1974. 1974. 
iv+137 p.il. [Hearing held in Los Angeles, Calif.) * Paper, $1.55 (S/N 


5270-02651). @Item 1009 
Y 4.Ag 4:L 52/4 


07182 Publications list, Special Committee on Aging, 87th-94th Congresses, 
Feb. 196l-Feb. 1975: Feb. 1975. 1975. ii+12 p. (Committee print, 94th 
Congress, Ist session.) [Prepared by staff of Special Committee.] + 

Y 4.Ag 4:P°96/961-75 


07183 Transportation and elderly, problems and progress, hearings, pt. 2, 93d 
Congress, 2d session, Feb. 27, 1974. 1974. iii+157-235 p.il. * Paper, 


90c. @Item 1009 
Y 4.Ag 4:T 68/pt.2 


o7184 Trends in long-term care, hearing, pt. 23, before Subcommittee on 
Long-Term Care, 94th Congress, Ist session. 1975. iii+2873-3033 p.il. 
l i {Hearings held in New York, N.Y.] * Paper, $2.05. @lItem 
1 


Y 4.Ag 4:C 18/pt.23 
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Agriculture and Forestry Committee, Senate Washington, DC 20510 


0718s Consumer and marketing reserves, hearings before Subcommittee on 
Agricultural Production, Marketing, and Stabilization of Prices, 93d 
Congress, 2d session, on S.2005, amdt. 963, and S.283l, Mar. 21 

and 22, 1974. 1974. iv+222 p. + @lItem 1032 
Y 4.Ag 8/2:C 76/4 


07186 Farm production costs, hearing before Subcommittee on Agricultural 
Production, Marketing, and Stabilization of Prices, 94th Congress, 
Ist session, on S.1857 and S.1858, Sept. 29, 1975. 1975. iii+20 p. 


+ @lItem 1032 
Y 4.Ag 8/2:F 22/56 


07187 Guaranteed livestock loans, hearing before Subcommittee on Agricul- 
tural Credit and Rural Electrification, 93d Congress, 2d session, on 
$.3597, S.3605, S.3606, [and] S.3624, June 17, 1974. 1974. iv+128 p. 


+ @ltem 1032 
Y 4.Ag 8/2:L 75/5 


07188 Impact of energy decontrol on agriculture, hearing before Subcommittee 
on Agricultural Credit and Rural Electrification, 94th Congress, Ist 
session, Sept. 9, 1975. 1975. iii+58 p. + @lItem 1032 

Y 4.Ag 8/2:En 2/2 


07189 1976 U.S. agricultural outlook, papers presented at National Agricultural 
Outlook Conference sponsored by Department of Agriculture, held 
in Washington, D.C., Nov. 17-20, 1975; Dec. 18, 1975. 1975. vi+434 
p.il. (Committee print, 94th Congress, Ist session.) * Paper, $3.80. 


@ltem 1032 
Y 4.Ag 8/2:Ag 8/24/976 


07190 Quarterly agricultural review, hearings, pt. 1, 94th Congress, Ist session, 
on report of Secretary of Agriculture on current situation with respect 
to supply and demand for agricultural commodities, farm prices, and 
effect of farm program on agricultural economy, July Il, 1975. 1975. 


iii+91 p.il. + @Item 1032 
Y 4.Ag 8/2:Ag 8/26/pt.1 
07191 Russian grain sale, hearing, 94th Congress, Ist session, Sept. 4, 1975. 
1975. iii+87 p. + @Item 1032 
Y 4.Ag 8/2:G 76/23 


07192 Will family farm survive in America: pt.2, Impact of environmental 
regulations on small farms, joint hearings, see Select Committee on 
Small Business, Senate. @Item 1032 


Appropriations Committee, Senate Washington, DC 20510 


Agriculture and related agencies appropriations for fiscal year 1976, 
hearings before subcommittee, 94th Congress, Ist session. 


07193 pt.3. Department of Agriculture, nondepartmental witnesses, Farm Credit Administration, 
Department of Health, Education, and Welfare, Food and Drug Administration. 


1975. ii+1791-2868+xvi p.il. + @Item 1033 
Y 4.Ap 6/2:Ag 8/5/976/pt.3 


07194 Alaskan air transport, hearing before subcommittee, 94th Congress, 
Ist session, on H.R.986l. 1975. iii+121 p. {Snecial hearing.} + @Item 
1} 


033 
Y¥ 4.Ap 6/2:Al 1/2/976 
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07195 Department of Agriculture proposed computer acquisition, hearing be- 
fore subcommittee, 94th Congress, Ist session. 1975. i1i+106 p. [Special 


hearing.} + @lItem 1033 
Y 4.Ap 6/2:C 73/7/976 


Departments of State, Justice, and Commerce, judiciary, and related 
agencies appropriations, fiscal year 1976, hearings before subcommit- 
tee, 94th Congress, Ist session. 

07196 pt.l. Justifications. 1975. vi+655 p.il. 4° + @lItem 1033 
Y 4.Ap 6/2:St 2/976/pt.l 
07197 Foreign assistance and related programs appropriations for fiscal year 
1976, ACTION, Agency for International Development, Civil Service 
Commission, Department of Defense, Department of Health, Educa- 
tion, and Welfare, Department of State, Department of Treasury, 
Export-Import Bank of United States, General Accounting Office, 
Inter-American Foundation, nondepartmental witnesses, hearings be- 
fore subcommittee, 94th Congress, Ist session. 1975. ii+1518+xxi p. 


+ @lItem 1033 
Y 4.Ap 6/2:F 76/7/976 


International Criminal Police Organization, INTERPOL, review of 
United States participation in INTERPOL, hearing, 94th Congress, 
Ist session. 1975. iii+lI7 p.il. + @Item 1033 

Y 4.Ap 6/2:In 8/3/976 


Public works for water and power development and energy research 
appropriations for fiscal year 1976, hearings before subcommittee, 
94th Congress, Ist session, on H.R.8122. 


pt.4. Appalachian Regional Commission, Federal Power Commission, Nuclear Regulatory 
Commission, Tennessee Valley Authority. 1975. ii+ 3219-3925+vii p. + @ltem 1033 
Y 4.Ap 6/2:P 96/3/976/pt.4 


Armed Services Committee, Senate Washington, DC 20510 


07200 Activities related to resettlement of refugees in Somalia, report of 
Dewey F. Bartlett ; Sept. 2, 1975. 1975. iii+5 p. (Committee print, 
94th Congress, Ist session.) # 

Y 4.Ar 5/3:So 5/2 


07201 Emergency marine fisheries protection act of 1975, hearing, 94th Con- 
gress, Ist session, on S.96l1, Nov. 19, 1975. 1975. iii+228 p.il. + 


@ltem 1034 
Y 4.Ar 5/3:M 33/3 


National Security Council membership for Secretary of Treasury, hear- 
ing, 94th Congress, Ist session, on S.2350 , Sept. 26, 1975. 1975. 


ii+7 p. + @lItem 1034 
Y 4.Ar 5/3:N 21 s/5 


07203 Navy Department, F-14/Grumman financing, hearing before Subcommit- 
tee on Tactical Air Power, 93d Congress, 2d session, July 24, 1974. 


1974. iii+52 p. + @ltem i034 
Y 4.Ar 5/3:N 22/10 


07204 Nomination of Brown and Jones, hearing, 93d Congress, 2d session, 
on nomination of George S. Brown for appointment as Chairman 
of Joint Chiefs of Staff for term of 2 years, and David C. Jones 
to be appointed as Chief of Staff, U.S. Air Force for period of 
4 years, June 3, 1974. 1974. ii+28 p. + @lItem 1034 

Y 4.Ar 5/3:B 81 
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0720s Nomination of Richard A. Wiley, hearing, 94th Congress, Ist session, 

on nomination of Richard A. Wiley, of Massachusetts, to be General 

Counsel of Department of Defense, vice Martin R. Hoffman, 
elevated, Dec. 10, 1975. 1975. ii+5 p. + @Item 1034 

Y 4.Ar 5/3:W 64/2 


07206 Reserve call-up, hearing before Subcommittee on Manpower and Per- 
sonnel, 94th Congress, Ist session, on S.2115, July 30, 1975. 1975. 


ii+35 p. + @lItem 1034 
Y 4.Ar 5$/3:R 31/21 


Banking, Housing, and Urban Affairs Committee, Senate Washington, 
DC 20510 


07207 Assessment of impact of NOW accounts in Massachusetts and New 
Hampshire, hearings before Subcommittee on Financial Institutions, 
94th Congress, Ist session, Sept. Il [and] 12, 1975. 1975. iv+283 p.il. 
oe held in Worcester, Mass. and Concord, N.H.] + @lItem 


Y 4.B 22/3:Ac 2 


07208 Condominium consumer protection act of 1975, hearings, 94th Congress, 
Ist session, on S.2273, Oct. 6-8, 1975. 1975. iv+485 p.il. * Paper, 

$4.15. @lItem 1035 
Y 4.B 22/3:C 75/2 


07209 Federal reserve reform and audit, hearings, 94th Congress, Ist session, 
on S.2285 [and] S.2509, Oct. 20-Nov. 17, 1975. 1976. iii+140 p. + 


@ltem 1035 
Y 4.B 22/3:F 31/Sl 


07210 Nomination of William D. Eberle, hearing, 93d Congress, 2d session, 
on nomination of William D. Eberle to be Executive Director of 
Council on International Economic Policy, July 17, 1974. 1974. ii+14 


p. + @lItem 1035 
Y 4.B 22/3:Eb 3 


07211 Oversight on Real estate settlement procedures act of 1974, hearings, 
94th Congress, Ist session, on S.2327 and S.2349, Sept. 15-I7, 1975. 

1975. iv+347 p.il. * Paper, $3.05. @lItem 1035 
Y 4.B 22/3:R 22 


Budget Committee, Senate Washington, DC 20510 
07212 Congressional Budget Office oversight, hearing, 94th Congress, Ist ses- 


sion, Oct. 6, 1975. 1975. iii+93 p. + @Item 1035-A 
Y 4.B 85/2:C 76 


07213 Economic impact of Federal budget, hearing, 94th Congress, Ist session, 
Feb. 14, 1975. 1975. v+26l p.il. [Hearing held in Salt Lake City, Utah.] 


+ @lItem 1035-A 
Y 4.B 85/2:Ec 7/2 


07214 Economy and fiscal policy, 1974, hearings, 93d Congress, 2d session, 
Dec. II-19, 1974. 1975. vi+389 p.il. + @Item 1035-A 
Y 4.B 85/2:Ec 7/974 


0721s Federal budget and inflation, hearings, 93d Congress, 2d session, Aug. 
14-22, 1974. 1974. v+363 p.il. + @Item 1035-A 
Y 4.B 85/2:In 3/2 
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07216 Federal budget and its problems, hearing, 94th Congress, Ist session, 
Apr. 6, 1975. 1975. iii+109 p.il. [Hearing held in Albuquerque, N.Mex.] 

+ @lItem 1035-A 
Y 4.B 85/2:F 31 


07217 Second concurrent resolution on budget, fiscal year 1976, hearing, v.2, 
94th Congress, Ist session, Oct. 21, 1975. 1975. iii+58 p. + @Item 


1035-A 
Y 4.B 85/2:C 74/976-2/v.2 


07218 Seminar, economic and budget outlook, 1976-80; July 15, 1975. 1975. 
iii+36 p.il. (Committee print, 94th Congress, Ist session.) + 
Y 4.B 85/2:Se 5/2/976-80 


Commerce Committee, Senate Washington, DC 20510 


[Committee publication] serial, 93d Congress. 


07219 63. Consumer energy act of 1974, hearings, pt. 4, 93d Congress, 2d session, on 
S.Con.Res.31 [and other bills], Apr. 22 and 23, 1974. 1974. iii+1355-1693 p.il. * Paper, 
1 


$2.60. @ltem 104 
Y 4.C 73/2:93-63/pt.4 
. Replacement rail terminal for Union Station, hearing before Surface Transportation 
Subcommittee, 93d Congress, 2d session, Apr. |, 1974. 1974. iii+49 p.il. + @lItem 


1041 
Y 4.C 73/2:93-88 
. Maritime authorizations, hearings before Subcommittee on Merchant Marine, 93d 
Congress, 2d session, on H.R.12925 [and] S.3319, Apr. ll and May 16, 1974. 1974. 
iii+69 p.il. + @ltem 1041 
Y 4.C 73/2:93-92 


. Amend Intercoastal shipping act, 1933, hearing before Subcommittee on Merchant 
Marine, 93d Congress , 2d session, on S.3173, Aug. 9, 1974. 1974. iii+44 p. + 


@ltem 104! 
Y 4.C 73/2:93-101 
. Non-national-flag ocean shipping rates, hearings before Subcommittee on Merchant 
Marine, 93d Congress, 2d session, on S.2576, Dec. 6, 1973, and Nov. 25, 1974. 
1974. iii+86 p. + @Item 104) 
Y 4.C 73/2:93-112 


. Electrical energy conservation act, hearing before Subcommittee on Environment, 
93d Congress, 2d session, on S.2532, June 17, 1974. 1974. iii+153 p.il. + @lItem 


1041 
Y 4.C 73/2:93-117 


{Committee publication] serial, 94th Congress. 


4. Natural gas production and conservation act of 1975, hearings, 94th Congress, Ist 
session, on committee print to regulate commerce to assure increased supplies of 
natural gas at reasonable prices for consumer, and for other purposes, May. 17 


and 18, 1975. 1975. v+458 p. + @lItem 1041 
Y 4.C 73/2:94-4 


. Motor vehicle information and cost savings act oversight, hearings before Subcommit- 
tee for Consumers, 94th Congress, Ist session, Mar. 7-20, 1975. 1975. iv+276 p.il. 


+ @ltem 1041 
Y 4.C 73/2:94-13 
. Proposed reductions in export promotion budget and changes in fees for Commerce 
Department services, hearings before Subcommittee on Foreign Commerce and Tour- 
ism, 94th Congress, Ist session, Apr. 28 and 29, 1975. 1975. iv+130 p. + @lItem 


1041 
Y 4.C 73/2:94-18 
. Railroads, 1975, hearing, pt.3 before Surface Transportation Subcommittee, 94th Con- 
ee Ist session , on legislation relating to rail passenger service, July 25, 1975. 
75. iii+ 851-948 p.il. + @ltem 104 
Y 4.C 73/2:94-31/pt.3 


. Marine protection, research, and sanctuaries act of 1972, hearing before Subcommittee 
on Oceans and Atmosphere, 94th Congress, Ist session, May 20, 1975. 1975. iii+79 


p.il. + @ltem 1041 
Y 4.C 73/2:94-32 
. Nominations, June, July, hearings 94th Congress, Ist session, on nominations of 
W. Allan Wallis, Virginia Bauer Duncan, Robert S. Benjamin, Amos B. Hostetter, 
jr., Lucius Perry Gregg, jr., Lillie E. Herndon, Donald E. Santarelli, Corporation 
for Public Broadcasting, John Hart Ely, Department of Transportation, David A. 
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Lucht, Nation al Fire Prevention and Control Administration, James A. Baker, III, 
Department of Commerce, Asaph H. Hall, Federal Railroad Administration, Howard 
D. Tipton, National Fire Prevention and Control Administration, John H. Holloman, 
Ill, Federal Power Commission, Travis Edwin Reed, Department of Commerce, 
June I7-July 30, 1975. 1975. v+190 p. + @lItem 1041 

Y 4.C 73/2:94-41 


. Nomination, October, hearing, 94th Congress, Ist session, on nomination of Isabel 
Burgess, to be Member of National Transportation Safety Board, Oct. 3, 1975. 
1975. ii+Sl p. + @lItem 1041 

Y 4.C 73/2:94-45 


District of Columbia Committee, Senate Washington, DC 20510 


07232 Campaign Finance Director nomination, hearing, 93d Congress, 2d ses- 
sion, on nomination of Carl H. McIntyre to be Director of Campaign 
Finance for District of Columbia pursuant to provisions of sec. 30 
(a) of Public law 376, 93d Congress, approved Aug. 14, 1974, Oct. 
8, 1974. 1974. iii+22 p. + @Item 1036 

Y 4.D 63/2:C IS 


07233 Regulation of political campaigns, hearing, 93d Congress, 2d session, 
on S.3264, June 13, 1974. 1974. iv+197 p. + @lItem 1036 
Y 4.D 63/2:C 15/2 


Finance Committee, Senate Washington, DC 20510 


07234 Background materials relating to United States-Soviet Union commercial 
agreements; Apr. 2, 1974. 1974. iv+100 p. (Committee print, 93d Con- 
gress, 2d session.) * Paper, $1.05. 

Y 4.F 49:So 8 


07235 Nomination of Forrest David Mathews, hearing, 94th Congress, Ist 
session, on nomination of Forrest David Mathews, nominee to be 
Secretary of Health, Education, and Welfare, July 15, 1975. 1975. 
iii+29 p. + @Item 1038 

Y 4.F 49:M 42 


07236 Protecting ability of United States to trade abroad, hearing before Sub- 
committee on International Trade, 94th Congress, Ist session, on 


S.Res.265, Oct. 6, 1975. 1975. iii+71 p. + @Item 1038 
Y 4.F 49:T 67/34 


07237 Report of Panel on Social Security Financing pursuant to S.Res.350, 
d Congress; Feb. 1975. 1975. v+31 p.il. (Committee print, 94th Con- 


gress, Ist session.) * Paper, 50c. 
Y 4.F 49:So 1/40 


07238 Small business tax reform, joint hearings, pt. 2, see Select Committee 
on Small Business, Senate. 

07239 Summary of Senate amendments to H.R.10710, Trade act of 1974, con- 
ference committee print, see Ways and Means Committee, House. 

07240 Tables and statistical material on U.S. balance of trade and balance 
of payments; Dec. 1974. 1974. iii+38 p. (Committee print, 93d Con- 
gress, 2d session.) * Paper, 5Sc. 

Y 4.F 49:T 67/29 


07241 Trade act of 1974, summary of provisions of H.R.10710, prepared by 
staffs of Committee on Finance, Senate, and Committee on Ways 
and Means, House; Dec. 30, 1974. 1974. iv+25 p. (Committee print, 
93d Congress, 2d session.) * Paper, 45c. 

Y 4.F 49:T 67/30 
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Foreign Relations Committee, Senate Washington, DC 20510 


07242 Briefings on Diego Garcia and patrol frigate, hearings, 93d Congress, 
2d session, with Elmo R. Zumwalt, jr., U.S. Navy, Chief of Naval 
Operations, Apr. ll, 1974. 1974. iii+47 p.il. [Executive hearings made 
public Nov. 22 , 1974.] + @lItem 1039 

Y 4.F 76/2:D 56/2 


07243 Early warning sytem in Sinai, hearings, Oct. 6 and 7, 1975, Erratum 


sheet. 1975.1 p. + @Item 1039 
Y 4.F 76/2:Si 6/errata 


07244 Greece and Cyprus, 1975, report, by Claiborne Pell ; Nov. 1975. 1975. 
viit+lS p. (Committee print, 94th Congress, Ist session.) + @lItem 


1039 
Y 4.F 76/2:G 81/3 


07245 Interparliamentary Union Conference, Tokyo, Japan, report of United 
States delegation to fall meeting of Interparliamentary Union, held, 
Tokyo, Japan, Oct. 2-ll, 1974, pursuant to law, (22 U.S.C. 276, as 
amended); Dec. 1, 1974. 1974. v+33 p. (Committee print, 93d Congress, 


2d session.) + 
Y 4.F 76/2:In 8/31/974-2 


07246 19th meeting of North Atlantic Assembly, report of United States 
delegation to 19th meeting of members of parliaments from Morth 
Atlantic Assembly countries held Ankara-Istanbul, Oct. 21-30, 1973, 
pursuant to Public law 689, 84th Congress; Nov. 4, 1974. 1974. ii+lll 
p. (Committee print, 93d Congress, 2d session.) + 

Y 4.F 76/2:N 81 a/5/974 


07247 U.S. participation in African Development Fund, hearing, 93d Congress, 


2d session, on S.2354, June 27, 1974. 1974. iii+66 p. + @lItem 1039 
Y 4.F 76/2:Af 8/6 


07248 U.S. trade and investment in Soviet Union and Eastern Europe, role 
of multinational corporations, staff report prepared for use of Sub- 
committee on Multinational Corporations; Dec. 1974. 1974. vii+43 p. 
(Committee print, 93d Congress, 2d session.) + 

Y 4.F 76/2:M 91/2 


Government Operations Committee, Senate Washington, DC 20510 


07249 Congressional budget and impoundment control act of 1974, Public law 
93-344, legislative history, S.1S4l-H.R.7130; Dec. 1974. 1974. xxi+2ill 


p. (Committee print, 93d Congress, 2d session.) + 
Y 4.G 74/6:B 85/8 


07280 Corporate ownership and control, prepared by Subcommittee on Re- 
ports, Accounting, and Management; Nov. 1975. 1975. xv+586 p. 
(Committee print, 94th Congress, Ist session.) * Paper, $4.95. 


@ltem 1037 
Y 4.G 74/6:C 81/3 


07251 Efficiency and effectiveness of pt. B section of medicare program, 
hearing before Subcommittee on Federal Spending Practices, Efficien- 
cy, and n Government, 94th Congress, Ist session, June 13, 1975. 
1975. iii+97 p. + @lItem 1037 
Y 4.G 74/6:M 46/6 
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07252 Energy advisory committees, hearing before Subcommittee on Reports, 
Accounting, and Management, 94th Congress, Ist session, Aug. 1, 

1975. 1975. v+401 p. * Paper, $3.55. @lItem 1037 
Y 4.G 74/6:En 2/ll 


07253 Federal energy enforcement activities, hearing before Permanent Sub- 
committee on Investigations, 94th Congress, Ist session, Apr. 10, 1975. 

1975. iii+6l p. + @Item 1037 
Y 4.G 74/6:En 2/10 


07254 Inventory of economic relations between United States and OPEC coun- 
tries, hearing, 94th Congress, Ist session, on S.1989, July 25, 1975. 

1975. iii+40 p. + @Item 1037 
Y 4.G 74/6:Ec 7/2 


Materials shortages, hearings before Permanent Subcommittee on In- 
vestigations, 93d Congress, 2d session, pursuant to sec.4, S.Res.269, 
93d Congress. 

07255 pt.3. Paper and aluminum, Dec. Il and 17, 1974. 1975. iii+375-509 p. * Paper, $1.60. 
@ltem 1037 
Y 4.G 74/6:M 41/5/pt.3 
07256 Transfer of technology to Soviet Union and Eastern Europe, hearing 
before Permanent Subcommittee on Investigations, 93d Congress, 2d 
session, July 19, 1974. 1975. iii+57 p.il. + @ltem 1037 
Y 4.G 74/6:So 8/7 


07257 United States agreements for cooperation in atomic energy, analysis, 
by [ Warren H. Donnelly and Barbara L. Rather ] Congressional 
Research Service, Library of Congress; Jan. 1976. 1976. [208] p. 
(Committee print, 94th Congress, 2d session.) * Paper, $2.50. 


@ltem 1037 
Y 4.G 74/6:At 7 


Governmental Operations with Respect to Intelligence Activities, Select 
Committee to Study, Senate Washington, DC 20510 


07258 Covert action in Chile, 1963-73, staff report. 1975. v+62 p. (Committee 
print, 94th Congress, Ist session.) * Paper, 80c. @Item 1009 
Y 4.In 8/17:C 43/963-73 


Interior and Insular Affairs Committee, Senate Washington, DC 20510 
07259 Administration of Johnson-O’Malley act, hearing before Subcommittee 
on Indian Affairs, 93d Congress, 2d session, Dec. ll, 1974. 1975. iv+122 
p.il. + @lItem 1040 
Y 4.In 8/13:J 63 


07260 Coal slurry pipelines, hearing before Subcommittee on Minerals, Materi- 
als, and Fuels, 93d Congress, 2d session , June Il, 1974. 1974. iv+242 


p.il. + @Item 1040 
Y 4.In 8/13:C 63/9 


[Committee publication] serial, 94th Congress. 
07261 19. Highlights of energy legislation in 94th Congress, through June 30, 1975, background 


paper, [compiled by Frances Gulick ] Congressional Research Service, pursuant 
to S.Res.45, National fuels and energy study. 1975. vii+98 p. Committee print, 94th 
t ion.) + 


Is 
Y 4.In 8/13:94-19 
07262 21. Study of relationships between Government and petroleum industry in selected foreign 
countries, Federal Republic of Germany, prepared by [ Edward Lampson ] Congres- 
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sional Research Service, pursuant to S.Res.45, National fuels and energy policy 
study. 1975. vii+99 p. (Committee print, 94th Congress, Ist session.) + 
Y 4.1n 8/13:94-21 


07263 Current developments in deep seabed mining, hearing, pt.1, before Sub- 
committee on Minerals, Materials, and Fuels, 94th Congress, Ist ses- 
sion, on briefing by ocean mining industry, Nov. 7, 1975. 1975. iii+249 


p.il. + @lItem 1040 
Y 4.In 8/13:M 66/44/pt.l 


07264 Indiana Dunes National Lakeshore, hearing before Subcommittee on 
Parks and Recreation, 93d Co ss, 2d session, on S.820, Sept. 

30, 1974. 1975. iv+298 p.il. + @lItem 1040 
Y 4.In 8/13:In 2/34 


07265 Interior nomination, hearing, 93d Congress, 2d session, on nomination 
of Jack W. Carlson to be Assistant Secretary of Interior for Energy 

and Minerals, Aug. 5, 1974. 1974. iii+27 p. + @lItem 1040 
Y 4.In 8/13:N 72/974-3 


07266 Kaiser Ridge Wilderness study, hearing before Subcommittee on En- 
vironment and Land Resources, 94th Congress, Ist session, on S.75, 

Sept. 30, 1975. 1975. iii+351 p.il. 8 maps + @lItem 1040 
Y 4.In 8/13:K 12 


07267 Land and water conservation fund, historic preservation, hearing before 

Subcommittee on Parks and Recreation, 93d Congress, 2d session, 

on S.3413, S.3806, S.3839, S.3865, [and] S.3866, Aug. 2, 1974. 1974. 
iii+104 p.+ @lItem 1040 

Y 4.In 8/13:L 22/12 


07268 National Energy Production Board, hearings, pt. 2, 94th Congress, Ist 
session, on S.740, July 14 and 21, 1975. 1975. iv+333-817 p.il. + 


@ltem 1040 
Y 4.In 8/13:En 2/12/pt.2 


07269 Operation and maintenance of existing reclamation projects, hearing 
before Subcommittee on Water and Power Resources, 93d Congress, 
2d session, on S.1119, S.2779, [and] S.3529, June 18, 1974. 1974. iii+18 


p.il. +  @lItem 1040 
Y 4.In 8/13:R 24/13 


07270 Oversight on Wilderness act of 1964, hearing, 93d Congress, 2d session, 
Oct. 9, 1974. 1975. iii+77 p. 1 pl. + @Item 1040 
Y 4.In 8/13:W 64/10 


07271 Proposed wilderness areas, hearing before Subcommittee on Public 
Lands, 93d Co ss, 2d session, on S.29 [and other bills}, Mar. 

19, 1974. 1974. iv+345 p.il. 19 maps + @lItem 1040 
Y 4.In 8/13:W 64/9/974 


07272 Proposed wilderness areas, hearing before Subcommittee on Environ- 
ment and Land Resources, 94th Congress, Ist session, on S.74, S.226, 
$.392, [and] S.1391, May 20, 1975. 1975. iv+162 p.il.4 maps + 


@ltem 1040 
Y 4.In 8/13:W 64/ll 


07273 Puerto Rican compact, hearing, 94th Congress, Ist session, on compact 
of permanent union between Puerto Rico and United States, Dec. 


3, 1975. 1975. iti+162 p. + @Item 1040 
Y 4.In 8/13:P 96/17 
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07274 Secondary and tertiary recovery of oil and natural gas, hearing before 
Subcommittee on Energy Research and Water Resources, 94th Con- 
gress, Ist session, on petroleum and natural gas program proposed 
oy Energy Research and Development Administration for fiscal year 
1976, Apr. 25, 1975. 1975. iti+60 pil. + @lItem 1040 

Y 4.In 8/13:0i 5/10 


07275 Status report on Law of Sea Conference, hearing, pt. 4, before Subcom- 
mittee on Minerals, Materials, and Fuels, 94th Congress, Ist session, 

Oct. 29, 1975. 1975. iii+1423-1592 p. + @lItem 1040 
Y 4.In 8/13:Se 1/5/pt.4 


07276 To amend Wild and scenic rivers act, hearing, pt. 3, before Subcommit- 
tee on Public Lands, 93d Congress, 2d session, on S. 30, S.449, 

[and] S. 2319, May ll, 1974. 1974. vi+22-491 p.il. + @lItem 1040 
Y 4.In 8/13:R 52/3/974/pt.3 


07277 To amend Wild and scenic rivers act, hearing before Subcommittee 
on Environment and Land Resources, 94th Congress, Ist session, 
on S. 10 [and] S. 1004, July 9, 1975. 1975. iii+39 p.2 maps + 


@ltem 1040 
Y 4.In 8/13:R 52/3/975 


07278 Waiver of 60-day notice period on Trans-Alaska pipeline authorization 
act, hearing, 93d Congress, 2d session, Sept. 13, 1974. 1975. iii+37 


p. + @lItem 1040 
Y 4.In 8/13:T 68/3 


07279 Will family farm survive in America: pt. 1, Federal reclamation policy, 
Westlands Water District, joint hearings, see, Small Business, Select 
Committee on, Senate. 


Judiciary Committee, Senate Washington, DC 20510 


07280 Flag code revision, hearing before Subcommittee on Federal Charters, 
Holidays, and Celebrations, 93d Congress, 2d session, on S. 340 
and S. J. Res. 91, June 7, 1974. 1975. iii+69 p. * Paper, 85c. @Item 


1042 
Y 4.J 89/2:F 59 


07281 Improving legal representation for older Americans, joint hearing, see 
Special Committee on Aging, Senate. 


07282 Kentucky judgeships, hearing before Subcommittee on Improvements 
in Judicial Machinery, 93d Congress, 2d session, on S 3171, Mar. 

21, 1974. 1974. iii+42 p. + @Item 1042 
Y 4.J 89/2:3 89/25 


07283 Nomination of Earl J. Silbert to be United States Attorney, hearings, 
94th Congress, Ist session, May 20, 1975. 1975. iii+278 p. + @lItem 


1042 
Y 4.J 89/2:Si 3 


07284 Nomination of Earl J. Silbert to be United States Attorney, hearings, 
pt. 2, 93d Congress, 2d session, on nomination of Earl J. Silbert 
of District of Columbia to be United States Attorney for District 
of Columbia, June 18-26, 1974. 1974. iv+299-556 p. + @Item 1042 

Y 4.J 89/2:Si 3/pt.2 


07285 Oversight of Civil Aeronautics Board practices and procedures, 
hearings, v.3, before Subcommittee on Administrative Practice and 
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Procedure, 94th Co ss, Ist session, Feb. 6-Mar. 21, 1975. 1975. 


xvi+1693-2284n, 2285-2478 p.il. + @lItem 1042 
Y 4.J 89/2:C 49/19/v.3 


Terroristic activity, hearings before Subcommittee to Investigate Ad- 
ministration of Internal Security Acts and Other Internal Security 
Laws, 94th Congress, Ist session. 


07286 pt.7. Terrorist bombings and law enforcement intelligence, Oct. 23, 1975. 1975. iii+497- 
605+ix p.il. * Paper, $1.90. @lItem 1042 
Y 4.5 89/2:T 27/4/pt.7/  * 


Labor and Public Welfare Committee, Senate Washington, DC 20510 


07287 Adoption and foster care, 1975, hearings before Subcommittee on Chil- 
dren and Youth, 94th Congress, Ist session , baby selling [and] adop- 
tion of children with special needs Apr. 28-July 18, 1975. 1975. viii+979 


p.il. +  @ltem 1043 
Y 4.L l/2:F 81/2/975 


07288 Cosmetic safety amdts., 1975, hearing before Subcommittee on Health, 
94th Congress, Ist session, on S. 1681, June 12, 1975. 1975. iv+246 


p.il. + @lItem 1043 
Y 4.L ll/2:C 82/2/975 


07289 Employee retirement income security act, 1974, Public law 93-406, H.R. 

2, text of public law, statement on part of managers, and summary 

of legislation, prepared by Subcommittee on Labor; Nov. 1974. 1974. 
viii+370 p. (Committee print, 93d Congress, 2d session.) + 

Y 4.L Il/2:R 31/9 


07290 Examination of pharmaceutical industry, 1973-74, hearings, pt. 1, before 


Subcommittee on Health, 93d Congress, Ist and 2d sessions, on S. 
3441 and S. 966, Dec. 18 and 19, 1973. 1973. iv+384 p.il. * Paper, 


$2.85. @lItem 1043 
Y 4.L l/2:P 49/973-74/pt.1 


07291 Examination of pharmaceutical industry, 1973-74, hearings, pt. 2, before 
Subcommittee on Health, 93d Congress, Ist and 2d sessions, S. 3441 
and S. 966, Feb. | and 25, 1974. 1974. iv+385-717 p.il. * Paper, $3.05 


@ltem 1043 
Y 4.L ll/2:P 49/973-74/pt.2 


07292 Federal employees’ compensation act, as amended, including changes 
made by Public law 93-416, approved Sept. 7 , 1974, prepared by 
Subcommittee on Labor; Oct. 1974. 1974. iii+40 p. (Committee print, 
93d Congress, 2d session.) + 

Y 4.L Il/2:C 73/8 


07293 Higher education legislation, 1975, hearings, pt. 1, before Subcommi‘tee 
on Education, 94th Congress, Ist session, on oversight and informa- 
tion concerning student assistance under Higher education act, June 
10-July 17 , 1975. 1975. viii+1-891 p.il. + @Item 1043 

Y 4.L Il/2:Ed 8/33/975/pt.1 


07294 Higher education legislation, 1975, hearings pt. 2, before Subcommittee 
on Education, 94th Congress, Ist session, on oversight and informa- 
tion concerning student assistance under Higher education act, July 
21-30, 1975. 1975. ix+893-1844 p.il. + @Item 1043 

Y 4.L Il/2:Ed 8/33/975/pt.2 
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0729s Implementing comprehensive manpower legislation, 1974, case studies 
of selected manpower programs prepared for Subcommittee on Em- 
ployment, Poverty, and Migratory Labor; Dec. 1974. 1974. ix+886+[3] 
p.il. (Committee print, 93d Congress, 2d session.) + 
Y 4.L Il/2:M 31/18/974 
07296 Legislative history of coverage of nonprofit hospitals under National 
labor relations act, 1974, Public law 93-360, S. 3203, prepared by 
Subcommittee on Labor; Nov. 1974. 1974. v+467 p. (Committee print, 

93d Congress, 2d session.) + 
Y 4.L ll/2:H 79/4/974 


07297 Nomination, hearing, 94th Congress, Ist session, on Robert O. Aders, 
of Cincinnati, to be Under Secretary of Labor, July 29, 1975. 1975. 


ii+6 p. + @Item 1043 
Y 4.L l/2:N 72/5/975-3 


07298 Nomination, hearing, 94th Congress, Ist session, on Betty Southard 
Murphy, of Virginia, to be member of National Labor Relations 
Board, Jan. 29, 1975. 1975. ii+21 p. + @Item 1043 

Y 4.L Il/2:N 72/5/975-4 


07299 Occupational safety and health act review, 1974, hearings, App., before 
Subcommittee on Labor, 93d Congress, 2d session, Nov. 1974. 1974. 
iii+134 p.il. + @Item 1043 

Y 4.L Il/2:Oc l/app. 


07300 Proceedings of White House Science Advisory Conference, 1975, Spe- 
cial Subcommittee on National Science Foundation; July 1975. 1975. 
te p. (Committee print, 94th Congress, Ist session.) + @Item 


043 
Y 4.L Il/2:W 58/5/975 


07301 Questions and answers of new Railroad retirement act, 1974; Nov. 1974. 


1974. ii+13 p. (Committee print, 93d Congress, 2d session.) + 
Y 4.L Il/2:R 13/21 


Nutrition and Human Needs, Select Committee on, Senate Washington, 
DC 20510 


07302 Food stamp legislative alternatives, 94th Congress, Ist session; Nov. 
1975. 1975. iv+152 p. (Committee print, 94th Congress, Ist session.) 

* Paper, $1.65. @Item 1009 
Y 4.N 95:F 73/1 


National nutrition policy study, 1974, hearings, 93d Congress, 2d ses- 
sion. 


07303 pt.4 A. Appendix to Nutrition and food availability, June 20, 1974. 1974. v+1693-1953 


p.il. (Series 74/NNP-4 A.) * Paper, $2.55. @lItem 1009 
Y 4.N 95:N 95/19/974/pt.4 A 


1975 food price study. 


07304 pt.4. Economic organization of milling and bread industry; Dec. 1975. 1975. v+145 p.il. 
(Committee print, 94th Congress, Ist session.) + @Item 1009 


Y 4.N 95:F 73/13/975/pt.4 

07305 Nutrition and health, with evaluation of nutritional surveillance in 

United States; Dec. 1975. 1975. x+257 p.il. (Committee print, 94th 
Congress, Ist session.) * Paper, $2.45. Item 1009 

Y 4.N 95:N 95/23 
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Post Office and Civil Service Committee, Senate Washington, DC 20510 


07306 Congressional franking reform, compilation of legislative history, Public 
law 93-191, effective Dec. 18, 1973; Apr. 1974. 1974. v+I76 p. 
(Committee print, 93d Congress, 2d session.) + 


Y 4.P 84/l:F 85/2 


07307 Documentary background to Federal employees’ political activities act 
of 1975; Nov. 1975. 1975. v+242 p. (Committee print, 94th Congress, 


Ist session.) + 
Y 4.P 84/ll:F 31/2 


Effects of Indian preference on employees of Indian agencies, hearings, 
before Subcommittee on Compensation and Employement Benefits, 
94th Congress, Ist session, on S.509 and S.771, June 18 and 19, 1975. 


1975. iv+253 p. + 
Y 4.P 84/ll:In 2 


Federal employees’ political activities, hearings, 94th Congress, Ist ses- 
sion, on S.372 and H.R.8617, Nov. 5 and 6, 1975. 1975. v+4l6 p.il. 


+ @Item 1044 
Y 4.P 84/l:F 31/3 


Public Works Committee, Senate Washington, DC 20510 


[Committee publication] serial, 93d Congress. 


H 59. Lease renewals and alterations, Nassif Parking Garage, hearing before Subcommit- 
tee on Buildings and Grounds, 93d Congress, 2d session, Nov. 26 and Dec. 19, 
1974. 1974. iv+192 p.il. + @Item 1045 

Y 4.P 96/10:93-H 59 

23. Legislative history of Noise control act of 1972, together with section-by-section 
index prepared by Science Policy Research Division of Congressional Research Ser- 
vice of Library of Congress; July 1974. 1974. v+680 p.il. (Committee print, 93d 
Congress, 2d session.) + 

Y 4.P 96/10:93-23 

25. Overview inquiry of Office of Research and Development of Environmental Protection 
Agency, report prepared by staff of Environmental Pollution Subcommittee at request 
of Joseph M. Montoya; Sept. 1974. 1974. v+71 p.il. (Committee print, 93d Congress, 


2d session.) + 
Y 4.P 96/10:93-25 





[Committee publication] serial, 94th Congress. 


07313 H 26. Amending Watershed protection and flood prevention act, hearing before Subcom- 
mittee on Water Resources, 94th Congress, Ist session, on S.1224, Oct. 3, 1975. 

1975. iv+265 p.il. + @lItem 1045 
Y 4.P 96/10:94-H 26 


07314 Will family farm survive in America: pt.2, Impact of environmental 
regulations on small farms, joint hearings, see Select Committee on 
Small Business, Senate. 


Rules and Administration Committee, Senate Washington, DC 20510 


0731s American Folklife Center, hearing before Subcommittee on Library, 
93d Congress, 2d session, on S.1844, May 8, 1974. 1974. iii+ll0 p. 


+ @lItem 1046 
Y 4.R 86/2:F 71 


Small Business, Select Committee on, Senate Washington, DC 20510 


07316 Federal reporting and recordkeeping as it affects small businesses, hear- 
ing, 94th Congress, Ist session, Oct. 16, 1975. 1975. iii+85 p. [Hearings 

held in Baltimore, Md.] + @lItem 1049 
Y 4.Sm 1/2:R 24/2 
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07317 Impact of Federal estate and gift taxes on small businessmen and 
farmers, joint hearing before Select Committee on Small Business 
and Joint Economic Committee, 94th Congress, Ist session, Aug. 
26, 1975. 1975. iv+135 B {Hearing held in Minneapolis, Minn.] * 
Paper, $1.55. @lItem 104 

Y 4.Sm 1/2:T 19/10 


07318 Small business tax reform, joint hearings, pt. 2, before Select Commit- 
tee on Small Business and Subcommittee on Financial Markets of 
Committee on Finance, Senate, 94th Congress, Ist session, on study 
of business tax structure as it affects small business, Sept. 23-Nov.13, 


1975. 1975. vi+705-1614 p.il. + @Item 1049 
Y 4.Sm 1/2:T 19/8/975/pt.2 


07319 Social, economic, and physiological problems caused by industrial noise, 
hearings before Subcommittee on Government Regulation, 94th Con- 
gress, Ist session, July 23-25, 1975. 1975. iv+500 p.il. * Paper, $4.25. 


@ltem 1049 
Y 4.Sm 1/2:N 69 


Will family farm survive in America? joint hearings before Select 
Committee on Small Business and Committee on Interior and Insular 
Affairs, Senate, 94th Congress, Ist se<sion. 

07320 pt. |. Federal reclamation policy, Westlands Water District, July 17 and 22, 1975. 1975. 


iii+ 185 p. [Pages 183-185 left blank.) + @lItem 1049 
Y 4.Sm I/2:F 22/2/pt.l 


Will family farm survive in America? joint hearings before Select 
Committee on Small Business, Committee on Public Works, and Com- 
mittee on Agriculture and Forestry, Senate, 94th Congress, Ist ses- 
sion. 

pt. 2. Impact of environmental regulations on small farms. Oct. 21 and 22, 1975. 1975. 


iv+5SI7 pil. + @lItem 1049 
Y 4.Sm 1/2:F 22/2/pt.2 


Veterans’ Affairs Committee, Senate Washington, DC 20510 


07322 Annual report on exchange of medical information fiscal year 1975, 
submitted by Veterans’ Administration; Sept. 10, 1975. 1975. v+148 


p. (Senate committee print 20, 94th Congress, Ist session.) + 
Y 4.V 64/4:M 46/2/975 


07323 Annual report of sharing medical resources fiscal year 1975, submitted 
by Veterans’ Aministration; Sept. 10, 1975. 1975. v+43 p. (Senate 


committee print 19, 94th Congress, Ist session.) + 
Y 4.V 64/4:M 46/5/975 


07324 Education tuition assistance study, Nov. 1975, report prepared by 
Veterans’ Administration, pursuant to sec. 105 of Public law 93-508; 
Dec. 3, 1975. 1975. ii+[1]+vi+225 p.il. (Committee print 25, 94th Con- 
gress, Ist session.) * Paper, $2.25 @lItem 1046-A 
Y 4.V 64/4:Ed 8/2 


07325 Pending service-connected disability compensation and dependency and 
indemnity compensation legislation, hearing before Subcommittee on 
Compensation and Pensions, 93d Congress, 2d session, on S.3067, 
S.3072, $.2363 and related bills, Mar. 13, 1974. 1974. iv+353 p.il. 


+ @lItem 1046-A 
Y 4.V 64/4:D 63/6 
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07326 Special survey report on level of quality of patient care at Veterans’ 
Administration hospitals and clinics, directed by President on Mar. 
31, 1974, submitted to President on July 31, 1974. by Veterans’ Ad- 
ministration; Oct. 26, 1974. 1974. vi+523 p.il. (Committee print 38, 

93d Congress, 2d session.) * Paper, $4.45. 
Y 4.V 64/4:P 27 


COPYRIGHT OFFICE, Library of Congress Washington, DC 20559 


Catalog of copyright entries, 3d series, v.27. * Paper, $75.00 a yr. 
(including semiannual issues for pts. 1-14); $18.75 additional for foreign 
mailing. 

07327 pt.l4. Sound recordings, no.2, July-Dec. 1973. 1975. vii+{l]+250 p. 4° [ISSN 0094-3592.] 
* Paper, $10.00 a yr., add $2.50 for foreign mailing, semiannual issue, $5.00. @Item 
795 


L.C. card 6-35347 LC 3.6/5:v.27/pt.14/no.2 


DEFENSE CIVIL PREPAREDNESS AGENCY, Defense Dept. 
Washington, DC 20301 


Technical report TR (series). 


07328 39. Environmental protection, design for multiprotection. Dec. 1975. 8 p.il. 4° [Supersedes 
edition of Dec. 1974.] + @lItem 320-B-2 
D 14.9:39/2 


DEFENSE DEPARTMENT Washington, DC 20301 


DCAAM (series). (Defense Contract Audit Agency.) 


07329 7640.1. Defense contract audit manual [1975], Revision 78. Sept. 1975. [73] p. 4° 
[Additional cover title is Revision to Contract audit manual. Issued with perforations.] 
* Paper, $27.75 (basic and supplementary material for indefinite period); add $6.95 
for foreign mailing. @ltem 314-A 
D 1.46/2:7640.l/rev.78 
07330 Defense integrated data system (DIDS) procedures manual, Aug. 23, 
1973, Change 19. Aug. 13, 1974. [63] p. 4° (DoD 4100.39-M; Defense 
Supply Agency, Headquarters, Alexandria, Va.) [Issued with perfora- 
tions.] * Paper, 90c. @lItem 314-A 
D 7.6/4:D 26/ch.19 


07331 Defense integrated data system (DIDS) procedures manual, Aug. 23, 
1973, Change 20. Aug. 13, 1974. [15] p. 4° (DoD 4100.39-M; Defense 
Supply Agency, Headquarters, Alexandria, Va.) [Issued with perfora- 
tions.| # @lItem 314-A 

D 7.6/4:D 26/ch.20 


07332 Defense integrated data system (DIDS) procedures manual, Aug. 23, 
1973, Change 24. Oct. 8, 1974. [1006] p.il. 4° (DoD 4100.39-M; Defense 
Supply Agency, Headquarters, Alexandria, Va.) [Issued with perfora- 
tions.] * Paper, $9.65. @Item 314-A 

D 7.6/4:D 26/ch.24 


07333 Defense integrated data system (DIDS) procedures manual, Aug. 23, 
1973, Change 27. Oct. 8, 1974. [106] p.il. 4° (DoD 4100.39-M; Defense 
Supply Agency, Headquarters, Alexandria, Va.) [Issued with perfora- 
tions.} * Paper, $1.70. @lItem 314-A 

D 7.6/4:D 26/ch.27 


Defense Supply Agency handbook DSAH (series). 


07334 4215.1. Industrial plant equipment handbook: FSC 6625, Electrical and electronic properties 
measuring and testing instruments. Apr. 1975. cover title, iii+614 p. 4° ({Army Dept.) 
SB 708-6625-1; [Navy Dept.) NAVSUP Pub. 5543; [Air Force Dept.] AFM 78-2; 
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#Not Available for Sale or Distribution 





APRIL 1976 


(Marine Corps] MCO P4870.52C.) [Issued with perforations. Supersedes edition of 
Apr. 28, 1972 and Change |.) * Paper, $7.80. (S/N 008-007-02704-2). @lItem 314- 
A 

D 7.6/7:4215.1/5 


07335 4215.41. Industrial plant equipment handbook, FSC 3418, planers and shapers (includes 
shapers, formerly part of FSC 3419). Apr. 1975. cover title, iii+54 p. 4° ({Army 
Dept.] SB 708-3418-1; [Navy Dept.] NAVSUP pub. 5540; [Air Force Dept.] AFM 
78-37; (Marine Corps] MCO P4870.48B.) [Supersedes edition of Feb. 1, 1972. Issued 
with perforations.] * Paper, $1.20. @lItem 314-A 
D 7.6/7:4215.41/3 


Defense Supply Agency regulation DSAR (series). 


07336 4165.7. DSA fair housing assistance program. Dec. 30, 1974. [34] p. 4° [Issued with 
perforations. Supersedes DSAR 4165.7, June 16, 1969.) + @lItem P23 
D 7.6/6:4165.7 


Federal item identification guide FIIG (series). (Defense Supply Agen- 
cy, Defense Logistics Services Center, Battle Creek, Mich.) [Issued 
with perforations. ] 

A 005. Glass, figured, corrugated, plate, sheet, and spandrel, Sept. 30, 1966, Reprint. 
Aug. |, 1975. cover title, [44] p. 4° [Replaces edition of Sept. 30, 1966.] + (Price 
upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. 


@ltem 314-A 
D 7.6/4:G 46/rep. 
A 006 A. Electrical posts, splices, and terminals. Feb. 14, 1975. cover title, [147] p.il. 
4° [Supersedes FIIG A006.] + (Price upon application) DLSC-AP SA 1631, Federal 
Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:El 2/975 


A 008 A. Tires pneumatic and solid, Reprint July 26, 1974, Change 2. Dec. 5, 1975. 
[38] p. 4° + (Price upon application) DLSC-AP SA 1631, Federal Center, Battle 


Creek, MI 49016. @lItem 314-A 
D 7.6/4:T 51/973/rep./ch.2 


A 017 A. Fuses. May 2, 1975. cover title, [72] p.il. 4° [Supersedes FIIG A 017.] 
+ (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 


49016. @ltem 314-A 
D 7.6/4:F 98/3/975 


034. Jacks and plugs, Apr. 25, 1969, Reprint. July 19, 1974. cover title, [72] p.il. 
4° Replaces edition of Apr. 25, 1969.] + (Price upon application) DLSC-AP SA 
1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:3 13/rep. 


040. Rivets, rivet caps, and collars, Apr. 1, 1971, Reprint. Aug. 1, 1975. cover title, 
[124] p.il. 4° [Replaces edition of Apr. 1, 1971.] + (Price upon application) DLSC- 
AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 314-A 

D 7.6/4:R 52/rep. 


054. Fastening devices, Dec. 12, 1969, Change 4. Nov. 28, 1975. [75] p. 4° + (Price 
upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. 


@ltem 314-A 
D 7.6/4:F — 4 


082. Chains and wire rope, Mar Change 5. Nov. 7, 1975. [23] p. + 
(Price upon application) DLSC- AP “SA Peal, Federal Center, Battle Creek, MI ‘ou. 


@ltem 314-A 
D 7.6/4:C 34/ch.5 
084. Rings, wiping and sealing, Nov. 15, 1968, Change 4. Dec. 5, 1975. [16] p. 4° 
+ (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 
49016. @lItem 314-A 
D 7.6/4:R 47/ch.4 


094. Lampholders, Sept. 19, 1969, Reprint. Aug. 23, 1974. cover title, [74] p.il. 4° 
[Replaces edition of Sept. 19, 1969.) + (Price upon application) DLSC-AP SA 1631, 
Federal Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:L 19/2/rep. 


101. Electrical connector parts, May 29, 1970, Change 4. Dec. 19, 1975. [20] p. 4° 
+ (Price upon application) DLSC-AP SA 163}, Federal Center, Battle Creek, MI 


49016. @Item 314-A 
D 7.6/4:El 2/S/ch.4 
131. Metal bars, rods, wires, sheets, plates, and shapes, June ll, 1971, Change 7. 
Dec. 12, 1975. [40] p. 4° + (Price upon application) DLSC-AP SA 1631, Federal 
Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:M 56/3/ch.7 


A 155. Valves seats, Jan. 2, 1970, Reprint. Sept. 6, 1974. cover title, [71] p.il. 4° [Replaces 
edition of Jan. 2, 1970.] + (Price upon application) DLSC-AP SA 1631, Federal 
Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:V 24/S/rep. 
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A 155 A. Valve seats. Mar. 21, 1975. cover title, [71] p.il. 4° [Supersedes FIIG A 155.] 
+ (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 


49016. @ltem 314-A 
D 7.6/4:V 24/5/975 
A 158. Switches, RF transmission line and waveguide, July 12, 1974, Change |. Mar. 
14; 1975. [4] p.il. 4° + (Price upon application) DLSC-AP SA 1631, Federal Center, 
Battle Creek, PMI 49016. @lItem 314-A 
D 7.6/4:Sw 6/3/rep./ch.2 


A 176. Boxes, electrical components, Reprint Nov. l, Change 3. Nov. 21, 1975. 
[4] p. 4° + (Price upon application) DLSC-AP SA ‘ea Federal Center, Battle Creek, 


MI 49016. @Item 314-A 
D 7.6/4:B 69/2/ch.3 


A 209 A. Hose, pipe, and tube fittings, quick disconnect and self-sealing. Mar. 7, 1975. 
cover title, [87] p.il. 4° [Supersedes FIIG A 209.] + (Price upon application) 
DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 

A 7 ry H 79/2/975 

A 233. Flanges, pipe. Reprint Jan. 23, 1970. Apr. 1, 1975. cover title, [68] p 
[Replaces edition of Jan. 23, 1970.) + (Price upon application) ise. AP SA 1631, 
Federal Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:F 6l/rep. 


A by Pharmaceutical dosage forms liquids-semisolids. Mar. 14, 1975. cover title, [413] 
4° + (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, 

MI 49016. @ltem 314-A 
D 7.6/4:P 49/3 


T OOl. Test strips and color charts, Reprint Aug. 1S, 1975, Change |. Nov. 7, 1975. 
{IS} p. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal Center, 
Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:T 28/2/rep./975/ch.1 


T 085. Post, electrical-mechanical equipment, Dec. 13, 1974, Reprint. Aug. |, 1975. [48] 
p.il. 4° (INTERIM.) [This reprint replaces edition of Dec. 13, 1974.] + (Price upon 
application) DLSC-AP SA 1631 , Federal Center, Battle Creek, MI 49016. @Item 
314-A 


D 7.6/4:P 84/rep./975 
T 090. Pest control agents and disinfectants, Dec. 27, 1974, Change 2. Dec. 5, 1975. 
[25] p. 4° + (Price upon application) DLSC-AP SA 1631, Federal Center, Battle 


Creek, MI 49016. @Item 314-A 

D 7.6/4:P 43/rep./ch.2 

T 097. Miscellaneous waxes, oils, and fats, Apr. 25, 1975, Change 3. Dec. 12, 1975. 

{25} p. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal 
Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:W 36/2/rep./ch.3 


T 106. Tableware, Aug. 28, 1970, Reprint. May 2, 1975. cover title, [57] p. 4° (INTERIM.) 
(Replaces edition of Aug. 28, 1970.] + (Price upon application) DLSC-AP SA 163}, 
Federal Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:T l/rep. 


T 4. Plumbing, heating, and sanitation equipment, Mar. 5, 1971, Reprint. May 30, 1975. 
[105] p.il. 4° (INTERIM.) [Replaces edition of Mar. 5, 1971.] + (Price upon applica- 
tion) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:P 73/rep. 

T 121. Miscellaneous controls, Aug. 28, 1970, aoe. June 21, 1974. cover title, [61] 

il. 4° (INTERIM.) [Replaces edition of Aug. 28, 1970.) + (Price upon application) 
LSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 314-A 
D 7.6/4:M 68/rep. 

T 121. Miscellaneous controls, June 21, 1974, Reprint. Oct. 24, 1975. [67] p.il. 4° 
(INTERIM.) [Replaces edition of June 21, 1974.] + (Price upon application) DLSC- 
AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 314-A 

D 7.6/4:M 68/rep./975 

T 133. Medical and surgical instruments, equipment, and , ~~ June 25, 1971, Reprint. 
May 2, 1975. cover title, [456] p.il. 4° (INTERIM.) [Replaces edition of June 25, 
1971.] + (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, 


MI 49016. @lItem 314-A 
D 7.6/4:M 46/S/rep. 


T 148. Grenades, Aug. 28, 1970, Change 4. May 2, 1975. [4] p. 4° (INTERIM.) + 
(Price upon epplication) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. 


@ltem 314-A 
D 7.6/4:G 86/ch.4 


T 186. Aprons, dresses, and skirts, Reprint Sept. 12, 1975, Change |. Dec. 12, 1975. 
[39] p.il. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal 


Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:Ap oe 


T 165. Demolition materials, Aug. 14, 1970, Change 5. Jan. 16, 1976. [36] p. 4° (INTERIM.) 
+ (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 
49016. @ltem 314-A 

D 7.6/4:D 39/ch.5 
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167. Wrapping aud packaging machinery, July 24, 1970, Change 4. Jan. 16, 1976. [15] 
p. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal Center, 
Battle Creek, MI 49016. @Item 314-A 

D 7.6/4:W 92/ch.4 


173. Electrical control equipment, Apr. 24, 1970, Change 3. Jan. 9, 1976. [6] p. 4° 
(INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal Center, Battle 
Creek, MI 49016. @Item 314-A 

D 7.6/4:El 2/4/ch.3 


201. Intercommunication and public address systems, Dec. 12, 1969, Reprint. June 
28, 1974. cover title, [30] p. 4° (INTERIM.) [Replaces edition of Dec. 12, 1969.] 
+ (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 
49016. @ltem 314-A 

D 7.6/4:In 8/rep. 


T 206. Geophysical, astronomical, and meteorological instruments, Reprint May 10, 1974, 
Change |. Feb. 21, 1975. [15] p. 4° (INTERIM.) + (Price upon application) DLSC- 

AP SA 1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:G 29/rep./ch.1 
207. Sound recording and reproducing equipment, Reprint May 31, 1974, Change 2. 
Nov. 22, 1975. [33] p. 4° (INTERIM.) + (Price upon. application) DLSC-AP SA 

1631, Federal Center, Battle Creek, MI 49016. @Item 314-A 

D 7.6/4:So 8/rep./ch.2 


220. Woodworking machinery and :quipment, Nov. 27, 1970, Reprint. Oct. 4, 1974. 
cover title, [76] p.il. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 
1631, Federal Center, Battle Creek, MI 49016. @ltem 314-A 

D 7.6/4:W 87/rep. 


228. Test sets, Reprint June 6, 1974, Change 3. Jan. 9, 1976. [6] p. 4° (INTERIM.) 
+ (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 
49016. @ltem 314-A 


D 7.6/4:T 28/3/rep./ch.3 

232. Miscellaneous construction materials, Oct. 4, 1974, Reprint. Aug. 1, 1975. cover 

title, [64] p.il. 4° (iNTERIM.) [Replaces edition of Oct. 4, 1974.] + (Price upon 

_— DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 
314-A 


D 7.6/4:C 76/7/975S/rep. 
235. Air conditioning equipment, Feb. 26, 1971, Reprint. Aug. 1, 1975. cover title, 
[117] p. 4° (INTERIM.) [Replaces edition of Feb. 26, 1971.] + (Price upon application) 
DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:Ai 7/rep. 
266. Furniture, miscellaneous, May 10, 1974, Reprint. Dec. 19, 1975. cover title, [118] 
p. 4° (INTERIM.) [Replaces edition of May 10, 1974.) + (Price upon application) 
DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:F 98/6/rep./975 
268. Towbars and towing equipment, Reprint Nov. 8, 1974, Change |. May 16, 1975. 
[5] p. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal Center, 
Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:T 6S/rep./ch.l 
274. Ship and marine equipment and hardware, Apr. 18, 1975. Reprint Dec. 19, 1975. 
cover title, [232] p.il. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 
1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:Sh 6/rep. 


T 285. Water heaters, REPRINT Apr. ll, 1975, Change |. May 16, 1975. [5] p. 4° 
(INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal Center, Battle 
Creek, MI 49016. @lItem 314-A 

D 7.6/4:W 29/rep./ch.l 


302. Office devices and accessories, Sept. 6, 1974, Reprint. Aug. 1, 1975. cover title, 
[85] p. 4° (INTERIM.) [Replaces edition of Sept. 6, 1974.] + (Price upon application) 
DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 314-A 

D 7.6/4:0f 2/2/rep./975 

302. Office devices and accessories, Mar. 5, 1971, Reprint. Sept. 6, 1974. cover title, 
[77] p. 4° (INTERIM.) [Replaces edition of Mar. 5, 1971.] + (Price upon application) 
DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 314-A 

D 7.6/4:Of 2/2/rep. 

328. Brooms, mops, sponges, and squeegees, Dec. 20, 1972, Reprint. Sept. 12, 1975. 
cover title, [90] p. 4° (INTERIM.) [Replaces edition of Dec. 20, 1972.] + (Price 
upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. 


@ltem 314-A 
D 7.6/4:B 79/rep. 


330. Special indsutry machinery, Oct. Il, 1974, Reprint. May 30, 1975. cover title, 
[56] p.il. 4° (INTERIM.) [Replaces edition of Oct. ll, 1974.] + (Price upon applica- 


tion) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:In 2/3/rep. 
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T 342. Millwork, June Il, 1971. Apr. ll, 1975. cover title, [74] p.il. 4° (INTERIM.) [This 
reprint replaces edition of June Il, 1971.) + (Price upon application) DLSC-AP SA 
1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:M 62/rep. 


T 354. Paints, dopes, varnishes, and related products, Apr. 30, 1971, Reprint. May 16, 
1975. cover title, [93] p. 4° (INTERIM.) [Replaces edition of Apr. 30, 1971] + 
(Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. 


@ltem 314-A 
D 7.6/4:P \6/rep. 
T 354. Paints, dopes, varnishes, and related products, May 16, 1975, Change 2. Dec. 
19, 1975. [19] p. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 1631, 
Federal Center, Battle Creek, MI 49016. @ltem 314-A 
D 7.6/4:P 16/rep./ch.2 


T 356. Training aids, Reprint, May 24, 1974, Change 2. May 2, 1975. [4] p. 4° (INTERIM.) 
+ (Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 


49016. @lItem 314-A 
D 7.6/4:T 68/3/rep./ch.2 
T 357. Warheads, rockets, launchers, and components, Apr. 9, 1971, Reprint. May 30, 
1975. cover title , [74] p. 4° (INTERIM.) [Replaces edition of Apr. 9, 1971] + 
(Price upon application) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. 


@ltem 314-A 
D 7.6/4:W 23/rep. 
T 370. Indicating levels, Feb. 26, 1971, Reprint. May 16, 1975. cover title, [41] p. 4° 
(INTERIM.) [Replaced edition of Feb. 26, 1971.] + (Price upon application) DLSC- 
AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 314-A 
D 7.6/4:L 58/rep. 


T 372. Hardware: Bands, straps, strapping, and components, Apr. 16, 1971, Reprint. 
Aug. 15, 1975. cover title, [183] p.il. 4° (INTERIM.) [Reprint replaces edition of 
Apr. 16, 1971] + (Price upon application) DLSC-AP SA 1631, Federal Center, Battle 
Creek, MI 49016. @lItem 314-A 


D 7.6/4:H 22/4/rep. 

T 379. Mineral construction materials, bulk, May 7, 1971, Reprint. May 16, 1975. cover 

title, [69] p. 4° (INTERIM.) [Replaces edition of May 7, 1971.] + (Price upon 

—- DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @Item 
4-A 


D 7.6/4:M 66/2/rep. 
T 385. Fittings: Hose, pipe and tube, June 18, 1971, Reprint. May 2, 1975. cover title, 
[201] p.il. 4° (INTERIM.) [Replaces edition of June 18, 1971.] + (Price upon applica- 


tion) DLSC-AP SA 1631, Federal Center, Battle Creek, MI 49016. @lItem 314-A 
D 7.6/4:H 79/7/rep. 


T 388. Electrical insulators and insulation materials, Nov. 20, 1970, Change 5. Jan. 9, 
1976. [4] p. 4° (INTERIM.) + (Price upon application) DLSC-AP SA 1631, Federal 
Center, Battle Creek, MI 49016. @lItem 314-A 

D 7.6/4:In 7/4/ch.5 
07395 Joint travel regulations, members of uniformed services: v.l, Army, 

Navy, Marine Corps, Air Force, Coast Guard , National Oceanic 

and Atmospheric Administration. [1974.] [493] p.il. 4° [Reprint includ- 

ing Change 258, July 1974. Issued with perforations.] * Paper, $27.05 

(basic and supplementary material for indefinite period); add $6.75 

for foreign mailing. @Item 306-B-1 

D 1.6/4:974-2 


[MAPAD], military assistance program address directory, Supp.2, Sept. 
1, 1974, Change 4. Jan. 1, 1975. [40] p. 4° (DoD 4140.17-M; Defense 
Supply Agency.) Issued with perforations.}] # @lItem 314-A 

D 7.6/4:M 59/supp.2/rev.-8/ch.4 


Military standardization handbook MIL-HDBK (series). 


5 B. Metallic materials and el ts for aerospace vehicle structures, Change 2 [with 
list of references]. Aug. 31, 1973. [325] p.il. 4° [Issued with perforations.] * Paper, 
$4.10 (S/N 0807-02657). @ltem 314-A 

D 7.6/2:5 B/ch.2 


07398 [MILSBILLS], military standard billing system, July 12, 1977, Change 
2. June 4, 1974. [4] p. 4° (DoD 4000.25-7-M; Defense Supply Agency.) 


[Issued with perforations.] + 
D 7.6/4:M 59/7/ch.2 
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07399 [MILSBILLS], military standard billing system, July 12, 1973, Change 
3. July 15, 1974. [36] p. 4° (DoD 4000.25-7-M; Defense Supply Agen- 

cy.) [Issued with perforations.] + 
D 7.6/4:M 59/7/ch.3 


07400 [MILSBILLS], military standard billing system, July 12, 1973, Change 
4, corrected copy. Nov. 6, 1974. [2] p. 4° -M; Defense Supply Agen- 

cy.) [Issued with perforations.] + 
D 7.6/4:M 59/7/ch.4/corr. 


07401 [MILSBILLS], military standard billing system, July 12, 1973, Change 
5. Nov. 15, 1974. [6] p. 4° (DoD 4000.25-7-M; Defense Supply Agen- 


cy.) [Issued with perforations.] + 
D 7.6/4:M 59/7/ch.5 


07402 [MILSBILLS], military standard billing system, Supp.l, Nov. 30, 1973, 
Change |. May 23, 1974. [20] p. 4° (DoD 4000.25-7-M; Defense Supply 
Agency.) [Issued with perforations.] + 

D 7.6/4:M 59/7/supp.l/ch.1 


07403 [MILSBILLS], military standard billing system, Supp.l, Nov. 30, 1973, 
Change 4. Jan. 13, 1975. [18] p. 4° (DoD 4000.25-7-M; Defense Supply 
Agency.) [Issued with perforations.}] + @lItem 314-A 

D 7.6/4:M 59/7/supp.l/ch.4 


07404 Standardization of work measurement basic vol.: General guidance, 

Sept. 6, 1973, Change 1. Oct. 31, 1975. [245] p. 4° (DoD 5010.15.1- 

M. [Office of Assistant Secretary of Defense, Installations and Lo- 
gistics.]) [Issued with perforations.] + @lItem 314-A 

D 7.6/4:W 89/973/ch.1 


DEFENSE MAPPING AGENCY, Defense Dept. Washington, DC 20305 


Publication. (Hydrographic Center.) 


Tl. Sailing directions for Soenda Strait and western and northeast coasts of Borneo 
and off-lying islands. Revised edition 1975. [1975.] [446] p.il. 4° [Issued with perfora- 
tions.) + (Price upon application). @lItem 378 (Rev. 1957) 

D §.317:71 


91. Sailing directions for Philippine Islands: v.2, Central islands, including eastern Negros, 
southern Samar, and northern Mindanao. Revised edition 1975. [1975.] [380] p.il. 


4° [Issued with perforations.) + (Price upon application). @lItem 378 (Rev. 1957) 
D 5.317:91 


221107). Loran-A table, rate IHl, North Atlantic. 1975. cover title, xv+2-43 p.il. 4° 
[Issued with perforations.} + @lItem 378 (Rev. 1957) 
D 5.317:22107) 


22K(118). Loran table, rate IH3, North Atlantic. Reprinted 1976. [1976.] cover title, xv+2- 
61 p.ii. 4° [Issued with perforations.] + @lItem 378 (Rev. 1957) 
D 5.317:22118) 


22K(132). Loran-A table, rate IH7, Gulf of Maine. Reprinted 1976. [1976.] cover title, 


xv+2-43 p.il. 4° [Issued with perforations.} + @ltem 378 (Rev. 1957) 
D 5.317:22K132) 


22K(210). Loran-A table, central Pacific, rate IH2. 1975. cover title, xv +2-90 p.il. 4° 
{Issued with perforations.} + @lItem 378 (Rev. 1957) 
D 5.317:22K20) 


22K214). Rate IHS Loran table, West Coast, U.S.A. Reprinted 1976. [1975.] cover title, 


xvVii+2-77 p.il. 4° [Issued with perforations.}] + @Item 378 (Rev. 1957) 
D 5.317:221(214) 


22K(230). Loran-A table, rate IL6, north Pacific. Reprinted 1976. [1976.] cover title, xi+60 
p.il. 4° [Issued with perforations.}] + @lItem 378 (Rev. 1957) 
D 5.317:22(230) 


224(100)B-D. Omega table, area 00, north polar pair B-D, (Liberia-N.Dak., U.S.A.). 1976 
{published 1975]. cover title, xv+2-65 p.il. 4° [Issued with perforations.] + @lItem 

378 (Rev. 1957) 
D 5.317:224(100)B-D 
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224(103-C)B. Omega propagation correction tables for 10.2 kHz, area 03, eastern U.S.S.R., 
station B (Trinidad). Reprinted 1975. [1975.] x+49 p.il. 4° [Issued with perforations.] 


+ @ltem 378 (Rev. 1957) 
D 5.317:224(103-C)B 


224(104)A-H. Omega table, area 04, Alaska, pair A-H, (Norway-Japan). 1976 —, 
1975]. cover title, xv+2-47 p.il. 4° [Issued with perforations.) + @lItem 378 (Rev. 


1957) 
D 5.317:224(104)A-H 
224(104-C)H. Omega propagation correction tables for 10.2 kHz, area 04, Alaska, station 
H (Japan). Reprinted 1976. [1976.] ix+49 p.il. 4° [Issued with perforations.] + 


@ltem 378 (Rev. 1957) 
D 5.317:224(104-C)H 


224(105)B-C. Omega table, area 05, Canada, pair B-C (Trinidad-Hawaii, U.S.A.). Reprinted 
1976. [1976.] cover title, xv+2-55 p.il. 4° [Issued with perforations.} + @Item 378 


(Rev. 1957) 
D 5.317:224(105)B-C 
224(105-C)C. Omega propagation correction tables for 10.2 kHz, area 05, Canada, station 
C (Hawaii). Reprinted 1976. [1975.] ix+49 p.il. 4° [Issued with perforations.] + 


@ltem 378 (Rev. 1957) 
D 5.317:224(105-C)C 
224(108)A-C. Omega table, area 08, Asia, pair A-C (Norway-Hawaii, U.S.A.). 1976 
{published 1975]. cover title, xv+2-67 p.il. 4° [Issued with perforations.} + @lItem 


378 (Rev. 1957) 
D 5.317:224(108)A-C 
224(108)B-E. Omega table, area 08, Asia, pair B-E (Liberia-Reunion). 1976. cover title, 
xv+2-73 p.il. 4° [Issued with perforations.}] + @ltem 378 (Rev. 1957) 
D 5.317:224(108)B-E 
224(108)B-H. Omega table, area 08, Asia, pair B-H, (Liberia-Japan). 1976 [published 1975.) 
cover title, xv +2-87 p.il. 4° [Issued with perforations.} + @lItem 378 (Rev. 1957) 
D 5.317:224(08)B-H 
224(108-C)A. Omega propagation correction tables for 10.2 kHz, area 08, Asia, station 
A (Norway). Reprinted 1976. [1976.] ix+97 p.il. 4° [Issued with perforations] + 


@ltem 378 (Rev. 1957) 
D 5.317:224(108-C)A 
224(108-C)H. Omega propagation correction tables for 10.2 kHz, area 08, Asia, station 
H (Japan). Reprinted 1976. [1976.] ix+97 p.il. 4° [Issued with perforations.} + 


@ltem 378 (Rev. 1957) 
D 5.317:224(108-C)H 


224(110)A-C. Omega table, area 10, central Pacific, pair A-C, (Norway-Hawaii, U.S.A.). 
1976. cover title, xv+2-91 p.il. 4° [Issued with perforations.} + @lItem 378 (Rev. 


1957) 
D 5.317:224(10)A-C 
224(112)B-D. Omega table, area 12, North Atlantic, pair B-D (Trinidad-North Dakota, 
U.S.A.). Reprinted 1976. [1976.] cover title, xv+2-71 p.il. 4° [Issued with perforations.] 
+ @ltem 378 (Rev. 1957) 
D 5.317:224(112)B-D 
224(8)D-F. Omega table, area 18, South Atlantic, pair D-F (North Dakota, U.S.A.- 
Argentina). Reprinted 1976. [1976.] cover title, xv+2-108 p.il. 4° [Issued with perfora- 
tions.} + @ltem 378 (Rev. 1957) 
D 5.317:224(18)D-F 
224(209)-C)C. Omega propagation correction tables for 3.4 kHz, area 09, northwest 
Pacific, station C, (Hawaii). 1976. ix+97 p.il. 4° [Issued with perforations.] + 
@ltem 378 (Rev. 1957) 
D 5.317:224(209-C)C 
224(211-C)A. Omega propagation correction tables for 3.4 kHz, area ll, North America, 
station A (Norway). Reprinted 1976. [1976.] ix+97 p.il. 4° [Issued with perforations.] 
+ @ltem 378 (Rev. 1957) 
D 5.317:224(21-C)A 
224(211-C)F. Omega propagation correction tables for 3.4 kHz, area ll, North America, 
station F (Argentina). 1976. ix+97 p.il. 4° [Issued with perforations.}) + @ltem 
378 (Rev. 1957) 
D 5$.317:224(2U1-C)F 
224(212-C)B. Omega propagation correction tables for 3.4 kHz, area 12, North Atlantic, 
station B (Trinidad). Reprinted 1976. [1976.] x+97 p.il. 4° [Issued with perforations.] 
+ @ltem 378 (Rev. 1957) 
D 5.317:224(212-C)B 
224(212-C)F. Omega propagation correction tables for 3.4 kHz, area 12, North Atlantic, 
station F (Argentina). 1976. ix+97 p.il. 4° [Issued with perforations.} + @ltem 
378 (Rev. 1957) 
D 5.317:224(212-C)F 
224(213-C)B. Omega propagation correction tables for 3.4 kHz, area 13, southern Africa, 
station B (Liberia). 1976. ix+97 p.il. 4° [Issued with perforations.}] + @lItem 378 


(Rev. 1957) 
D 5.317:224(213-C)B 


*For Sale by Su of Documents ° 
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APRIL 1976 


224(213-C)F. Omega propagation correction tables for 3.4 kHz, area 13, southern Africa, 
station F (Argentina). 1976 [published 1975]. ix+97 p.il. 4° [Issaed with perforations.] 


+ @ltem 378 (Rev. 1957) 
D 5.317:224(213-C)F 


224(213-C)H. Omega propagation correction tables for 3.4 kHz, area 13, southern Africa, 
station H, (Japan). 1976 [published 1975]. ix+97 p.il. 4° [Issued with perforations.] 

+ @ltem 378 (Rev. 1957) 
D 5.317:224(213-C)H 


224(218-C)B. Omega propagation correction tables for 3.4 kHz, area 18, South Atlantic 
station B (Liberia). 1976. cover title, ix+97 p.il. 4° [Issued with perforations.] 
+ @ltem 378 (Rev. 1957) 
D 5.317:224(218-C)B 


DOMESTIC AND INTERNATIONAL BUSINESS ADMINISTRATION, 
Commerce Dept. Washington, DC 20230 


New products, USA, free service to promote your company’s new 
products overseas. [June 1974.] [2] p.il. 4° folded into oblong 32° 
size. + @Item 231-B-1 

C 57.2:P 94/2 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$36.50 a yr., add $9.15 for foreign mailing; single copy, 50c. 


07437 75-09. Market profiles for Africa. Feb. 1975. 45 p. [Prepared in Africa Division, Office 
of International Marketing, Bureau of International Commerce. Issued with perfora- 

tions.) @lItem 231-B 
C 57.11:75-09 


75-ll. Marketing in Taiwan [with list of publications}; prepared by Margaret A. Kelleher 
Mar. 1975. 32 p. 4° (Far East Division, Office of International Marketing, Bureau 
of International Commerce.) [Based in part on information provided by U.S. Embassy 
in Taipei. Issued with perforations.] @Item 231-B 
C 57.01:75-0 


75-51. Marketing in Botswana; prepared by Sally K. Miller . Nov. 1975. 17 p. 4° (Office 
of International Marketing, Bureau of International Commerce.) [Prepared with 
assistance of American Embassy , Gaborone, Botswana. Issued with perforations.] 

@ltem 231-B 
C 57.11:75-S1 


75-53. Trading with German Democratic Republic (East Germany) [with bibliography]; 
prepared by Michael Hutchinson . Dec. 1975. 30 p.il. 4° (Eastern European Affairs 
Division, Bureau of East-West Trade.) [Issued with perforations.}] @lItem 231-B 

C 5$7.11:75-53 

75-54. Marketing in India; prepared by Monroe E. Aderhold . Dec. 1975. 15 p. map, 
4° (Office of International Marketing, Bureau of International Commerce.) [Based 
in part on information provided by U.S. Embassy and Consulate General in India. 
Issued with perforations.] @lItem 231-B 

C 57.11:75-54 


07442 U.S. industrial outloook, 1976, with projections to 1985 [with list of 
references]. Jan. 1976. xxx+465 p.il. 4° ({Bureau of Domestic Com- 
merce.]) * Paper, $5.45 (S/N 003-008-00162-9). @Item we sysname 


DOMESTIC COMMERCE BUREAU, Commerce Dept. Washington, 
DC 20230 


07443 Cost of crimes against business. [Nov. 1974], revised Jan. 1976. [1976.] 
vi+52 p. 4° [Prepared by Consumer Goods and Services Division, 
Office of Business Research and Analysis.] * Paper, $1.60. @Item 


215 
C 57.502:C 86/2/976 


07444 Electrical measuring and test instruments industry, review and analysis; 
[Prepared by Caleb Hathaway with Claude Bandy ]. [1974.] v+29 
p.il. 4° (Office of Business Research and Analysis.) * Paper, 70c. 


@ltem 215 
C 57.502:M 46 


§For Sale by National Technical Information Service, 


Springfield, VA 22151 
@Sent to Depository Libraries Page 69 





GOVERNMENT PUBLICATIONS 


0744s Steel demand, capital costs, and imports, impact on steel industry’s 

capital needs through 1980. Oct. 1975. [I]+73 p.il. 4° [Prepared by 

Industrial Economic Research Institute, Fordham ties a -_ 
$7.502:St 


EAST-WEST TRADE BUREAU, Commerce Dept. Washington, DC 
20230 


Introduction to Bureau of East-West Trade. [1975.] cover title, [12] p.il. 
narrow 8° + @ltem 212-A-l 
C 57.402:Ea 1/2 


U.S. trade status with Socialist countries. Dec. 9, 1975. 14 p. 4° (Trade 
Analysis Division.) + 
C 57.402:So 1/975-2 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. Washington, 
DC 20250 
ERS (series). 
577. Employment in agricultural and agribusiness occupations, region 7 (lowa, Kansas, 
Missouri, and Nebraska]. (Dec. 1974.] cover title, ii+102 p. 4° [Prepared in coopera- 
tion with Bureau of Census, Office of Education, Manpower Administration, and 


Bureau of Labor Statistics. Abstract on p. 2 of cover.]}+ @lItem 42-I 
A 93.21:577 


589. Cotton gin operating costs in Midsouth, 1971/72 and 1972/73; [by Joseph L. Ghetti 
and Zolon M. Looney }. (Dec. 1974.] [I]+i+9 p.4° + @lItem 42-I 

A 93.21:589 

U.S. foreign agricultural trade statistical report, fiscal year 1975. [Dec. 

1975.] cover title, xxvi+338 p. 4° ({Statistical Program Area, Foreign 

Demand and Competition Division.]) [Supplement to Monthly foreign 


A 93.17/3:975 


agricultural trade of United States.] + @Item 42-E 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 

Statistics of public elementary and secondary day schools, fall 1973; 

by Betty J. Foster . [1974.] viiit38 p. 4° (74-155; National Center 

for Educational Statistics.) [On cover: Elementary and secondary edu- 

cation. Highlights on p. 2 of cover.] * Paper, 85c. (S/N 1780-01319). 
@ltem 460-A-20 

HE 5.93:973 


Study of child variance. 


v.5. Conference proceedings; [by] William C. Rhodes . 1975. vii+274+[l] p. 4° 
(Conceptual project in emotional disturbance; Institute for study of mental retardation 
and related disabilities, University of Michigan, Ann Arbor.) (Copyright 1975, Univer- 
sity of Michigan. Project performed pursuant to GOO-0-71-03680 grant from Educa- 
tion Office.} + Paper, $1.25, Publications Distribution Service, 615 East University, 
Ann Arbor, MI 48106. @ltem 46] (Rev. 1965) 

HE 5.2:C 43/6/v.5 


EMERGENCY LOAN GUARANTEE BOARD Washington, DC 20220 


07453 Fourth annual report of Emergency Loan Guarantee Board to Congress 
covering Aug. I, 1974-July 31, 1975. [1975.] viii+4l p.il. * Paper, 80c. 


@ltem 
Y 3.Em 3/2:1/975 
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#Not Available for Sale or Distribution 





APRIL 1976 
EMPLOYMENT AND TRAINING ADMINISTRATION, Labor Dept. 
Washington, DC 20210 


07454 If imports cost you your job... apply for worker adjustment assistance. 
[1975.] 8 p.il. narrow 8° + @lItem 745 
L 1.2:W 89/13 


EMPLOYMENT STANDARDS ADMINISTRATION, Labor Dept. 
Washington, DC 20210 


07455 Black lung benefits act of 1972, first annual report on administration 
of act during calendar year 1974 and transitional period in second 
half of 1973, submitted to Congress May 1975. [1975.] cover title, 
(2]+ii+15+A-19 p. 4° + @lItem 746-C-4 


L 36.13:973-74 


ENERGY RESEARCH AND DEVELOPMENT ADMINISTRATION 
Washington, DC 20545 
07456 Energy Research and Development Administration careers. [1975.] cover 
-. 24 p.il. 4° [Some illustrations are colored.] + @lItem 474- 


ER 1.2:C 18 


ERDA research and development report. 


ANS-SD-IS. Proceedings of special session on plant and equipment design features for 
radiation protection, New Orleans, La., June 8-13, 1975 [with list of references). 
Nov. 1975. cover title, [3]+74 p.il. 4° [American Nuclear Society, Oak Ridge, Tenn.]} 


§ Paper, $5.45. 
ER Ll: ANS-SD-15 
BERC/IC-75/2. Selected list of Bureau of Mines publications on petroleum and natural 
gas, 1971-75; by V. Vern Hutchison . Sept. 1975. cover title, [I]+vi+97 p. 4° 
(Bartlesville Energy Research Center, Bartlesville, Okla.) [Supplement no. 2 to Bu- 
reau of Mines Information circular 8240; Ist supplement to Information circular 
8534. P. 3 of cover is p. 97 of text.] § Paper, $5.45. 
ER L.1:BERC/IC-75/2 


BERC/PPS-75/3. Diesel fuel oils, 1975; by Ella Mae Shelton . Nov. 1975. cover title, 
(3]+35 p.il. 4° (Bartlesville Energy Research Center, Bartlesville, Okla.) § Paper, 
$4.00. 


ER 1.11: BERC/PPS-75/3 

BERC/RI-75/6. Evaluation of electrochemical NO2 analyzer [with list of references); 

by R. M. Ray , F. E. Armstrong . Oct. 1975. cover title, ii+24 p.il. 4° (Bartlesville 
Energy Research Center, Bartlesville, Okla.) § Paper, $4.00. 

ER 1.11:BERC/RI-75/6 


BERC/RI-75/12. Analyzing syncrude from western Kentucky coal [with list of references]; 
by G. P. Sturm , jr., P. W. Woodward , J. W. Vogh, S. A. Holmes, and J. E. 
Dooley. Nov. 1975. cover title, [I]+ii+27 p.il. 4° (Bartlesville Energy Research 
Center, Bartlesville, Okla.) § Paper, $4.00. 

ER 1.11: BERC/RI-75/12 


BERC/TPR-75/1. EL Dorado Micellar-Polymer Demonstration Project [with lists of 
references]. Oct. 1975. cover title, [443] p.il. 4° (Bartlesville Energy Research Center, 
Bartlesville, Okla.) [Prepared by Cities Service Oil Co.] § Paper, $10.60. 

ER 1.11: BERC/TPR-75/1 

CONF-750411-40. System for incident detection and core surveillance for fast reactor; 
by D. de Lapparent , J. Gourdon , A. Gouriou, A. Jeannot, M. Jallade, G. Le 
Guillou, J. P. Pages, A. Paziaud, J. C. Quinton, Y. Tigeot. 1975. cover title, 26 
p.il. 4° [Commissariat l"Energie Atomique (CEA), Paris, France.] § Paper, $4.00. 

ER L.ll:CONF-7504l1-40 

CONF-7504ll-41. Fuel management codes for fast reactors [with list of references]; by 
B. Sicard , P. Coulon , J. C. Mougniot, A. Gouriou, M. Pontier, J. Skok, M. 
Carnoy, J. Martin. 1975. cover title, 30 p.il. 4° [Commissariat a l'Energie Atomique 
(CEA), Paris, France.] § Paper, $4.00. 

ER L.ll:CONF-7504ll-41 


CONF-750735. Uranium enrichment conference on modified contract option, Oak Ridge, 


Tenn., July 22, 1975. [(1975.] cover title, [1]+ii+43 p.il. 4° § Paper, $4.00. 
ER L.ll:CONF-750735 
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CONF-750867. Systems engineering for power, status and prospects, Henniker, N.H., 
Aug. 17-22, 1975 [with bibliographies}. [1975.] cover title, vi+481 p.il. 4° § Paper, 


$10.60. @lItem 1051-C 
ER L.ll:CONF-750867 
CONF-750947. py methods for a irradiations, anne g RY 
symposium held at Gatlinburg, Tenn., Sept. 30, 1975 [with lists of references]. [1975.] 
cover title, ii+97 p.il. 4° [Sponsored by American Society for Testing Materials, 
and Division of Controlled Thermonuclear Research.] § Paper, $5.45. 
ER Lil:CONF-750947 
COO-2245-21 TR. Development of input data to energy code for analysis of reactor 
fuel bundles [with list of references}; by F. O. Carre , N. E. Todreas . May 
1975. cover title, 180 p.il. 4° [Department of Nuclear Engineering, Massachusetts 
Institute of Technology, Cambridge, Mass.] § Paper, $7.60. 
ER L.ll:COO-2245-21 TR 


CREARE-TN-2K. Effects of cold leg steam and flow baffles on ECC delivery in simu- 
lated multiloop PWR geometry with steam upflow and superheated walls, quarterly 
progress report, Apr. | , 1975-June 30, 1975 [with list of references}; by J. A. Block 
, C. J. Crowley . July 1975. cover title, [I]+vi+23 p.il. 4° [Prepared by Creare, 
Inc., Hanover, N.H.] § Paper, $4.00. 

ER L.ll:CREARE-TN-2I4 


ERDA 76-12. Summary report, conference on industrial and buildings conservation, rela- 
tionships with Federal laboratories, Lyndon Johnson Space Center, Houston, Tex., 
Sept. 24-25, 1975 [with bibliographies]. [1976.] cover title, [177] p. 4° [Sponsored 
by Office of Conservation, Division of Buildings and Industrial Conservation.] 


+ @ltem 1051-C 
ER LIl:ERDA 76-12 
ERDA-76-13. International Energy Agency with emphasis on Subgroup on Energy 
Research and Development and Energy Conservation Working Party [with list of 
sources}. Dec. 1975. cover title, [I]+iii+34 p. 4° (Office of Conservation; Division 
of Buildings and Industry.) + @lItem 1051 
ER LIL:ERDA 76-13 


ERDA-tr-52. Standards for calculating strength of reactor components, steam generators, 
vessels, and piping of atomic power stations, test and research reactors, and installa- 
tions. [1975.] cover title, 306 p.il. 4° (Translation series.) § Paper, $7.60. 

ER Lll:ERDA-tr-52 

ERDA-tr-68. Energy balance in large installations of “‘Tokamak* type [with bibliography]. 
[1975.] cover title, [a]+4l p.il. 4° (Translation series.) § Paper, $4.00. 

ER L.ll:ERDA-tr-68 


ERDA-tr-69. Investigation of interaction of high-frequency oscillations in decimeter range 
with plasma in Tokamak TM-3 unit [with bibliography]. [1975.] cover title, [1]+6 
p.il. 4° (Translation series.) § Paper, $4.00. 

ER Ll:ERDA-tr-69 


ERDA-tr-70. Plasma physics and problems of controlled thermonuclear fusion [with 
bibliographies}. [1975.] cover title, [I]+a-b+I45 p.il. 4° (Translation series.) [P. 145 
is p. 3 of cover.] § Paper, $5.45. 

ER L.l:ERDA-tr-70 

ERDA-tr-7l. Analysis of molecular flow parameters with help of kinetic Vallander equa- 
tions [with bibliography]. [1975.] cover title, [1]+16 p.il. 4° (Translation series.) 

§ Paper, $4.00. 
ER L.1:ERDA-tr-71 

ERDA-tr-72. Gas-kinetic analysis of multicomponent vacuum systems by method of 
equivalent surfaces [with bibliography]. [1975.] cover title, [1]+14 p.il. 4° (Translation 
series.) § Paper , $4.00. 

ER L.):ERDA-tr-72 

ERDA-43. Fossil energy research program summary status report, comprehensive ad- 
dendum, 3rd quarter FY °75. May 15, 1975. cover title, [355] p.il. 4° * Paper, $5.40. 
@ltem 1051-C 

ER 1.11: ERDA-43 


ERDA-46. Advanced nuclear, reactors, introduction. [3d edition.] Sept. 1975. cover title, 
(2}+24+[2] p.il. 4° (Division of Reactor Research and Development.) * Paper, 75c. 


@ltem 1051-C 
ER Ll:ERDA-46/2 
ERDA-46. Advanced nuclear reactors, introduction. [2nd edition.] Sept. 1975. cover title, 


[2]+24+[2] p.il. 4° (Division of Reactor Research and Development.) * Paper, 65c. 
ER 1.1:ERDA-46/3 


ERDA-S3. World energy resources, annotated bibliography of selected material on availa- 
bility and development of world energy resources. [1975.] cover title, [5]+18 p. 4° 
(Division of Administrative Services, ERDA Library.) * Paper, 70c. @Item 10SI- 
Cc 


ER L.:ERDA-S3 

ERDA-65. Amplified specifications for final design of U.S. channel for U-25; [by] A. 
E. Sheindlin 1975. cover title, [I]+i+4 p. 4° [Translated from Russian, prepared 

by Division of Fossil Energy.] § Paper, $4.00. 


ER 1.ll:ERDA-65 
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ERDA-69. Environmental impact of electrical power generation; nuclear and fossil [with 
bibliography]. 1975. cover title, viii+236 p.il. 4° [Prepared by Pennsylvania State 
Department of Education, under contract AT (40-2)-4167.] * Paper, $3.05. @lItem 


1051-C 
ER 1L.ll:ERDA-69 
ERDA-70. Teacher's guide, environmental impact of electrical power generation, nuclear 
and fossil [with bibliographies]. 1975. cover title, [2]}+v+20 p. 4° [Prepared by 
Pennsylvania Department of Education, under contract AT (40-2)-4167.] * Paper, 
$1.20. @ltem 105I-C 
ER 1L.ll:ERDA-70 


ERDA-74. Method for optimizing and evaluating indirect dry-type cooling systems for 

large steam-electric generating plants [with list of references]; by R. D. Mitchell 

. June 1975. cover title, [399] p.il. 4° [Prepared by R.W. Beck and Associates, 
Denver, Colo. P. 399 of text is p. 3 of cover.] § Paper, $10.60. 

ER Ll:ERDA-74 


ERDA-79. International energy analysis, proceedings of seminar on international energy 
analysis, June 9-10, 1975, Washington, D.C. [1975.] cover title, ix+228 p.il. 4° 
{Supported by Division of International Security Affairs, ERDA, and Office of 
Systems Integration and Analysis, National Science Foundation.] § Paper, $7.60. 

ER L.ll:ERDA-79 

ERDA-83. Report of 1975 subpanel on new facilities of High Energy Physics Advisory 
Panel to Energy Research and Development Administration [with list of references]. 
July 1975. cover title, [I]+iv+25 p.4° # 

ER LU: ERDA-83 


ERDA-93. Conference on occupational health experience with uranium, held at Arlington, 
Va., Apr. 28-30, 1975 [with lists of references]. [1975.] cover title vi+[{l]+46l p.il. 
4° [Coordinated by American Institute of Biological Sciences, Special Science Pro- 
grams.] * Paper, $5.20. @lItem 1051-C 

ER Ll: ERDA-93 


ERDA-98. High energy physicists and graduate students, 1975 census. Nov. 1975. cover 
title, [1]+358 p. 4° (High Energy Physics Program, Division of Physical Research.) 

§ Paper, $10.60. @lItem 1051-C 
ER L.1l:ERDA-98 


ERDA-103. National survey of compensation, 1975, engi 's and scientists in research 
and development. [1975.] cover title, [308] p.il. 4° * Paper, $3.70. @lItem 1051-C 
ER L.l:ERDA-103 
ERDA-1)0. Federal inventory of energy related biomedical and environmental research 
for FY 1974 and FY 1975, v.1. Oct. 1975. cover title, [2]+vi leaves, 91 p.il. 4° 
(Division of Biomedical and Environmental Research.) [Overview document prepared 
by Aerospace Corp., for Assistant Administrator for Environment and Safety.] 


§ Paper, $5.45. @lItem 105I-C 
ER LI: ERDA-I/v.1 


ERDA-I10. Federal inventory of energy related biomedical and environmental research 
for FY 1974 and FY 1975: v.4, Tennessee Valley Authority, National Aeronautics 
and Space Administration, National Institutes of Health, National Institute for Occu- 
pational Safety and Health. Oct. 1975. cover title, [I]+5ll p. 4° (Division of Biomedi- 
cal and Environmental Research.) § Paper, $10.60. @lItem 1051-C 

ER Ll: ERDA-I0/v.4 

ERDA-I0. Federal inventory of energy related biomedical and environmental research 
for FY 1974 and FY 1975: v.5, National Science Foundation, Department of Com- 
merce, Department of Interior, Department of Agriculture, Department of Defense. 
Oct. 1975. cover title, [5]+474 p. 4° (Division of Biomedical and Environmental 
Research.) § Paper, $10.60. @Item 105I-C 

ER LU: ERDA-I0/v.5 


ERDA-Il6. Balanced program plan, analysis for biomedical and environmental research: 
v.l, Overview and summary. Oct. 1975. cover title, xvii+[1]+194 p.il. 4° (Division 
of Biomedical and Environmental Research.) [Prepared by MITRE Corp., McLean 
Va., under contract E(49-1)-3764 (Mod 1). Edge index on p. 4 of cover.] § Paper, 
$8.50. @ltem 1051-C 

ER LI: ERDA-I6/v.1 


ERDA-1538. Final environmental statement, waste management operations, Hanford 
Reservation, Richland, Wash., v.l-2 [with lists of references]. Oct. 1975. 2 v., cover 
titles, [1177] p.il. 4° § Paper, $13.60 (2 vol. set). @lItem 1051-C 

ER L.:ERDA-1538/v.1-2 


FE-0497-2. Coal conversion processes, pt.2, Assessment of multienergy product processes 
utilizing COED char, oil and gas, R & D report no.66, interim report no.5, period 
Aug. 1974-Feb. 1975 [with list of references; by] C. Y. Wen , C. Y. Lin , George 
Negru, David Daugherty, Charles Li, and W. J. McMichael. Nov. 1975. cover title, 
[4]+148 p.il. 4° [Prepared by Dept. of Chemical Engineering, West Virginia Universi- 
ty, Morgantown, W.Va., under contract E(49-18)-0497.]  § Paper, $7.60. 

ER 1.11: FE-0497-2 

FE-1212-5. Char oil energy development, interim report no.5, period of operation, July 

1973-June 1974; [by] L. J. Scotti , R. C. Merrill , B. D. McMunn, S. J. Romelczyk, 
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D. J. Domina, L. Ford, H. D. Terzian, J. F. Jones. Aug. 1975. cover title, x+377 
p.il. 4° [Prepared by FMC Corp., Chemical Research and Development Center, 
Princeton, N.J., under contract E(49-18)-1212, formerly OCR 14-32-0001-1212.] § Paper, 
$10.60. 


ER Ll: FE-1212-5 

FE-1517-16. Evaluation of filtration equipment for Cresap testing, special report [with 

list of references; by] L. C. Lewton . July 1975. cover title, [71] p.il. 4° [Prepared 

by Fluor Engineers and Constructors, Inc., Los Angeles, Calif., under contract 
E(49-18)-1517.] § Paper, $5.45. 

ER 1.1: FE-1S17-16 


GFERC/RI-75-1. Fusibility of ash from lignite and its correlation with ash composition 
{with list of references}; by E. A. Sondreal and R. C. Ellman . 1975. cover title, 
{I} + iii+121 p.il. 4° [Prepared by Bureau of Mines, Pittsburgh, Pa.] § Paper, $5.45. 

ER LI:GPERC/RI-75-1 

MERC/SP-75/3. Development and utilization of data acquisition, computing, and 
processing systems at Morgantown Energy Research Center; by L. Z. Shuck , G. 
E. Fasching , T. W. Keech, K. G. Johnson. Mar. 17, 1975. cover title, [3]+i+32 
p.il. 4° (Morgantown Energy Research Center, Morgantown, W.Va.) § Paper, $4.00. 

ER LI: MERC/SP-75/3 

ORO-4856-26. Clustering phenomena in nuclei: 2, Proceedings of Second International 
Conference on Clustering Phenomena in Nuclei, College Park, Md., [Apr. 21-25], 
1975 [with lists of references; edited by D. A. Goldberg , J. B. Marion , S. J. 
Wallace}. [1975.] cover title, [9]+642 p.il. 4° [Organized by Department of Physics 
and Astronomy, University of Maryland.] § Paper, $13.60. 

ER L.1l:ORO-4856-26 


PERC/IC-75/l. Methanation in coal =e processes [with list of references]; by 
J. P. Strakey , A. J. Forney , P. Haynes. Sept. i975. cover title, [1)+17 p.il. 
4° (Pittsburgh Energy Research Gaia. Pittsburgh, Pa.) § Paper, $4.00. 

ER L1l:PERC/IC-75/1 

PERC/RI-75/3. Catalyst deactivation in hot-gas-recycle methanation reactors, mathemati- 
cal model [with list of references]; by R. R. Schehl , W. P. Haynes , A. J. Forney. 
Sept. 1975. cover title, [I]+22 p.il. 4° (Pittsburgh Energy Research Center, Pittsburgh, 


Pa.) § Paper, $4.00. 
ER 1.ll:PERC/RI-75/3 
TID-3317-S 5. Transplutonium elements, bibliography; [by Charles E. Stuber }. (Sept. 
1975.) cover title, iv+52+105 p. 4° [Text on p. 3 of cover.] § Paper, $7.60. 
ER Li: TID-3317-S 5 
TID-3317-S 6. Transplutonium elements, a Te [by Charles E. Stuber ]. [Nov. 
1975.] cover title, v+74+158 p. 4° § Paper, $7.60. 
ER 1.11: TID-3317-S 6 


TID-3357-S 10. Controlled fusions and plasma research, literature search; [Compiled by 
Milton O. Whitson }. Oct. 1975. cover title, iv+297+210 p. 4° [Selected from Nuclear 
science abstracts, vols. 28-30, July 15, 1973-Dec. 31, 1974.]  § Paper, $13.60. 

ER Ll: TID-3357-S 10 

TID-8200-R 32. Nuclear reactors built, being built, or planned in United States as of 
June 30, 1975. [Oct. 1975.] cover title, 41 p.il. 4° [Prepared by Division of Reactor 
Research and Development.] § Paper, $4.00. 

ER 1.11: TID-8200-R 32 


TID-26855. Data index system, annual declassification list. Oct. 1975. cover title, [1]+10+10 
p. 4° (Division of Classification.) § Paper, $4.50. 
ER Ll: TID-26855 


ENGINEERS CORPS (Army), Defense Dept. 


Note.—Orders or requests for publications listed below which are not sold by the Superintendent 
of Documents should be sent to the preparing and issuing office indicated. Address requests 
to the U.S. Army Corps of Engineers and add the city and state shown. Publications shown 
as ipitiated and issued by the Chief of Engineers should be sent to: Office of the Chief of 
Engineers, Publications Depot, 890 Pickett Street, Alexandria, VA 22304. 


Coastal Engineering Research Center: Miscellaneous paper. 


07509 8-75. Effects of engineering activities on ecology of Pismo clams [with list of references); 
by James Nybakken and Mark Stephenson . Sept. 1975. cover title, 65+(2) p.il. 
4° [Prepared by Moss Landing Marine Laboratories, Moss Landing, Calif.) § (Price 


upon application). 
D 103.42/2:8-75 


07510 9-75. Construction and stabilization of coastal foredunes with vegetation, Padre Island, 
Tex. [with list of references]; by Bill E. Dahl , Bruce A. Fall , Alan Lohse, 
and S. G. Appan. Sept. 1975. cover title, 188+(2] p.il. 4° [Prepared by Gulf Universi- 


ties Research Consortium, Houston, Tex.] § (Price upon application). 
D 103.42/2:9-75 
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Cold Regions Research and Engineering Laboratory, Hanover, N. H.: 
Research report. 
337. Interpretation of young ice forms in Gulf of St. Lawrence using side-looking airborne 
radar and infrared imagery [with list of literature cited; by] Moira Dunbar and 
W. F. Weeks . July 1975. cover title, (6]+41 p.il. 4° [Prepared for Office of Naval 
Research, under ONR MIPR No. N0001475MP50006. ] eo 
D 103.33/3:337 


07512 339. Gas inclusions in Antarctic ice sheet and their significance [with list of literature 
cited; by] Anthony J. Gow and Terrence Williamson . Oct. 1975. cover title, v+18 
p.il. 4° [Sponsored by National Science Foundation, under NSF grant AG-10S.] 
© 


D 103.33/3:339 

342. Work-hardening and strain rate sensitivity of flow stress in high purity ice single 

crystals [with list of literature cited; by] V. R. Parameswaran . Oct. 1975. cover 
title, iii+ll p.il. 4° [Prepared for U.S. Army Materiel Command.] # 

D 103.33/3:342 


343. Simultaneous measurement of laser extinction in warm fog at wavelengths of 0.6328, 

1.15, and 10.6 microns [with list of literature cited; by] Richard H. Munis and Allan 

J. Delaney . Oct. 1975. cover title, iii+7 p.il. 4° [Prepared for Advanced Research 
Projects Agency, under ARPA order 1615.) # 

D 103.33/3:343 


Cold Regions Research and Engineering Laboratory, Hanover, N. H.: 
Special report. 


146. USA CRREL snow and ice testing equipment [with list of literature cited; by] 
Herbert Ueda , Paul Sellmann and Gunars Abele. Sept. 1975. cover title, iii+14 


p.il. 4° + 

D 103.33/2:146 
. Temporary enclosures and heating during construction, case study of laboratory 
building addition, University of Alaska; [by] F. Lawrence Bennett . Sept. 1975. 
cover title, iv+36 p.il. 4° + 

D 103.33/2:223 


. Effect of porosity on hydrostatic compression of ice [with list of literature cited; 
by] Anthony J. Gow and William Sheehy Oct. 1975. cover title, iii+9 p.il. 4° 
* 


D 103.33/2:234 
. Frost penetration measurements at USAF intrusion sensor site, Rome, N.Y., 1973- 
74 [with list of literature cited; by] Wayne Tobiasson and Ronald Atkins . Sept. 
1975. cover title, v+47 p.il. 4° [Prepared for U.S. Air Force, Rome Air Development 
Center by Corps of Engineers.] + 

D 103.33/2:235 


. Annular flow ice-water model heat sink [with list of literature cited; by] James 
L. Brown and William F. Quinn . Sept. 1975. cover title, vii+67 p.il. 4° [Prepared 
for U.S. Army Engineer Reactor Group.] # 

D 103.33/2:236 


. Effects of variation in drawbar hitch location on vehicle performance [with list 
of literature cited; by] Ben Hanamoto . Sept. 1975. cover title, iii+16 p.il. 4° 
[Prepared for U.S. Army Materiel Command, under DA Project 1G662601AH9I.] 


a 

D 103.33/2:237 
. Radiowave resistivity measurements in northern Maine for identifying bedrock type 
[with selected bibliography; by] P. V. Sellman , A. J. Delaney , P. Hoekstra. Oct. 
1975. cover title, iv+ll p.il. 4° [Prepared for U.S. Army Engineer Division, New 
England, under NED Order no. 75-C-28.] # 

D 103.33/2:238 


. Control of snow and ice on missile fields (with bibliography; by] L. David Minsk 
. Oct. 1975. cover title, v+65 p.il. 4° [Report to U.S. Army Engineer Division, 
Huntsville, Ala., for U.S. Army Safeguard Systems Command.) # 

D 103.33/2:240 


. 1974 ice breakup on Chena River [with bibliography; by] Terry McFadden and 
Mike Stallion . Oct. 1975. cover title, v+46 p.il. 4° [Prepared for U.S. Army Engineer 
District, Alaska.] # 

D 103.33/2:241 


Cold Regions Research and Engineering Laboratory, Hanover, N. H.: 
Technical report. 
07525 267. Controlled perimeter blasting in cold regions [with list of literature cited; by] Malcolm 
. 


Mellor . Oct. 1975. cover title, v+24 p.il. 4° 
D 103.33:267 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
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270. Comparison of performance of all-bituminous concrete and reduced subgrade strength 
highway pavement test sections under freezing conditions [with list of literature 
cited; by] Robert A. Eaton . Dec. 1975. cover title, v+34 p.il. 4° [Prepared for 
Research and Development Office; Office, Chief of Engineers.] # 

D 103.33:270 


Construction Engineering Research Laboratory, Champaign, IIL: 
Technical report. 


D-63. Design guideli for recreational roads [with bibliographies]; by James McNamara 
, Alan Moore , John Baerwald. Nov. 1975. cover title, 91 p.il. 4° §(Price upon 


application). 
D 103.53:D-63 
E-75. Installation solid waste survey guidelines [with list of references]; by Gary W. 
Schanche , Larry A. Greep ,and Bernard Donohue. Oct. 1975. cover title, 69 p.il. 
4° [Prepared for Directorate of Military Construction, Office of Chief of Engineers, 
under project 4A162121A896, task Ol, work unit 044.) § (Price upon ———. 
3.53:E-75 
E-78. User manual for computer-aided environmental legislative data pth. 47 R. L. 
Welsh . Nov. 1975. cover title, 62 p. 4° [Project 4A762720A896; task Ol, work 
unit 002.) § (Price upon application). 
D 103.53:E-78 


M-169. Evaluation of alternate wire fabric materials for articulated concrete mattresses 
{with list of references]; by Edward Cox , Christopher Hahin , James Aleszka. 
Nov. 1975. cover title, 38 p.il. 4° § (Price upon application). 

D 103.53:M-169 





Correspondence course program, subcourses. 


227-4. Memorandum, division engi 4th editi June 1974 [published 1975). 32 p.il. 
4° (U.S. Army Engineer School, Fort Belvoir, Va.) (Issued with perforations.] 
+ @ltem 334-A-4 
D 103.1N/2:227-4 





07532 Harris Fork Creek, Obion, and Forked Deer Rivers and tributaries, 
Tenn. and Ky., letter from chief of engineers, Army, submitting 
report; July 24, 1975. xix+207 p.il. 4° [Also issued as H. doc. 221, 


94th Cong., Ist sess.] + @Item 334-A 
D 103.22:H 24/2 


Waterways Experiment Station. 


Note.—Unless otherwise indicated, publications of Waterways Experiment Station may be or- 
dered from Corps of Engineers, U.S. Army, Waterways Experiment Station, Vicksburg, Miss. 
§ (Price upon application). 


Miscellaneous paper. 


H-75-8. Westport Small-Boat Basin revision study, hydraul model investigation, final 
report; by Noble J. Brogdon , jr. Nov. 1975. cover title, [2]+12+[157] p.il. 4° 
(Hydraulics Laboratory.) [Prepared for U.S. Army Engineer District, Seattle, Seattle, 


Wash.) + 
D 103.24/4:H-75-8 


Technical report. 


H-75-17. Type 16 flood insurance study: Tsunami predictions for Monterey and San 
Francisco Bays and Puget Sound, final reportt [with list of references]; by Andrew 
W. Garcia , James R. Houston . Nov. 1975. cover title, [2]+21+[248] p.il. 4° 
(Hydraulics Laboratory.) [Prepared for Federal Insurance Administration, Dept. of 
Housing and Urban Development.] + 
D 103.24/2:H-75-17 


H-75-18. Design for wave protection, flood control, and prevention of shoaling, Cattarau- 
gus Creek Harbor, New York, hydraulic model investigation, final report [with 
list of references}; by Robert R. Bottin , jr., Claude E. Chatham , jr. Nov. 1975. 
cover title, [147] p.il. 4° (Hydraulics Laboratory.) [Prepared for U.S. Army Engineer 
District, Buffalo, Buffalo, N.Y.] + 

D 103.24/2:H-75-18 


S-75-15. Piping in earth dams constructed of dispersive clay; literature review and design 
of laboratory tests, final report [with list of references]; by Edward B. Perry . 
Nov. 1975. cover title , [135] p.il. 3 pl. 4° (Soils and Pavements Laboratory.) 


(Prepared for Office, Chief of Engineers, U.S. Army, Washington, D.C.) + 
D 103.24/2:S-75-15 
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ENVIRONMENTAL DATA SERVICE, Commerce Dept. Washington, 
DC 20235 


07537 BOMEX rawinsonde atlas. June 1975. iv+1l46 p.il. oblong 8° (Center 


for Experiment Design and Data Analysis.) + @lItem 273-D-l 
C 55.202:B 63/5 


World Data Center A for Solar-Terrestrial Physics: Report UAG 
(series). +Paper, $25.20 a yr.,; add $12.00 for foreign mailing; single 
copies vary in price. 
48. Synoptic observations of solar corona during Carrington rotations 1580-96 (ll Oct. 
1971-IS Jan. 1973) [with list of references]; by R. A. Howard , M. J. Koomen , 
D. J. Michels, R. Tousey, C. R. Detwiler, D. E. Roberts, R. R. Seal, J. D. Whitney, 
R. T. and S. F. Hansen, C. J. Garcia, and E. Yasukawa. July 1975. ii+199 p.il. 
4° + Paper, $3.00. (National Climatic Center, Federal Bldg., Asheville, NC 28801, 
Attn: Publication). 
C $5.220:48 


ENVIRONMENTAL PROTECTION AGENCY Washington, DC 20460 


07539 Ambient temperature and vehicle emissions [with list of references]; 
by B. H. Eccleston and R. W. Hurn . Oct. 1974. [154] p.il. 4° 
(EPA-460/3-74-028; Office of Air and Waste Management, Office of 
Mobile Source Air Pollution Control, Emission Control Technology 
Division, Ann Arbor, Mich.) [Prepared by Bureau of Mines, Bart- 
lesville Energy Research Center, Fuels Combustion Research Group, 
Bartlesville, Okla., under interagency agreement OMSAPC-IAG-007, 
OMSAPC-IAG-D4-F402, and OMSAPC-IAG-D4-F533.] § (Price upon 


application). EP 1.2:T 24/2 


o7s40 Awards register, grants assistance programs: v.2, Awards during 2nd 
half of fy 1975 listing State and local assistance awards. [Sept. 1975.] 
cover title, [I]}+v+302 p. 4° (EPA-GAD/I-75-04; [Grants Administra- 
tion Division, Office of Administration].) [Issued with perforations.] 


§ (Price upon application). 
EP 1.35:975-2/v.2 


o7s41 Comparison of 4 methodologies to project emissions for St. Louis 
metropolitan area. Oct. 1975. [I]+ii+46+[l] p.il. 4° (EPA-450/3-75- 
074; Office of Air and Waste Management, Office of Air Quality 
Planning and Standards, Research Triangle Park, N.C.) [Prepared by 
Booz-Allen and Hamilton, Bethesda, Md., under contract 68-02-1005.] 


§ (Price upon application). 
EP 1.2:Sa 21 


Development document for effluent limitations guidelines and new 
source performance standards. 

07542 Fish meal, salmon, bottom fish, clam, oyster, sardine, scallop, herring, and abalone 
segment of canned and preserved fish and seafood processing industry point source 
category. Sept. 1975. xxiv+485 p.il. 4° ({EPA 440/1-75/-4l a, group |, phase 2]; Office 
of Water and Hazardous Materials, Effluent Guidelines Division.) * Paper, $5.55. 


@ltem 431-1-5 
EP 1.8/3:F $2/975-2 


Development document for interim final effluent limitations guidelines 
and new source performance standards. 

07543 Significant organic products segment of organic chemicals manufacturing point source 
category. Nov. 1975. [l]+vii+391 p.il. 4° ({EPA-440/1-75-045, group |, phase 2); Ef- 
fluent Guidelines Division, Office of Water and Hazardous Materials.) [Series title 
on cover is Development document for interim final effluent limitations guidelines 
and new source performance standards.] + @lItem 431-I-5 

EP 1.8/3::Or 3/2/975-2 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries 
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Ecological research series. 


600/3-74-014. Studies of effects of thermal pollution in Biscayne Bay, Fla. [with list 
of literature cited]; by Martin A. Roessler , Durbin C. Tabb . Aug. 1974. ix+145+{[I] 
rs 4° (Office of Research and Development.) [Project 18080 DFU, program element 

BA 032. Errata, | p., also issued.] * Paper, $2.25. @lItem 431-I-ll 
EP 1.23:600/3-74-014 


600/3-75-007. Metabolism of mercury compounds in microorganisms [with list . of 

references]; by Rita R. Colwell and John D. Nelson , jr. Oct. 1975. x+84 p.il. 

4° (Office of Research and Development, Environmental Research Laboratory, Nar- 

ragansett, R.I.) [Prepared by University of Maryland, College Park, Md., under 
grant 8002529.] § (Price upon application). @ltem 431-I-ll 

EP 1.23:600/3-75-007 


600/3-75-008. Second annotated bibliography on biological effects of metals in aquatic 
environments (no. 568-1292); by Ronald Eisler and Maryjane Wapner . Oct. 1975. 
vi+ 400 p. 4° (Office of Research and Development, Environmental Research Labora- 
tory, Narragansett, R.I.) § (Price upon application). @lItem 431-I-ll 
EP 1.23:600/3-75-008 
600/3-75-0ll. Compilation of methodology used for measuring pollution parameters of 
landfill leachate [with list of references]; by Edward S. K. Chian , Foppe B. DeWalle 
. Oct. 1975. x+164 p.il. 4° (Municipal Environmental Research Laboratory, Office 
of Air, Land, and Water Use, Cincinnati, Ohio.) [Prepared by Environmental En- 
gineering, Department of Civil Engineering, University of Illinois, Urbana, Ill., under 
program element | DB 064, contract CI 68-03-2052. Title on cover is Compilation 
of methodology used for measuring pollution parameters of sanitary landfill leachate.] 
§ (Price upon application). @ltem 431-I-ll 
EP 1.23:600/3-75-0ll 


650/3-75-009. Regional air pollution study program objectives and plans; by C. S. Burton 
and G. M. Hidy . Dec. 1974. [92] p.il. 4° (Office of Research and Development.) 
[Rockwell International Air Monitoring Center, Newbury Park, Calif., contract 68- 
02-1081, task order 9, ROAP 26 AAI, program element | AA 003.) § (Price upon 


application). 
EP 1.23:650/3-75-009 
660/3-74-017. Silt removal from lake bottom; by Constance L. Churchill , Clyde K. 
Brashier , Charles S. Johnson. Feb. 1975. vi+37+[Il] p.il. 4° (Office of Research 
and Development.) [Research grant 16010 ELF, program element | BA 031.) + 
(Information incorrect in publication as to sale by Superintendent of Documents). 


@ltem 431-I-l 
EP 1.23:660/3-74-017 
660/3-74-032. Nutrient inactivation as lake restoration procedure, laboratory investigations 
{with list of references]; by Spencer A. Peterson , William D. Sanville , Frank 
S. Stay, Charles F. Powers. Oct. 1974. ix+18+[I] p.il. 4° (National Environmental 
Research Center, Office of Research and Development, Corvallis, Oreg.) [ROAP 
21 ATY, task 36, program element | BA 031.] * Paper, $1.95. @lItem 431-I-l] 
EP 1.23:660/3-74-032 
660/3-75-030. Nitrogen in subsurface environment [with list of references]; by M. L. 
Rowe , Susan Stinnett . June 1975. iv+34+/[I] p.il. 4° (National Environmental 
Research Center, Office of Research and Development, Corvallis, Oreg.) [Prepared 
by School of Environmental Science, East Central Oklahoma State University, Ada, 
Okla., under grant R 801381, program clement | BA 024, ROAP 21 AKQ/task 14.] 
+ (Information incorrect in publication as to sale by Superintendent of Documents). 


@ltem 431-1-ll 
EP 1.23:660/3-75-030 
660/3-75-036. Some effects of cadmium on coniferous soil/litter microcosms [with list 
of references}; by Harold Bond , Bruce Lighthart , Raymond Shimabuku, Loren 
Russell. June 1975. vii+30+[I]) p.il. 4° (National Environmental Research Center, 
Office of Research and Development, Corvallis, Oreg.) [Prepared by National Ecolog- 
ical Research Laboratory, under program element | AA 006, ROAP 21 ALU, task 
3.) + (Information incorrect in publication as to sale by Superintendent of Docu- 


ments). @lItem 431-I-ll 
EP 1.23:660/3-75-036 
07553 Environment Midwest, together. [1975.] cover title, 28 p.il. 4° ((Office 
of Public Affairs.}) [Text on p. 3 of cover. Guide to Region 5 Midwest 
programs.] + Item 431-136 
EP 1.28/6:974 


Environmental monitoring series. 


07554 600/4-75-Oll. Analysis of carbon-l4 and tritium in reactor stack gas [with list of references); 
by Seymour Gold . Oct. 1975. v+IS5 p.il. 4° (Radiochemistry and Nuclear Engineering 


*For Sale by Superintendent of Documents 


+ Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 
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Branch, Environmental Monitoring and Support Laboratory, Office of Research and 
Development, Cincinnati, Ohio.) § (Price upon application). @ltem 431-I-24 

EP 1.23/5:600/4-75-01l 

670/4-74-009. Determination of volatile organic compounds at mu g/l level in water by 

gas chromatography [with list of references]; by Thomas A. Bellar and James J. 

ightenberg . Nov. 1974. iv+28 p.il. 4° (National Environmental Research Center, 

Office of Research and Development, Cincinnati, Ohio.) [Methods Development and 

uality Assurance Research Laboratory, program element | BA 027.] * Paper, 80c. 


Item 431-I-24 
EP 1.23/5:670/4-74-009 


Environmental protection technology series. 


600/2-75-022. Effects of transient operating conditions on steam-electric generator emis- 
sions [with lists of references]; by J. S. McKnight . Aug. 1975. ix+105 p.il. 4° 
(Office of Research and Development.) [Research Triangle Institute, Research Trian- 
gle Park, N.C., contract 68-02-1325, task 10, ROAP 21 BAV-002, program element 


1 AB 013.) § (Price upon application). 
EP 1.23/2:600/2-75-022 


600/2-75-023. Absorption of sulfur dioxide in spray column and turbulent contracting 
absorbers [with bibliography]; by C. Y. Wen and L. S. Fan . Aug. 1975. [8]+106 
p.il. 4° (Office of Research and Development.) [West Virginia University, Depart- 
ment of Chemical Engintering, Morgantown, W.Va. , grant R-800781, ROAP 21 
ACY-041, program element | AB 013.) § (Price upon application). 
EP 1.23/2:600/2-75-023 
600/2-75-025. Particle detector by mechanical impact sensing [with list of references); 
by Michel Benarie and Jean-Pierre Quetier . June 1975. ix+67 p.il. 4° (Office of 
Research and Development.) [Institut Nat'l de Recherche Chimique Appliquee, 
France, grant 802424, ROAP 26 AAM-36, program element | AA 010.) § (Price 


upon application). 
EP 1.23/2:600/2-75-025 
600/2-75-038. Lime use in wastewater treatment, design and cost data [with lists of 
references]; by Denny S. Parker , Emilio de la Fuente , Louis O. Britt, Max 
L. Spealman, Richard J. Stenquist, and Fred J. Zadick. Oct. 1975. xvi+299 p.il. 
4° (Municipal Environmental Research Laboratory, Office of Research and Develop- 
ment, Cincinnati, Ohio.) [Prepared by Brown and Caldwell , Walnut Creek, Calif., 
under contract 68-03-0334.] § (Price upon application). @lItem 431-I-12 
EP 1.23/2:600/2-75-038 
600/2-75-039. Improved liquid-solids separation by aluminum compound in activated sludge 
treatment [with bibliography]; by Charles F. Lenhart , Joe W. Cagle . Sept. 1975. 
viii+60 p.il. 4° (Municipal Environmental Research Laboratory, Office of Research 
and Development, Cincinnati, Ohio.) [Prepared by Greene County Sanitary Engineer- 
ing Department, Zenia, Ohio, under project 17030 EBH.] § (Price upon application). 


@ltem 431-1-12 
EP 1.23/2:600/2-75-039 
600/2-75-043. Sanitary landfill stabilization with leachate recycle and residual treatment 
(with list of references]; by Frederick G. Pohland . Oct. 1975. x+106 p.il. 4° 
(Municipal Environmental Research Laboratory, Office of Air, Land, and Water 
Use, Cincinnati, Ohio.) [Prepared by School of Civil Engineering, Georgia Institute 
of Technology, Atlanta, Ga., under grant R-801397.] § (Price upon application). 


@ltem 431-I-12 

EP 1.23/2:600/2-75-043 
600/2-75-044. Summation of conditions and investigations for complete combustion of 
organic pesticides [with list of sources of data]; by Boyd T. Riley , jr. Oct. 1975. 
v+70 p.il. 4° (Municipal Environmental Research Laboratory, Office of Air, Land, 
and Water Use, Cincinreti, Ohio.) Independent Management Consultant on Environ- 

mental Affairs, Cincinnati, Ohio.) § (Price upon application). @lItem 431-I-12 
EP 1.23/2:600/2-75-044 
600/2-75-055. Treatment of textile wastewater by activated sludge and alum coagulation 
{with list of references}; by Thomas L. Rinker . Oct. 1975. xi+204 p.il. 4° (Office 
of Research and Development.) [Prepared by Blue Ridge-Winkler Textiles Division 
of Lehigh Valley Industries, Inc., Bangor, Pa., under grant S 801192, ROAP 21 
AZT-006, program element | BB 036.] § (Price upon application). 
EP 1.23/2:600/2-75-055 
600/2-75-063. Catalytic desulfurization and denitrogenation [with list of literature cited]; 
by Charles N. Satterfield , Michael Modell , Jerome F. Mayer, and Joseph F. 
Cocchetto. Oct. 1975. vi+6l p.il. 4° (Office of Research and Development.) 
(Massachusetts Institute of Technology, Department of Chemical Engineering, Cam- 
bridge, Mass., grant R-800897, ROAP 21 ADD-053, program element | AB 013.) 


§ (Price upon application). 
EP 1.23/2:600/2-75-063 


600/2-75-067. Evaluation on national boiler inventory [with list of references]; by A. 
A. Pubnam , E. L. Kropp ,and R. E. Barrett. Oct. 1975. [73] leaves il. 4° (Office 


VA 22151 
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of Research and Development.) [Contract 68-02-1223, task 31, ROAP 21 ADE-0I0, 
program element | AB 013.) § (Price upon application). 
EP 1.23/2:600/2-75-067 


600/2-75-070. EPA program status report, synthetic fuels program; by Bruce Truett , 
Robert G. Murray ,and Gary Foley. Oct. 1975. iii+3] p. 4° ((Office of Energy, 
Minerals, and Industry, Office of Research and Development.]) [MITRE Corporation, 
McLean, Va., Stanford Research Institute, Menlo Park Calif., and Advanced Fossil 
Fuels Sector Group, Office of Energy, Minerals and industry.] § (Price upon appli- 


cation). @ltem 431-1-12 
EP 1.23/2:600/2-75-070 
600/2-75-073. SO2 reduction in non-utility combustion sources, technical and economic 
comparison of alternatives [with list of references}: by P. S. K. Choi , E. L. Kropp 
, W. E. Ballantyne, M. Y. Anastas, A. A. Putnam, D. W. Hissong, and T. J. 
Thomas. Oct. 1975. [318] p.il. 4° (Office of Research and Development.) [Battelle- 
Columbus Laboratories, Columbus, Ohio, contract 68-02-1323, task 13, ROAP 21 
ACX-083, program element 1 AB 013.) § (Price upon application). 
EP 1.23/2:600/2-75-073 
600/2-75-075. Effect of fuel sulfur on NOx emissions from premixed flames [with list 
of references}; by J. O. L. Wendt and J. M. Ekmann . Oct. 1975. v+86 p.il. 4° 
(Office of Research and Development.) [Grant R-802204, ROAP 21 ADG-021, program 
element | AB 014.) § (Price upon application). 
EP 1.23/2:600/2-75-075 


600/2-76-016 a. Abstracts of 1971-74 United States and foreign open literature on noise, 
pt.l; by E. P. Bergmann , I. B. Fieldhouse . Jan. 1976. v+40+[l] p. 4° (Office 
of Research and Development.) [Prepared by IIT Research Institute, under project 

J 6331, contract 68-01-2234.]_ § (Price upon application). @lItem 431-1-12 
EP 1.23/2:600/2-76-016 a 
600/2-76-016 b. Abstracts of 1971-74 United States and foreign open literature on noise, 
pt.2; by E. P. Bergmann , I. B. Fieldhouse . Jan. 1976. ii+478+[I] p. 4° (Office 
of Research and Development.) [Prepared by IIT Research Institute, under project 

J 6331, contract 68-01-2234.] § (Price upon application). @lItem 431-I-12 
EP 1.23/2:600/2-76-016 b 
600/2-76-018. Interim report on impact of Public Law 92-500 on municipal pollution control 
technology [with list of references]; by Benjamin W. Lykins , jr., and John M. 
Smith . Jan. 1976. xvi+304 p.il. 4° eos Environmental Research Laboratory, 
Office of Research and Develop ti, Ohio.) § (Price upon application). 


@ltem 431-1-12 
EP 1.23/2:600/2-76-018 





650/2-74-119-b. Entrainment separators for scrubbers, final report (with list of references]; 
by Seymour Calvert , Shuichow Yung ,and James Leung. Aug. 1975. xix+204 p.il. 
4° (Office of Research and Development.) [A.P.T., Inc., San Diego, Calif., contract 
68-02-0637, ROAP 21 ACX-086, program element | AB 013.) § (Price upon applica- 


tion). 
EP 1.23/2:650/2-74-l19-b 
650/2-75-032-d. Energy consumption, fuel utilization and conservation in industry [with 
bibliography]; by John T. Reding and Burchard P. Shepherd . Aug. 1975. iv+40 
p. 4 (Office of Research and Development.) [Dow Chemical, Texas Division, 
Freeport, Tex., contract 68-02-1329, task 14, program element | AB 013, ROAP 21 
ADE-0W.] § (Price upon application). 
EP 1.23/2:650/2-75-032-d 


650/2-75-036. Asbestos fiber atlas [with list of references]; by Peter K. Mueller , Arthur 
E. Alcocer , Ronald L. Stanley and Glenn R. Smith. Apr. 1975. vi+5l p.il. 4° 
(Office of Research and Development, National Environmental Research Center, 
Research Triangle Park, N.C.) [State of California Department of Health Air and 
Industrial Hygiene Laboratory, Laboratory Services Program ', Berkeley, Calif., 
research grant 801336, program element | AA 010.) + (Information incorrect in 
publication as to sale by Superintendent of Documents). @lItem 431-I-12 
EP 1.23/2:650/2-75-036 
650/2-75-063. Study of ferroalloy furnace product flexibility [with list of references]; 
by C. E. Mobley and A. O. Hoffman . July 1975. [85] p.il. 4° (Office of Research 
and Development.) [Battelle Columbus Laboratories, Columbus, Ohio, contract 68- 
02-1323 (task 18), ROAP 21 AUY-Oll, program element | AB O15.) § (Price upon 


application). 
EP 1.23/2:650/2-75-063 
660/2-74-044. Test method for volatile component stripping of waste water [with list 
of references}; by Louis J. Thibodeaux . May 1974. vii+130+[I] p.il. 4° (Office 
of Research and Monitoring.) [Prepared by University of Arkansas, College of En- 
gineering, Fayetteville, Ark., under project R-801876, program element | BB 037.} 
* Paper, $1.70. @ltem 431-1-12 
EP 1.23/2:660/2-74-044 


660/2-75-010. Research status on effects of land application of animal wastes [with list 
of references]; by William L. Powers , G. Walter Wallingford , Larry S. Murphy. 
May 1975. vi+96+[l} p.il. 4° (National Environmental Research Center, Office of 
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Research and Development, Corvallis, Oreg.) [Prepared by Kansas State University, 
Manhattan, Kans., under project 80321, program element | BB 039, ROAP/TASK 
21 BEQ-O1S. Date on cover is June 1975.]  * Paper, $2.10 @ltem 431-1-12 
EP 1.23/2:660/2-75-010 
660/2-75-016. Application of exchange resins for treatment of textile dye wastes; by 
Allison Maggiolo , J. Henry Sayles . June 1975. vi+33+[l] p.il. 4° (National Environ- 
mental Research Center , Office of Research and Development, Corvallis, Oreg.) 
[Prepared by Bennett College, Greensboro, N.C., under project R 802586, program 
element | BB 036, ROAP 21 AZT, task 006.] + (Information incorrect in publication 
as to sale by Superintendent of Documents). @ltem 431-I-I2 
EP 1.23/2:660/2-75-016 


660/2-75-018. Use of climatic data in design of soils treatment systems [with list of 
references}; by Dick M. Whiting . July 1975. vi+67+[I] p.il. 4° (National Environ- 
mental Research Center, Office of Research and Development, Corvallis, Oreg.) 
[Prepared by National Climatic Center, Environmental Data Service, National 
Oceanic and Atmospheric Administration, Asheville, N.C., under EPA-IAG-D4-F4S5l, 
program element | BB 045, ROAP 21-ASH, task 018.] + (Information incorrect 
in publication as to sale by Superintendent of Documents). @lItem 431-I-12 
EP 1.23/2:660/2-75-018 
660/2-75-019. Egg breaking and processing waste control and treatment [with list of 
references]; by W. J. Jewell , H. R. Davis , O. F. Johndrew, jr., R. C. Loehr, 
W. Siderewicz, R. R. Zall. June 1975. xiii+184+[I] p.il. 4° (National Environmental 
Research Center, Office of Research and Development, Corvallis, Oreg.) [Prepared 
by Cornell University, Ithaca, N.Y., under grant 802174, program element | BB 
037, ROAP/TASK 21 BAA/023.] + (Information incorrect in publication as to sale 
by Superintendent of Documents). @lItem 431-I-12 
EP 1.23/2:660/2-75-019 


660/2-75-021. Optimizing petrochemical waste bio-oxidation system through automation 

{with list of references]; by M. A. Zeitoun , W. F. MclIihenny , N. J. Biscan, 

J. H. Culp, H. C. Behrens. June 1975. x+200+[I] p.il. 4° (National Environmental 

Research Center, Office of Research and Development, Corvallis, Oreg.) [Prepared 

by Dow Chemical Co., Freeport, Tex., under grant S 800 766, program element 

| BB 036, ROAP/task 21 AZP-36.] + (Information incorrect in publication as to 
sale by Superintendent of Documents). @lItem 431-I-12 

EP 1.23/2:660/2-75-021 


670/2-74-033. Manual for deicing chemicals, storage and handling [with list of annotated 
references]; by David L. Richardson , Charles P. Campbell , Raymond J. Carroll, 
David I. Hellstrom, Jane B. Metzger, Philip J. O’Brien, Robert C. Terry. July 1974. 
x+88+/[I} p.il. 4° (National Environmental Research Center, Office of Research and 
Development, Cincinnati, Ohio.) [Prepared by Arthur D. Little, Inc., Cambridge, 
Mass., under contract 68-03-0154, program element | BB 034.) * Paper, $1.70. @Item 


431-1-12 ° 

EP 1.23/2:670/2-74-033 

670/2-74-045. Manual for deicing chemicals, application practices [with list of references); 
by David L. Richardson , Robert C. Terry , Jane B. Metzger, Raymond J. Carroll. 
Dec. 1974. xii+152 p.il. 4° (National Environmental Research Center, Office of 
Research and Development, Cincinnati, Ohio.) [Prepared by Arthur D. Little, Inc., 
Cambridge, Mass., under contract 68-03-0154, program element | BB 034.) * Paper, 


$2.30. Oliem 431-1-12 
EP 1.23/2:670/2-74-045 
670/2-74-056. Development of on-shore treatment system for sewage from watercraft 
waste retention system [with list of references]; by James H. Robins , Arthur C. 
Green . July 1974. x+ll4 p.il. 4° (National Environmental Research Center, Office 
of Research and Development, Cincinnati, Ohio.) [Prepared by FMC Corporation, 
Advanced Products Division, San Jose, Calif., under contract 68-32-0220, program 
element | BB 038.] * Paper, $1.85. @lItem 431-1-12 
EP 1.23/2:670/2-74-056 


670/2-75-003. Oil spill and oil pollution reports, July-Oct. 1974. by Floyd A. DeWitt 

, jr. and Penelope Melvin . Mar. 1975. ix+206 p. 4° (National Environmental 

Research Center, Office of Research and Development, Cincinnati, Ohio.) [Prepared 

by Marine Science Institute, University of California, Santa Barbara, Calif., under 
project R 803063, program element | BB 041.) * Paper, $2.85. @ltem 431-I-12 

EP 1.23/2:670/2-75-003 

670/2-75-057. Guidelines for disposal of small quantities of unused pesticides: pt. A, 

Pesticides, pesticide chemistry, and pesticide disposal; pt. B, Methods for disposal 

of unused or spilled pesticides [with list of references]; by Edward W. Lawless 

, Thomas L. Ferguson , Alfred F. Meiners. June 1975. x+331 p.il. 4° (National 

Environmental Research Center, Office of Research and Development, Cincinnati, 

Ohio.) [Prepared by Midwest Research Institute, Kansas City, Mo., under contract 

68-01-0098, program element | BB 041. Issued with perforations.) * Paper, $4.25. 


@ltem 431-1-12 
EP 1.23/2:670/2-75-057 
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07587 EPA audit, what to do before and after auditor arrives. [1975.] [7] 
p. narrow 8° + @lItem 431-I-1 
EP 1.2:Au 2 


o7s88 Focus, library services. [I1975.] cover title, [4]+19 p.il. 4° (Library 
Systems Branch.) + @lItem 431-I-5 
EP 1.8:L 61/7 


o7ss9 Journal holdings report, 1975. 4th edition. Apr. 1975. x+242 p. oblong 

8° ({EPA-LIB-75-02]; Library Systems Branch, Management and Or- 

gprtenien Division, Office of Administration, Office of Planning and 
anagement.) + @Item 431-I-37 

EP 1.31:975 


075909 NEIC, National Enforcement Investigations Center, Denver, Colo. 
“eR (10) p.il. oblong 12° ({Office of Enforcement.]) + @lItem 
4 


i EP 1.2:N 21 e/6 


07591 Noble gases [with lists of references]; edited by Richard E. Stanley 
, A. Alan Moghissi , technical editor, Jerry J. Lorenz. [1975.] [8]+680 
p.il. 4° [Based on symposium held in Las Vegas, Nev., Sept. 24- 
28, 1973, cosponsored by National Environmental Research Center 
and University of Nevada, Las Vegas.}] + @ltem 43I-I-1 
L.C. card 75-27055 EP 1.2:G 21/4 


07592 Noise source regulation in State and local noise ordinances. Feb. 1975. 
[33] p.il. 4° (EPA 550/9-75-020; Office of Noise Abatement and Con- 


trol.) + @lItem 431-I-l 
EP 1.2:N 69/22/975 


[Solid waste management] SW (series). 


07593 6 p. Use of solid waste as fuel by investor-owned electric utility companies, proceedings, 
EPA/Edison Electric Institute meeting, Mar. 5-6, 1975; by Robert A. Lowe . 1975. 
rt 2A p. 4° + Solid Waste Information, EPA, Cincinnati, Ohio, 45268. @lItem 
431-I- 

EP 1.17:6 p 

07594 139. Beverage containers, Vermont experience; by Michael Loube . [1975.] cover title, 
16 p. narrow 8° + @item 431-I-7 

EP 1.17:139 


07595 State air pollution implementation plan progress report, Jan. |-June 30, 
1975. Sept. 1975. x+457 p.il. 4° (EPA-450/2-75-008; Office of Air and 
Waste Management, Office of Air Quality Planning and Standards, 
Research Triangle Park, N.C.) (Prepared in cooperation with Office 

of Enforcement.}] § (Price upon application). 
EP 1.52:975 


United States LPPSD technical information exchange document. 


07596 |. Summary report of advanced automotive power systems contractors coordination meet- 
ing, Ann Arbor, Mich., rankin engines, combustion systems, gas turbine engines, 
June 5-7, 1973 [with list of references]. 1973. [285] p.il. 4° (Advanced Automotive 
Power Systems Development Division; [Committee on Challenges of Modern 


Society].) + @ltem 431-1-30 
EP 1.50:1 
07597 2. Summary report of automotive power systems contractors coordination meeting, Ann 
Arbor, Mich., May 13-16, 1974 [with list of references]. [1974.] [381] p.il. 4° (Advanced 
Automotive Power Systems Development Division; [Committee on Challenges of 
Modern Society].) + @lItem 431-1-30 iene 


07598 3. Second symposium on low pollution power systems development, Neue Messe, Dussel- 
dorf, Federal Republic of Germany, Nov. 4-8, 1974 [with lists of references]. [1974.] 
[575] p.il. 4° ({Committee on Challenges of Modern Society.]) [Sponsored by Minis- 
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try of Interior, and Ministry for Research and Technology, Federal Republic of 
Germany.] + @ltem 431-I-30 
EP 1.50:3 


07599 4. Summary report of Automotive Power Systems Contractors coordination meeting, 
Ann Arbor, Mich., May 6-8, 1975. [1975.] [458] p.il. 4° (Division of Transportation 
Energy Conservation; Committee on Challenges of Modern Society.) [Issued by 
Energy Research and Development Administration.} + @lItem 431-I-30 
ER 1.16:4 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


Airman’s information manual. (AIP AGA 3.) [Issued with perforations.]} 


pt.2. Airport directory, autumn-winter 1975-76. (1975.] cover title, [7]+v+252 p. 4° 
{[Semiannual.}] * Paper, $7.00 a yr., add $1.75 for foreign mailing. @lItem 431-C- 
5 


TD 4.12:pt.2/975-76 


Airport operations specifications [with list of references]. Feb. 3, 1975. 
[20] & 4° (Advisory Circular AC 139.12-1.) [Issued with perforations.] 
+ tem 


431-C-4 
TD 4.8:Ai 7/34 


Application of area navigation in national airspace system. Feb. 1973. 
ii+15S2 p.il. 4° [Prepared by FAA/Industry RNAV task force.] # 
TD 4.2:N 22/3 


Aviation education (series). 


Second report on learning through aviation; {by Lee Conway ]. May 1970 [published 
1974}. iv+18 ».il. 4° (Office of General Aviation.) [Published by Richmond Unified 
School District, Richmond, Calif. Reprinted by Department of Transportation, 
Federal Aviation Administration, Aviation Education Programs Division.} + @lItem 


431-A-21 
TD 4.25:L 47 


Eighth FAA representatives program review conference, Europe, 
Africa, and Middle East region, Brussels, Belgium, Oct. 13-15, 1971. 
[1972.] cover title, [6]+58 leaves, 4° [Issued with perforations.] 

2 


TD 4.2:P 94/2 


Energy impact analysis, profiles of scheduled air carrier operations 
at 25 U.S. airports. Feb. 1974. [1]+57+[S0] p.il. 4° (Office of Aviation 
Economics; Aviation Forecast Division.) # 

TD 4.2:En 2 


Federal Aviation Administration. [1975.] cover title, 20 p.il. square 8° 
+ @lItem 431-C-8 
TD 4.2:F 31/975 


Federal aviation regulations. 


36. Noise standards, aircraft type and airworthiness certification. June 1974. cover title, 
(3]+i+P-26+32 p.il. 4° [Incorporates amendments 36-1 and 36-2. Issued with perfora- 
tions.) * Paper, $3.00 (basic and supplementary material for indefinite period); add 
75c. for foreign mailing. @lItem 431-C-13 iintiiniae 


. Air taxi operators and commercial operators of small aircraft. Nov. 1974. cover 
title, [2]+iii+P-81+43 p. 4° [Issued with perforations.] * Paper, $6.20 (basic and 
supplementary material for an indefinite period); add $1.55 for foreign mailing. 

@ltem 431-C-13 
TD 4.6:135/2 


07609 General aviation impact cost study: v.l, Executive summary; [by J. 
W. Chadwick , T. W. Hall , E. T. Yeager, R. W. Cote]. June 1973. 
cover title, [4]+31 p.il. 4° (Office of Aviation Economics.) [Prepared 
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by Battelle-Columbus, Columbus, Ohio, under contract DOT- 
FA72WA-3118.] # 
TD 4.2:C 82/v.1 


07610 General aviation impact cost study: v.2, Research methodology; [by 
J. W. Chadwick , T. W. Hall , E. T. Yeager , R. W. Cote]. June 
1973. cover title, [I4l] p.il. 4° (Office of Aviation Economics.) 


cones by Battelle-Columbus, Columbus, Ohio, under contract 
DOT-FA72WA-3118.]  # 


TD 4.2:C 82/v.2 


07611 Great Lakes region aviation system, 10 year plan 1976-85. July 1975. 
cover title, [220] p.il. 4° [Issued with perforations.] + @lItem 43l- 


A-I7 
TD 4.33/4:976-85 


07612 National aviation system 10 year plan, 1973-82, Sth annual planning 
review conference, May 22, 1973, Washington, D.C., vu-graph presen- 


tation; by Richard Seaman . [1974.] cover title, 63 leaves il. oblong 
12° (Office of Aviation Policy and Plans.) 
TD 4.2:N 21/4/973-82 


07613 Nineteen seventy-five annual aviation mechanic safety awards program. 
Feb. 6, 1975. 6+[l] p. 4° (Advisory circular AC 60-2M.) [Issued with 
perforations. Supersedes Advisory circular AC 60-2L.] + @lItem 


431-C-4 
TD 4.8:M 64/4 


Order (series). 


07614 6200.4 B. Test equipment management handbook. Nov. 18, 1975. cover title, [183] p.il. 
4° [Cancels order 6200.4A, dated Oct. 22, 1970. Issued with perforations.} # 
@ltem 431-C-4 
TD 4.8/2:6200.4 B 
07615 Report on civil aviation activities of Federal government of Nigeria, 
v.1 [with list of reference documents]. Mar. 1974. cover title, ii+87 
° 


p.4 # 
TD 4.2:N 56/v.l 


07616 Statistical summary, air carrier enforcement cases, 1972. [1974.] cover 
title, ii+29 leaves il., oblong 12° (Office of the General Counsel.) 
uF 


TD 4.2:Ai 7/17/972 


07617 United States civil aircraft register, July 1, 1975. [1975.] 2 v., cover 
title, [2276] p. 4° (AC-20-6Y; Aeronautical Center, [Flight Standards 
Technical Division].) [Semiannual.] * Paper, $24.60 per set (2 vols.) 
(S/N 050-007-00292-1). @Item 431-F-5 

TD 4.18/2:975-2/v.1,2 


07618 United States standard flight inspection manual, Change 26. [1975.] [35] 
p. 4° (OA P 8200.1; Army Dept. TM-95-225; Navy Dept. NAVAIR 
16-1-520; [Air Force Dept.] AFM-55-8.) [Issued with perforations. Can- 
cels Order 8240.34.] # @Item 431-C-4 

TD 4.8:F 64/963/rep.2/ch.26 
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FEDERAL BUREAU OF INVESTIGATION, Justice Dept. Washington, 
DC 20530 


07619 FBI laboratory, brief outline of history, services, and operating 
techniques of world’s greatest scientific crime laboratory. [Revised 

July 1974.} [1974.] [4]+34+[l] p.il. 4° + @ltem 721 
J 1.14/2:L 1/974 


FBI uniform crime reports. 


07620 Bomb summary, comprehensive report of incidents involving explosive and incendiary 
devices in Nation, 1973. [1974.] cover title, [3]+28 p.il. 4° [Prepared in cooperation 

with National Bomb Data Center.] + @ltem 722-A 
J 1.14/7-4:B 63/973 


07621 Bomb summary, comprehensive report of incidents involving explosive and incendiary 
devices in Nation, Jan.-June, 1975. [1975.] cover title, [4]+24 p.il. 4° + @lItem 

722-A 
J 1.14/7-4:B 63/975 
07622 Bomb summary, comprehensive report of incidents involving explosive and incendiary 
Stee in Nation, Jan.-June, 1974. [1975.] cover title, [4]+22 p.il. 4° + @lItem 

722-A 


J 1.14/7-4:B 63 


07623 Uniform crime reports for United States, 1974. [1975.] ix+293 p.il. 4° 
{Printed annually. Advisory: Committee on Uniform Crime Records, 
International Association of Chiefs of Police. Title on cover is: Crime 
in United States, 1974, uniform crime reports.] * Paper, $3.60 (S/N 
027-001-00013-1). @Item 722 

J 1.14/7:974 


FEDERAL ELECTION COMMISSION Washington, DC 20463 


07624 Federal-State election law survey, analysis of State legislation, Federal 
legislation, and judicial decisions; [Thomas M. Durbin , Patricia Ann 
Fiori ,and Rita A. Reimer, editors]. Ninth issue. Nov. 1, 1975. 
(3]+xv+396 p. 4° [Prepared by American Law Division of Congres- 

sional Research Service, Library of Congress.] + @lItem 1089 
Y 3.El 2/3:2 St 2/975-9 


FEDERAL ENERGY ADMINISTRATION Washington, DC 20461 


Conservation paper. 


1 A. Energy management ca e histories. [1975.] v+15 p.il. 4° ({FEA-241-D]; Office of 
Industrial Programs.) [Prepared in cooperation with U.S. Dept. of Commerce.] 
* Paper, 70c. @lItem 434-A-10 
FE 1.22:1A 


. Data base, potential for energy conservation in 9 selected industries: v.4, Copper 
{with list of references]. Ist edition. [1975.] iv+l8 p.il. 4° ({FEA-183-D]; Energy 
conservation and environment; Office of Industrial Programs.) [Prepared by Gordian 
Associates, Inc.] * Paper, $1.90. @Item 434-A-10 motes 

FE 1.22: 


. Data base, potential for energy conservation in 9 selected industries: v.6, Steel [with 
list of references]. Ist edition. (1975.] iv+139 p.il. 4° ({FEA-185-D]; Energy conserva- 
tion and environment; Office of Industrial Programs.) [Prepared by Gordian As- 
sociates, Inc.] * Paper, $2.05. @lItem 434-A-10 

FE 1.22:14 


. Data base, potential for energy conservation in 9 selected industries: v.7, Glass 
{with list of references]. Ist edition. [1975.] iv+126 p.il. 4° ({FEA-186-D]; Energy 
conservation and environment; Office of Industrial Programs.) [Prepared by Gordian 
Associates, Inc.] * Paper, $1.95. @lItem 434-A-10 — 


. Data base, potential for energy conservation in 9 selected industries: v.8, Selected 
paper products [with list of references]. Ist edition. [1975.] iv+1SS p.il. 4° ({FEA- 
187-D]; Energy conservation and environment; Office of Industrial Programs.) 
[Prepared by Gordian Associates, Inc.] * Paper, $2.25. @lItem 434-A-10 ones 
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07630 17. Data base, potential for energy conservation in 9 selected industries: v.9, Styrene 
butadiene rubber [with list of references]. Ist edition. [1975.] iv+133 p.il. 4° ({FEA- 
188-D]; Energy conservation and environment; Office of Industrial Programs.) 
[Prepared by Gordian Associates, Inc.] * Paper, $2.00. @lItem 434-A-10 
FE 1.22:17 


07631 24. Proceedings of conference on challenge of load management, convergence of diverse 
interests, June Il-12, 1975. [1975.] [5]+13 p.il. 4° ({FEA/D-75/658.]) [Sponsored by 
Office of Utilities Programs, in association with American Public Power Assoc., 
Edison Electric Institute, National Association of Regulatory Utility Commissioners, 
and National Rural Electric Cooperative Assoc. Title on cover is Load Management.]} 
+ @lItem 434-A-10 

L.C. card 75-24821 FE 1.22:24 
07632 Directory of Federal agencies engaged in energy related activities. Oct. 
1975. ix+80 p.il. 4° (Office of Intergovernmental, Regional and Spe- 

cial Programs.) * Paper, $1.55. @lItem 434-A-l 
FE 1.2:F 31 


Draft environmental impact statement DES (series). 


07633 75-2. Energy independence act of 1975 and related tax proposals. Mar. 1975. cover title, 
[402] p.il. 4° ({Office of Environmental Programs.]) + @lItem 434-A-9 

FE 1.21:75-2 

07634 Economic impact of energy shortages on commercial air transportation 

and aviation manufacture: v.l, Impact analysis; [by J. E. Gorham 

, D. Gross , J. C. Snipes]. [June 1975.] cover title, lix+206 p. 4° 

({FEA/B-75/588; Office of Policy and Analysis; Office of Economic 

Impact.]) [Prepared by Stanford Research Institute, Washington Of- 

fice, Arlington, Va., under contract C-03-50033-00.] § Paper, $8.50. 
@ltem 434-A-l 

FE 1.2:Ai 7/v.1 


07635 Economic impact of energy shortages on commercial air transportation 
and aviation manufacture: v.2, Aviation industries profiles and energy 
usage characteristics; [by J. E. Gorham , D. Gross , J. C. Snipes]. 
{June 1975.) cover title, xi+27l p.il. 4° ({FEA/B-75/589; Office of 
Policy and Analysis; Office of Economic Impact.]) [Prepared by Stan- 
ford Research Institute, Washington Office, Arlington, Va., under 
contract C-03-50033-00.] § Paper, $8.75. @lItem 434-A-l 

FE 1.2:Ai 7/v.2 


07636 Energy conservation, understanding and activities for your people. 
[1975.] cover title, 20 p.il. 4° ([FEA/D-75/264; Office of Conservation 
Education.}) [With things to read, list.] * Paper, 85c. (S/N 041-018- 
00091-7). @Item 434-A-l 

FE 1.2:Y 8 


07637 Fact sheet [on] solar energy. [1975.] 9 p.il. narrow 8° ({FEA-168-A.]) 
+ @lItem 434-A-l 
FE 1.2:So 4 


07638 Final report, oil and gas resources, reserves, and productive capacities, 
submitted in compliance with Public law 93-275, sec. 15(b), v.1. Oct. 
1975. vi+69 p.il. 4° ({FEA/G-75-618]; Office of Policy and Analysis, 
Office of Energy Resource Development.) + @Item 434-A-l 
FE 1.2:0i 5/3/v.1 


07639 Final report, oil and gas resources, reserves, and productive capacities, 

submitted in compliance with Public law 93-275, sec. IS(b), v.2. Oct. 

1975. v+I5l p. 4° ({FEA/G-75-619]; Office of Policy and Analysis, 
Office of Energy Resource Development.) + @lItem 434-A-l 

FE 1.2:0i 5/3/v.2 
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07640 Initial report on oil and gas resources, reserves, and productive capaci- 
ties, submitted in compliance with public law 93-275, sec. 15(b). June 
1975. [260] p.il. 4° ({FEA 360-G]; Office of Policy and Analysis, 
Office of Energy Resource Development.) + @lItem 434-A- 


FE 1.2:0i 5/2 


07641 1972 petroleum supply and demand in non-Communist world. May 1974. 
[5]+37 p.il. 4° (National Energy Information Center.) * Paper, 95c. 

(S/N 5800-00001). @ltem 434-A-] 
FE 1.2:P 44/972 


07642 Outline for saving energy, lighting and thermostats in commercial, 
public, and industrial buildings. [1976.] [2] p. 4° (Office of Conserva- 
tion and Environment.) + @lItem 434-Ad 

FE 1.2:En 2/6 


07643 Proceedings, energy conservation in Colorado, Golden, Colo., Sept. 
17, 1975 [with bibliography]. [1975.] cover title, 104 p.il. 4° [Presented 
by Colorado Energy Research Institute, under contract to FEA Re- 
gion 8.) + @lItem 434-A-l 

FE 1.2:En 2/5 


Project Independence Blueprint, transcript of public hearing. 
07644 4. Seattle, Wash., Sept. 5-7, 1974, Appendix. [1975.] [l]+ix+7I4 p.il. 4° * Paper, $7.55 
@ltem 434-A-5 
FE 1.18:H 35/no.4/app. 


07645 Remarks by Frank G. Zarb , Administrator, before Sth European In- 
stitutional Investor Conference, London, England, Dec. 1, 1975. 1975. 


7 p. 4° (S-75-400.) [Title on cover is Federal energy news.] + 
FE 1.10:Z 1/4 


07646 Remarks by John C. Sawhill’, Administrator, before Conference Board 
meeting, New York, N.Y., Nov. 21, 1974. 1974. 9 p. 4° (S-74-489; 
Communications and Public Affairs.) + 

FE 1.10:Sa 9/30 


07647 Remarks of John C. Sawhill , Administrator, before National Oil Job- 
bers Council, Orlando, Fla., Apr. 21, 1974. 1974. 12 p. 4° (S-74-162: 

Public Affairs [Office].) + 
FE 1.10:Sa 9/28 


07648 Remarks of John C. Sawhill , Deputy Administrator, before University 
of Maryland Department of Government and Politics, College Park, 
Md., Apr. 16, 1974. 1974. ll p. 4° (S-74-150; Public Affairs [Office].) 
+ 


FE 1.10:Sa 9/29 


07649 Report on improving productivity of electric powerplants [with list of 
references]. Mar. 1975. vi+85 p.il. 4° ({[FEA-263-6]; Office of Energy 
Conversion; Energy Resource Development.) [Prepared by FEA In- 
teragency Task Group on we game reliability.] * Paper, $1.55 (S/N 
041-018-00056-9). @Item 434-A- mane 


07650 Report to Congress on economic impact of energy actions as required 
by Public Law 93-275, sec. 18(D). July 1975. [I]+123 p. 4° ({FEA/B- 
75/376]; Office of Economic Impact; Office of Policy and Analysis.) 


+ @lItem 434-A-3 
FE 1.15/2:975 
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07651 Report to Congress on foreign ownership control and influence on 
domestic energy sources and supply, (Public Law 93-275, sec. 26). 
Dec. 1974. [3]+xii+80 p. 4° (Office of International Energy Affairs; 
FEA 219-M; Office of Communications and Public Affairs].) * 
aper, $1.55 @lItem 434-A-l 


FE 1.2:F 76 


07652 Siting energy facilities at Camp Gruber, Okla., v.2 [with list of 
references]. June 1975. [2]+v+64 p. 4° [Brepared by Pacific Northwest 
Laboratories of Battelle Memorial Institute.] * Paper, $1.30. @Item 


434-A-l 
FE 1.2:C 15/v.2 


07653 Siting energy facilities at Camp Gruber, Okla., v.3 [with bibliography]. 
June 1975. [80] p. 4° [Prepared by Pacific Northwest Laboratories 

of Battelle Memorial Institute.] * Paper, $1.40. @lItem 434-A-l 
FE 1.2:C 15/v.3 


o7654 Solar energy projects of Federal government; [by Howard L. Magnas 


]. Jan 1975. cover title, [5]+137 p. 4° (FEA/C-75/247; National Energy 
Information Center.) § Paper, $6.25. @lItem 434-A-l 
FE 1.2:So 4/2 


0765s Total energy management, practical handbook on energy conservation 

and management, for use of owners and managers of office buildings 

and small retail stores [with bibliography]. Testing edition. [1975.] 

cover title, [3]+54 p.il. 4° (Energy Conservation and Environment.) 

[Developed by National Electrical Manufacturers Association, New 

York, N.Y., and National Electrical Contractors Association, 
Washington, D.C.] + 

FE 18:M 31/ * 


FEDERAL HIGHWAY ADMINISTRATION, Transportation Dept. 
Washington, DC 20590 
o76s6 Career with FHWA, typists and stenographers. [Nov. 1974, published 
1975.] 15 p.il. narrow 8° + @lItem 982-G-5 
TD 2.2:T 98/974 


07657 Crash cushions, selection, criteria and design; [by] L. R. Lawrence 
,and James H. Hatton , jr. Sept. 1975. [107] p.il. 4° [Issued with 
perforations.] + @lItem 982-G-5 

TD 2.2:C 85 


Demonstration project (series). 


07658 12. Soils exploration and testing supplement [with list of references]. [1975.] cover title, 
{I]+ 30 p.il. 4° (Region 15, R&D Projects Division, Arlington, VA.) + :, 
TD 2.40:12 


07659 32. Noise measurement techniques, equipment systems, and data interpretation, noise 
demonstration t. [1975.] cover title, [55] p.il. 4° [Issued with perforations.] 


+ 
TD 2.40:32 


es 





FHWA program HY (series). 
07660 1. Electronic computer program for hydraulic analysis of circular culverts. (July 1970.] 
cover title, ii+47 p.il. 4° (Office of Research and Development; (Bureau of Public 
Roads, BPR program HY-1].) + ‘ninjas 
Al: 


2. Electronic computer program for hydraulic analysis of pipe-arch culverts. [May 1969.] 
cover title, iv+48 p.il. 4° (Office of Research and Development; (Bureau of Public 


Roads, BPR program HY-2].) + 
sine TD 2.41:2 
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Highway safety program standard. 


07662 12. Highway design, construction, and maintenance. [July 1973.] [4] p. narrow 8° 


* 
TD 2.38:12 


Managing highway maintenance, training guide and catalog. Nov. 1972. 
(3]+33 p.il. 4° [Prepared by Roy Jorgensen Associates, Inc., under 
ao 


contract FH-II-7600.] 
TD 2.8:M 28/guide 
Report FHWA-RD (series). 


75-82. Demonstration of acoustical underground survey system in Washington metropolital 
area, final report; [by] T. O. Price . June 1975. cover title, vi+lI3 p.il. 4° (Offices 
of Research and Development.) [Prepared by Holosonics, Inc., Richland, Wash.] 
§ (Price upon application). @lItem 982-G-ll 

TD 2.30:75-82 


75-lll. Prevention of preferential bridge icing using heat pipes, interim report [with list 
of references; by] A. A. Ferrara and R. Haslett . July 1975. cover title, viii+102 
p.il. 4° (Offices of Research and Development.) [Prepared by Grumman Aerospace 
Corp., Bethpage, N.Y.] § (Price upon application). @Item 982-G-ll 

TD 2.30:75-Ill 


75-527. Introduction to concrete polymer materials, Supplement no. 1; [by W. C. Cowan 
, W. T. Lockman , W. G. Smoak, and G. W. DePuy]. Nov. 1975. cover title, 
iv+75 p.il. 4° (Offices of Research and Development.) [Prepared by Bureau of 
Reclamation, Engineering and Research Center, Denver, Colo.] § (Price upon appli- 
cation). @lItem 982-G-ll 

TD 2.30:75-527 


Report FHWA-RDDP (series). 


PC-520. Production efficiency study on large-capacity, rubber-tired front-end loaders, 
final report; [by] D. A. Bernard , T. R. Ferragut , D. L. Neumann. May 1973. 
cover title, vii+ 53 p.il. 4° § (Price upon application). 

TD 2.30/2:PC-520 


-l. Serrated soft-rock cut slopes, final report; [by] Dennis Richards , David Ham . 
June 1973. cover title, [37] p.il. 4° § (Price upon application). 
TD 2.30/2:5-1 


. Erosion control with wood chip on newly graded areas, final report; [by] David 
M. Ham . Jan. 1974. cover title, [24] p.il. 4° § (Price upon application). 
TD 2.30/2:6-1 


. Production of Portland cement concrete by use of continuous mixing process, final 
report Sept. 1972. cover title, [46] p.il. 4° (Research and Development Demonstration 
No. 8.) # 

TD 2.30/2:8-1 


-l. Prestressed concrete pavement construction, final report [with list of references]. 
Feb. 1973. cover title, [I]+iv+49 p.il. 4° (Research and Development Demonstration 


Project No. 17.) + 
TD 2.30/2:17-1 


07672 Training manual for inspection for decent, safe, and sanitary housing 
{with list of references]. Apr. 1975. [2]+126 p.il. 4° (Office of Right- 
of-Way and Environment, Relocation Assistance Division.) [Issued 
with perforations.] + 

TD 2.8:In 7/3 


FEDERAL POWER COMMISSION Washington, DC 20426 


07673 Federal power act, Apr. 1, 1975. 1975. vii+340 p. * Paper, $3.15 (S/N 
015-000-00324-3). @Item 437 
FP 1.5:P 87/975 


National electric rate book rate schedules for electric service in com- 
munities of 2,500 population or more, residential, commercial, and 
industrial services. [Issued with perforations.] * Paper, $22.50 a year 
(separate sections, each representing a State), add $5.75 for foreign 
mailing; single copy, 4Sc. 


Alabama. Nov. 1974. [2]+15 p. 4° [Supersedes issue of Oct. 1973.] @ltem 437-A-1 
FP 1.18: Al | b/974 
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California. Oct. 1974. [2]+25 p. 4° [Supersedes issue of Sept. 1973.] @lItem 437-A- 
4 


FP 1.18:C 12/974 
Kentucky. Oct. 1974. [2]+15 p. 4° [Supersedes issue of Nov. 1973.] @lItem 437-A- 
15 


FP 1.18:K 41/974 


FEDERAL RAILROAD ADMINISTRATION, Transportation Dept. 
Washington, DC 20590 


Orders. 


07677 1100.23. FRA organization manual. (1975.] cover title, [187] p.il. 4° ({Office of Administra- 
tion.}) [Issued with perforations.}] + @ltem 701-D 
TD 3.8/2:1100.23 


07678 Pre-seminary manual for F.R.A. equal employment opportunity aware- 
ness seminar [with lists of references]. [I975.] cover title, [160] p.il. 

4° (Office of Civil Rights.) + @lItem 70I-B 
TD 3.2:Eq 2 


FEDERAL WORKING GROUP ON PEST MANAGEMENT 
Washington, DC 20460 


07679 Guidelines on analytical methodology for pesticide residue monitoring 
{with bibliographies]. June 1975. cover title, [69] p. 4° [Final editing 
and publication done by Secretariat, FWGPM, with assistance of 
editorial staff of Pesticides monitoring journal. Issued with perfora- 
tions.| + @Item 1089 

Y 3.P 43:8 P 43 


FISH AND WILDLIFE SERVICE, Interior Dept. Washington, DC 
20240 


07680 Final environmental statement: Proposed use of steel shot for hunting 

waterfowl in United States [with list of references]. [1975.] [2]+v+276 

p.il. 4° * Paper, $3.40 (S/N 024-010-00411-8). @ltem 6ll-I —— 
49.76:St 


o7681 Land at river’s end, Copper River delta; [by Thomas Michael Baugh 
]. [1976.] [12] p.il. oblong 24° [Prepared in cooperation with Alaska 
Department of Fish and Game, University of Alaska, Forest Service, 
Department of Agriculture, Chugach National Forest, Alaska Region, 
Pacific Northwest Forest and Range Experiment Station, Forestry 
Sciences Laboratory, Juneau, Institute of Northern Forestry, Fair- 
banks. Some illustrations are colored.] + @Item 612 —— 

49.2: 


FLIGHT STANDARDS SERVICE, Transportation Dept. Washington, 
DC 20553 


07682 Commercial pilot airplane, written test guide, FAR part 61 (revised). 
1974. v+37 p.il. 4° ({AC 61-71.]) * Paper, 85c. (S/N SOll-00070). 


@ltem 431-F-3 
TD 4.408:P 64/4/974 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept. Washington, DC 20201 


07683 Selected technical publications, July-Dec. 1973, Food and Drug Admintés- 
tration [no. 18, articles, with bibliographies]. [1975.] cover title, 
viii+605+[l] p.il. 4° + @lItem 475-R 

HE 20.4023:18 
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FOOD AND NUTRITION SERVICE, Agriculture Dept. Washington, 
DC 20250 


FNS (series). 
07684 140. Food for youth, study guide. Oct. 1975. iv+99 p. 4° * Paper, $1.70. @Item 74- 
A-2 
A 98.9:140 


FOREST SERVICE, Agriculture Dept. Washington, DC 20250 


07685 3P [probability py to prediction] sampling, annotated bibliog- 
raphy; by H. Gyde Lund . June 1975. [1]+25 p. 4° (Resource Manage- 
ment Group, Resource Use and Management Group, Northeastern 
Area, State and Private Forestry, Upper Darby, Pa.) + 

A 13.11/2:P 94 


07686 Twenty-second northeastern forest tree improvement conference, 
proceedings, State University of New York, College of Environmental 
Science and Forestry,- Syracuse, N.Y., Aug. 7-9, 1974 [with lists of 
literature cited]. 1975. cover title, ii+204 p.il. 4° ({Northeastern 
Forest Experiment Station, Upper Darby, Pa.]) + @lItem 84 

A 13.42/2:T 71/975 


GENERAL ACCOUNTING OFFICE Washington, DC 20548 


Report by Comptroller General of United States. +Paper, each, $1.00 
(write: GAO, Box 1020, DC 20013). Free to Members of Congress, 
Congressional committee staff, government officials, college libraries, 
faculty and students, non-profit organizations (write: GAO, 441 G 
St. NW, DC 20548). 


Agency printing and duplicating operations need management improvements, multiagency. 
Nov. 1, 1974. [3]+ii+23 leaves, il. 4° ({B-114829.]) [Report to Joint Committee on 


Printing.] 
GA L13:P 93/1 
Assessment of work incentive program in Washington State, Department of Health, 
Education, and Welfare, Department of Labor. Aug. 6, 1974. cover title, [4]+iv+37 
p. 4° (B-16403K(3).) [Report to Committee on Finance , United States Senate.] 
GA 1.13:W 89/8 
Audit of financial statements of Saint Lawrence Seaway Development Corporation, calen- 
dar year 1973, Department of Transportation. July 9, 1974. [5]+ii+15 leaves, 4° 
(B-125007.) [Report to Congress.] 
GA 1.13:Au 2/15/973 


Audit of United States Capitol Historical Society for year ended Jan. 31, 1974. Nov. 
6, 1974. cover title, ll leaves, 4° (B-176631.) [Report to Congress.]} 
GA L13:C 17/6 


Better controls needed for health maintenance organizations under Medicaid in California, 
Social and Rehabilitation Service, Department of Health, Education, and Welfare. 
Sept. 10, 1974. [5]+iv+39 leaves, 4° (B-16403K(3).) [Report to Committee on Finance, 
United States Senate.] 

GA 113:M 46/31 


Cost and use of personnel in Agency for International Development. Aug. 29, 1974. 
(7]+iv+52 leaves, 4° (B-165731.) [Report to Subcommittee on Foreign Operations, 
Committee on Appropriations, United States Senate.] 

GA 1.13:P 43/12 


Department of Defense stockpiling of war reserve materials for use by United States 


allies, Department of Defense. July 17, 1974. [1]+10+10 leaves, 4° (B-159451.) 
GA L13:St 6/3 


Department of Defense's current patent and licensing policies and practices. Aug. 8, 
1974. [1]+8+9+[2] leaves, 4° (B-161059.) 
GA 1.13:D 36/15 


Domestic crude oil pricing policy and related production, Federal Energy Administration. 
Aug. 19, 1974. [1]+19 leaves, il. 4° (B-178205.) 
GA 1.13:0i 5/7 


Economic and logistical impact resulting from announced closure of Fort MacArthur, 


Department of Defense. Nov. 7, 1974. cover title, [4]+ii+32 p. 4° (B-172707.) 
GA L13:F 77 m 
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Examination of financial statements of Federal Home Loan Mortgage Corporation for 
year ended Dec. 31, 1973. Oct. ll, 1974. cover title, [4]+ii+15 p. 4° (B-179312.) [Report 


to Congress.] 
GA 1.13:F 49/11/973 
Examination of financial statements of National Flood Insurance Program, fiscal year 
1973, Federal Insurance Administration, Department of Housing and Urban Develop- 
ment. Oct. ll, 1974. cover title, [4]+ii+31 p. 4° (B-114860.) [Report to Congress.] 
GA L.13:F 65/973 
Examination of grants awarded to Berkeley Unified School District and to Bilingual 
Children's Television, Inc., Office of Education, Department of Health, Education, 
and Welfare. Sept. 4, 1974. cover title, [3]+iv+24 p. 4° (B-164031(1).) 
GA L13:G 76/ll 


Excess defense articles provision in proposed Foreign assistance legislation, Department 
of Defense. July 15, 1974. [1]+6 leaves, 4° (B-163742.) 
GA L.13:F 76/15 


Extending effective date of Food and Drug Administration's diagnostic X-ray equipment 
standard, Department of Health, Education, and Welfare. Sept. 23, 1974. cover title, 
(3]+iii+20 p. 4° (B-16403K(2).) 

GA 113:X 1 

From welfare to self-sufficiency, assessment of work incentive program in Wayne Co., 
Mich., Department of Labor, Department of Health, Education, and Welfare. Aug. 
20, 1974. cover title, [4]+iv+4l p. 4° (B-164031(3).) [Report to Committee on Finance. 
United States Senate.] 

GA L13:W 45/5 


General Accounting Office assistance to Congress in improving access and usefulness 
to Congress of fiscal, budgetary and program-related information. Sept. 20, 1974. 
cover title, 2 leaves +14 p. 4° (B-115398.) [Report to Congress.] 

GA L13:F 52/2 


How criminal justice agencies use criminal history information. Aug. 19, 1974. cover 
title, [4]+iv+70 p. 4° (B-I71019.) [Report to Subcommittee on Constitutional Rights, 
Committee on Judiciary, United States Senate.] 

GA L.13:C 86/10 


How passenger sedans in Federal government are used and managed. Sept. 6, 1974. 
cover title, [S]+iii+48 p. 4° (B-158712.) [Report to Ad Hoc Subcommittee on Govern- 
ment Vehicle Use, Committee on Appropriations, United States Senate.] 

GA 113:Se 2/2 

Implementation of Federal water pollution control act amendments of 1972 is slow, 
Environmental Protection Agency. Dec. 20, 1974. [7]+v+[I]+62 leaves, 4° (B-166506.) 
[Report to Subcommittee on Environmental Pollution, Committee on Public Works, 
United States Senate.] 

GA L13:W 29/17 


Improvements needed in planning and using motor vehicle safety research, National 
Highway Traffic Safety Administration, Department of Transportation. Sept. 16, 1974. 
cover title, [4]+iv+5l p. 4° (B-164497(3).) [Report to Committee on Commerce, 
United States Senate.] 

GA 113:Sa I/4 


Improvements still needed in negotiating prices of nonc titive contracts over $100,000, 
Department of Defense. Aug. 3, 1974. cover title, [4] +iv +36 p. 4° (B-168450.) [Report 


to Congress.] 
GA 1L13:P 93/10 
Information on number, location, and cost associated with construction and operation 


of military golf facilities throughout the world, Department of Defense. Nov. 18, 
1974. [5]+44 leaves, 4° (B-160813.) 
GA L.13:M 59/44 


Information on unresolved audit exceptions with Federal employees health benefit car- 
riers, Civil Service Commission. Nov. 7, 1974. cover title, 2+[1]+3-28 leaves, 4° 
(B-164562.) [Report to Subcommittee on Retirement and Employee Benefits, and 
Committee on Post Office and Civil Service.] @lItem 546-D 

GA 1.13:Au 2/13 


Low rents charged at personnel quarters of Veterans Administration Hospital, Hines, 

Ill., Veterans Administration, Department of Housing and Urban Development. Dec. 

6, 1974. cover title, 10 leaves, 4° (B-133044.) [Report to Subcommittee on Housing 

and Urban Development, Space, Science, Veterans, Committee on Appropriations, 
United States Senate.] 

GA 1.13:R 29/18 


Low-income groups not helped by Agency for International Development's Housing 
Investment Guaranty program. Nov. 25, 1974. cover title, (8]+iv+72 p.il. 4° (B- 
171526.) [Report to Co ss.] 

as — GA 1.13:H 81/62 


Management practices used by Veterans Administration's Denver regional office in assist- 
ing veterans. Sept. ll, 1974. [1]+M4 leaves, 4° (B-118660.) 
GA L13:V 64/26 
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Managing recreation facilities at Bureau of Reclamation reservoirs, Department of Interi- 
or. July 29, 1974. cover title, [4]+iii+37 p.il. 4° (B-I74172.) [Report to Conservation 
and Natural Resources Subcommittee, Committee on Government Operations, House 
of Representatives.] 

GA L13:R 24/12 


Military hospitals should be provided criteria for Presidential and VIP accommodations, 
instructed to discontinue separating officer and enlisted patients, Department of 
Defense. Dec. 24, 1974. cover title, [4]+iv+102 p.il. 4° (B-161475.) [Subcommittee 
on Priorities and Economy in Government, Joint Economic Committee , Congress 
of United States.) 

GA L.13:H 79/16 


Navy's actions to acquire dependents school building in Athens, Greece, Department 
of Defense. July 3, 1974. cover title, [4]+ii+22 p.il. 4° (B-131587.) [Report to General 
Subcommittee on Labor, Committee on Education and Labor, House of Representa- 


tives.] z 
GA L13:Sch 6/6 
Need for improved outreach efforts for veterans in prison or on parole. Dec. 30, 1974. 
{I} + 20 leaves, 4° ({B-114859.]}) 
GA L13:V 64/25 
Need for imp[rjoving regulation of natural gas industry and management of internal 
operations, Federal Power Commission. Sept. 13, 1974. 126 leaves, 4° (B-180228.) 
GA 1.13:G 21/6 
Need for uniform method for paying interest on Government trust funds, Department 
of Treasury. Jan. 10, 1975. cover title, [4]+iv+5I p. 4° (B-154394.) [Report to Con- 


gress.] 
GA 1.13:T 77/4 
Need to improve benefit-cost analyses in setting motor vehicle safety standards, National 
Highway Traffic Safety Administration, Department of Transportation. July 23, 1974. 
[5]+iv+32 leaves, 4° (B-164497(3).) [Report to Committee on Commerce, United 
States Senate.] . 
GA 1.13:Sa 1/5 


Need to more consistently reimburse health facilities under Medicare and Medicaid, 
Department of Health, Education, and Welfare. Aug. 16, 1974. cover title, [4]+iv+50 

p. 4° (B-164031(4).) [Report to Congress.] 
GA 1.13:M 46/29 


Numerous improvements still needed in managing U.S. participation in international or- 
ganizations, Department of State and other agencies. July 18, 1974. cover title, 
[5]+iii+50 p. 4° (B-168767.) [Report to Congress.] 

GA L13:In 8/20 


Partial report, in-depth investigation into independent research and development and 
bid and proposal programs, Department of Defense. Aug. 16, 1974. cover title, 2 
leaves +22 p. 4° (B-164912.) [Report to Subcommittees on Research and Develop- 
ment, Committee on Armed Services, United States Senate, and Priorities and Econo- 
my in Government, Joint Economic Committee, Congress of United States.] 

GA L.13:R 31/20 

Pricing of publications sold to public, Government Printing Office. Nov. 19, 1974. cover 
title, (4]+iii+22 p.il. 4° (B-114829.) [Report to Joint Committee on Printing.) 


@ltem 546-D 
GA L.13:P 96/26 
Problems in Federal Energy Office's implementation of emergency petroleum allocation 
programs at regional and State levels, Federal Energy Administration. July 23, 1974. 
{1]+16 leaves, il. 4° (B-I78205.) [Report to Subcommittee on Reorganization, 
Research, and International Organizations, Committee on Government Operations, 

United States Senate.] 

GA 1.13:P 44/9 


Problems in Federal Energy Administration's compliance and enforcement effort, Federal 
Energy Administration. Dec. 6, 1974. cover title, 22 leaves, 4° (B-178205.) [Report 
to Subcommittee on Reorganization , Research, and International Organizations, 
Committee on Government Operations, United States Senate.] 

GA L.13:F 31/35 


Problems in filling job orders and placing job applicants in Massachusetts, Department 


of Labor. Oct. 30, 1974. cover title, [3]+iv+49 leaves, il. 4° (B-179083.) 
GA 1L13:J3 57/5 


Process for identifying needs and establishing requirements for major weapon systems 
in Department of Defense. Oct. 23, 1974. [365] leaves, il. 4° (B-163058.) 
GA L13:W 37/20 


Procurement of ground simulators for navigator training by Air Force. Aug. 19, 1974. 
[1]+12 leaves, 4° (B-171609.) 
GA L13:G 91/2 


Procurement of 20-ton dump trucks under contract DSA-700-72-C-9235, Department of 
Army. Aug. 12, 1974. cover title, 17 leaves, il. 4° (B-179614.) 
GA 1.13:T 76/6 
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Reimbursements from foreign governments for military personnel services provided under 
Foreign military sales act, Department of Defense. Aug. 16, 1974. [1]+2+13 leaves, 


4° (B-180633.) 
GA 1.13:M 59/45 
Review of aut bile fuel ec y testing and labeling program, Environmental Protec- 
tion Agency. Aug. 15, 1974. cover title, 31 leaves, 4° (B-166506.) [Report to Subcom- 
mittee on Conservation and Natural Resources, Committee on Government Opera- 
tions, House of Representatives.] 
GA 113:F 95/5 


Solid waste disposal activities, District of Columbia government. Sept. 26, 1974. cover 
title, [4]+ii+19 p.il. 4° (B-118638.) [Report to Subcommittee on District of Columbia, 
Committee on Appropriations, United States Senate.] 

GA 1.13:W 28/5 


Status, progress, and problems in Federal agency accounting during fiscal year 1974. 
Nov. 12, 1974. cover title, [4]+43 p.il. 4° (B-115398.) [Report to Congress.] 

: GA L13:Ac 2/13/974 

Substantial improvements needed in work incentive program, Atlanta, Ga., Department 

of Labor, Department of Health, Education, and Welfare. July 10, 1974. cover title, 

[5]+iv+50 p. 4° (B-16403K(3).) [Report to Chairman , Committee on Finance, United 


States Senate.] 
GA L.13:W 89/9 
Survey of Federal and electric utility procurements of power equipment. Aug. |, 1974. 
cover title, 3+[2]+34 leaves, 4° (B-174317.) [Report to Subcommittee on Budgeting, 
Management, and Expenditures, Committee on Government Operations, United 


States Senate.] 
GA L13:P 87/6 
Use of statutory authority for providing inmate release funds, Bureau of Prisons, Depart- 
ment of Justice. Aug. 16, 1974. cover title, [2]+iii+24 leaves, 4° (B-133223.) [Report 
to Subcommittee on Courts, Civil Liberties, and Administration of Justice, Committee 
on Judiciary, House of Representatives.] 





GA L.13:In 6 

Use of United States-owned foreign currencies, Department of State, Department of 
Treasury, Agency for International Development. Aug. 19, 1974. cover title, [5]+iii+74 

p. 4° (B-146749.) [Report to Chairman, Committee on Foreign Relations, United 


States Senate.] 
GA L13:C 93/9 
ACG(OFE)-74-5. Report of Office of Federal Elections of General Accounting Office 
in administering Federal election campaign act of 1971. Feb. 6, 1975. cover title, 
(3]+35 p. 4° ({B-130961.]) [Report to Congress.] 
GA 1.13:ACG(OFE)-74-5 


FOD-75-16. Examination of financial statements, Government Services, Inc., year ended 
Dec. 31, 1974. Apr. ll, 1975. [4]+8 leaves, 4° ({B-114820.]) 
GA 1.13:FOD-75-16 


FPCD-74-109. Support of hunting and fishing at Matagorda Island, Tex., Department 
of Air Force. Jan. 6, 1975. [2]+23 leaves, il. 4° 
GA 1.13:FPCD-74-109 


FPCD-75-85. Progress and problems in implementing Intergovernmental personnel act 
of 1970, Civil Service Commission. Mar. 7, 1975. [2]+10 leaves, 4° ({B-157936.]) 
GA 1.13:FPCD-75-85 
FPCD-75-107. National Aeronautics and Space Administration's equal employment oppor- 
tunity program could be improved, National Aeronautics and Space Administration, 
Civil Service Commission. Apr. 16, 1975. cover title, 2+[(3]+v+99 p. 4° ({B-178929.}) 
[Report to Committee on Labor and Public Welfare, United States Senate.] 
GA L13:FPCD-75-107 
FPCD-75-131. Effectiveness of financial disclosure system for employees of U.S. Geologi- 
cal Survey, Department of Interior. Mar. 3, 1975. [2]+9 leaves, 4° 
GA 1.13:FPCD-75-131 
FPCD-75-137. Development of field grade officer requirements by military services, De- 
partments of Army, Navy, and Air Force. Mar. 25, 1975. cover title, [4]+ii+52 
p. 4° ({B-125037.]) [Report to Committee on Armed Services, House of Repfesenta- 


tives.] 
GA 1.13:FPCD-75-137 
FPCD-75-152. Urgent need for Department of Defense marginal performer discharge 


program. Apr. 23, 1975. cover title, [4]+ii+24 p.il. 4° ({B-164088.]}) 
GA L13:FPCD-75-152 


FPCD-75-156. Part-time employment in Federal agencies, Civil Service Commission, Of- 
fice of Management and Budget. Jan. 2, 1976. cover title, [5]+ii+43 p. 4° ((B- 
159950.}) [Report to Congress.] 

GA 113: FPCD-75-156 


FPCD-76-27. Alleged improper personnel practices at Drug Enforcement Administration, 


Department of Justice. Dec. 19, 1975. cover title, 4+31 p. 4° ({B-182868.]) 
GA 1.13:FPCD-76-27 
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GGD-75-28. Operations of John F. Kennedy Center for Performing Arts, Smithsonian 
Institution, Department of Interior, National Park Service. Apr. ll, 1975. cover title, 
[4]+iv+33 p. 4° ({B-154459.]) [Report to Committee on Public Works, United States 


Senate.] 
GA L13:GGD-75-28 
GGD-75-50. Security controls for methadone distribtion need improving, Department of 
Justice, Department of Health, Education, and Welfare. Jan. 30, 1975. cover title, 
[4]+iv+26 p. 4° ({B-16403i(2).}) 
GA L13:GGD-75-50 


GGD-75-53. Mandatory tax withholding recommended for agricultural employees, Internal 
REVENUE Service, Department of Treasury. Mar. 26, 1975. cover title, [4]+ii+22 
p. 4° ({B-137762.]) [Report to Joint Committee on Internal Revenue Taxation, Con- 


gress of United States.] 
GA 113:GGD-75-53 


GGD-75-56. Resource management: can be improved by greater use of productivity 
ee, District of Columbia. Apr. 16, 1975. cover title, [4]+iii+45 p.il. 4° 
({B-163762.]) [Report to Congress and to Mayor and Council of District of Columbia.) 

GA 1L.13:GGD-75-56 

GGD-75-58. Forecast of Postal Service self-sufficiency potential, United States Postal 
Service. Feb. 20, 1975. [4]+25 leaves, 4° ([{B-114874.]) [Report to Committee on 
Post Office and Civil Service, House of Representatives.] 

GA 113:GGD-75-58 


GGD-75-79. Federal regulation of lobbying act, difficulties in enforcement and administra- 
tion, Department of Justice, Secretary of Senate, Clerk of House of Representatives. 
Apr. 2, 1975. [27] leaves, 4° ({B-129874.]) [Report to Committee on Government 
Operations, United States Senate.] 

GA 1.13:GGD-75-79 


GGD-75-81. Observations on sole-source procurement and overruns, U.S. Postal Service. 
May 9, 1975. cover title, [3]+ii+13 p. 4° ({B-I71594.]) [Report to Committee on 
Post Office and Civil Service, House of Representatives.] 

GA 1.13:GGD-75-81 


GGD-76-29. Federal assistance for Presidential transitions, recommendations for changes 
in legislation. Dec. 24, 1975. cover title, [4]+ii+38 p. 4° ({B-149372, B-1S8195.}) 
[Report to Congress.] 

GA 1.13:GGD-76-29 


ID-75-4. Increasing world food supplies, crisis and challenge, Department of State and 
other agencies. Sept. 6, 1974. cover title, [3]+iii+[I]+72 p.il. 4° (B-159652.) [Report 


to Congress.] 
GA 1.13:ID-75-4 
ID-75-36. Assistance to nonrubber footwear industry, multiagency. Mar. 25, 1975. cover 
title, [4]+iii+27 p.il. 4° ({B-179342.}) 
GA 1.13:ID-75-36 


ID-75-40. Agricultural attache role overseas, whate he does and how he can be more 
effective for United States, Department of Agriculture, Department of State. Apr. 
ll, 1975. [61] + v+[1]+93 leaves, il. 2 maps, 4° ({B-133160.]) [Report to Congress.] 
GA 1.13:ID-75-40 
ID-75-41. Export of U.S. manufactured aircraft, financing and competitiveness, Depart- 
ment of Commerce, Export-Import Bank of United States. Mar. 12, 1975. cover 
title, [4]+ii+49 p.il. 4° (({B-114823.}) 
GA 1.13:ID-75-41 


ID-75-42. Holiday administration overseas, improvement needed to achieve more equitable 
treatment of employees, multiagency. Mar. 17, 1975. [6l]+iv+54 leaves, 4° (({B- 
180403.}) [Report to Congress.] 

GA 113:iD-75-42 


ID-75-43. Status of efforts to offset balance-of-payment deficit for fiscal year 1974 at- 
tributable to maintaining U.S. forces in Europe, Department of Commerce, Depart- 
ment of Defense. Feb. 7, 1975. cover title, 16 p. 4° ({B-156489.}) [Report to Congress.] 

GA 1.13:ID-75-43 

ID-75-50. Funding and reporting of Agency for International Development overhead costs 
should be more realistic. Apr. 28, 1975. [74] leaves, 4° ({B-165731.]) [Report to Com- 
mittee on Foreign Relations, United States Senate.] 

GA 1.13:ID-75-50 


ID-75-51. Proposals to strengthen Foreign gifts and decorations act of 1966, multiagency. 
Mar. 26, 1975. cover title, [4]+vi+66 p.il. 4° ({B-159008.]) [Report to Committee 
on Foreign Relations, United States Senate.] 

GA 1.13:ID-75-51 


ID-75-52. Cost and benefits of U.S. participation in reopening Suez Canal, Department 
of Defense, Department of State, Agency for International Development. Apr. Il, 
1975. [2]+14 leaves, 4° ({B-182703.]) 

GA 1.13:ID-75-52 


ID-75-66. Acquiring and managing nonexpendable personal property overseas, followup 
review, Department of State. June 9, 1975. cover title, [4]+ii+32 p. 4° ({B-165867.]}) 
GA L13:ID-75-66 
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ID-75-68. Review of preliminary estimates of evacuation costs, temporary care, and 
resettlement costs of Vietnamese and Cambodian refugees, Department of State, 
Department of Defense, Department of Health, Education, and Welfare. cover title, 
32 p. 4° ({B-133001.]) [Report to Subcommittee on Foreign Operations, and Commit- 
tee on Appropriations, United States Senate.) 

GA 1.13:ID-75-68 


ID-76-7. Concept, cost, and management of administrative support services provided 
by Department of State to other Federal agencies overseas. Dec. Il, 1975. cover 
title, [4)+iii+36 p. 4° ({B-180403.]) [Report to Congress.] 

GA 1.13:ID-76-7 


ID-76-29. Overseas military banking, how it is financed and managed, Department of 
Treasury, Department of Defense. Dec. 12, 1975. cover title, [3]+ii+34 p. 4° ((B- 
184090.}) [Report to Congress.] 

GA L13:ID-76-29 


ID-76-35. How to improve management of U.S. financed programs to develop free labor 
movements in less developed countries, Department of State, Agency for Interna- 
tional Development. Dec. 29, 1975. cover title, [5]+iii+78 p. 4° ({B-161794.]) [Report 


to Congress.] 
GA 1.13:ID-76-35 
LCD-74-320. Questionable aspects of military's study of land needs in Hawaii, Depart- 


ment of Defense. Feb. 20, 1975. cover title, [3]+ii+42 p. 4° ({B-164217.]) 
GA 1L13:LCD-74-320 


LCD-74-334. Improved procedures needed for justifying lease acquisitions of Federal 
buildings, General Services Administration. Feb. 13, 1975. cover title, [4]+iii+22 p. 


4° ({B-95136.}) 
GA 113:LCD-74-334 
LCD-74-338. Unrecovered costs for utility services furnished to non-appropriated-fund 
and non-government activities, Department of Defense. Feb. 7, 1975. cover title, 
[3]+ii+I5 p. 4° ({B-163136.]) 
GA L.13:LCD-74-338 


LCD-75-314. Acquisition of building in Laguna Niguel, Calif., in exchange for Govern- 
ment-owned properties, General Services Administration. Mar. 3, 1975. [2]+26 leaves, 
il. 4° ({B-16551.]) [Report to Committee on Government Operations, House of 


Representatives. ] 
GA 113:LCD-75-314 
LCD-75-323. General Services Administration's methods for computing rent for Federally 
occupied buildings need further improvement, General Services Administration. Mar. 
10, 1975. [2]+10 leaves, 4° ({B-95136.]) [Report to Committee on Public Works and 
Transportation, House of Representatives.] 
GA 1.13:LCD-75-323 


LCD-75-421. Ways of increasing productivity in maintenance of commercial-type vehicles, 
Department of Defense,General Services Administration, United States Postal Ser- 
vice. (1975.] cover title, [5]+iv+58 p. 0° ({B-161340.}) 

GA 1.13:LCD-75-421 


LCD-75-432. Navy aircraft overhaul depots could be more productive, Department of 
Defense. Dec. 23, 1975. cover title, [4]+iv+55 p. 4° ({B-133014.]) [Report to Con- 


gress.] 
GA 1.13:LCD-75-432 


LCD-75-433. Department of Defense procedures for accumulating and controlling costs 
for aid to South Vietnam in fiscal year 1975. Apr. 3, 1975. cover title, [4]+iv+30 
p. 4° ({B-159451.]) [Report to Committee on Armed Services, House of Representa- 


tives.] 
GA L.13:LCD-75-433 
LDC-75-437. Substantial improvements needed in Government Printing Office's services 
to Federal departments and agencies. Dec. 29, 1975. cover title, [4]+iii+23 p. 4° 
({B-114829.}) [Report to Congress.] 
GA 1.13:LCD-75-437 


LCD-76-3ll. Progress and problems of Government's utility conservation program, General 
Services Administration, Department of Defense. Dec. 30, 1975. cover title, [3]+ii+24 


p. 4° ({B-178205.}) 
GA L13:LCD-76-31l 


MWD.-75-2. Administration of alien labor certification program should be strengthened, 
Department of Labor, Department of Justice, Department of State. May 16, 1975. 
cover title, [5]+vi+84 p. 4° ({B-125051.]) [Report to Committee on Judiciary, House 


of Representatives. ] Ga Uuneswe732 


MWD-75-19 A. Food labels, do they tell enough? summary of report to Congress on 
food labeling, goals, shortcomings, and proposed changes, Department of Health, 
Education and Welfare, Department of Agriculture, Department of Commerce. Jan. 
29, 1975. cover title, [1]+20 p.il. 4° 

GA 1.13:MWD-75-19 A 


MWD.-75-24. Problems in work incentive program in Los Angeles and San Diego, Depart- 
ment of Labor, Department of Health, Education, and Welfare. Jan. 28, 1975. [84] 
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leaves, 4° ({B-164031(3).]) [Report to Chairman, Committee on Finance, United States 


Senate.] 
GA 1.13:MWD-75-24 
MWD.-75-40. Excluding substandard canned pineapple from United States, Food and 
Drug Administration , Department of Health, Education, and Welfare. Mar. 3, 1975. 
cover title, [3]+iv+2I p. 4° ({B-179440.]) 
GA 1.13:MWD-75-40 


MWD.-75-41. Slow implementation of work incentive program in New York City, Depart- 
ment of Labor, Department of Health, Education, and Welfare. Mar. 17, 1975. 
[4]+iv+47 leaves, 4° ([{B-164031(3).]) [Report to Committee on Finance, United States 


Senate.] 
GA 1.13:MWD-75-41 
MWD.-75-42. Summaries of GAO conclusions and recommendations on appropriation 
matters for civil departments and agencies. Jan. 2, 1975. cover title, [6]+191 p. 4° 
({B-106190.]) [Report to Committees on Appropriations, House of Representatives, 


United States Senate.] 
GA 1.13:MWD-75-42 


MWD.-75-45. Questionable use of domestic aeromedical evacuation system, Department 
of Defense. Apr. 21, 1975. cover title, [4]+iv+22 p. 4° ((B-161475.]}) 

GA 1L.13:MWD-75-45 

MWD-75-60. Funding of employment service and unemployment insurance activities, 

Department of Labor. Apr. 16, 1975. cover title, 13 p. 4° ({B-133182.]) 

GA 1L.13:MWD-75-60 

MWD.-75-63. Equal employment opportunity program for Federal nonconstruction contrac- 

tors can be improved, Department of Labor. Apr. 29, 1975. [5]+iv+89 leaves, 4° 


({B-167015.]) 
GA 1.13:MWD-75-63 
MWD.-75-65. Banning of 2 toys and certain aerosol spray adhesives, Consumer Product 
Safety Commission. Apr. 7, 1975. cover title, [5]+v+3l p. 4° ({B-139310.}) 
GA L.13:MWD-75-65 
MWD-75-71. Food and Drug Administration’s investigation of defective cardiac 
pacemakers recalled by General Electric Company, Department of Health, Education 
and Welfare. Mar. 10, 1975. cover title , (3]+v+26 p.il. 4° ({B-164031(2).]) 
GA 1L.13:MWD-75-71 
MWD-75-74. Improvements needed in Medicaid program management including investiga- 
tions of suspected fraud and abuse, Social and Rehabilitation Service, Department 
of Health, Education, and Welfare. Apr. 14, 1975. [4]+vi+45 leaves, 4° ((B- 
164031(3).]) [Report to Subcommittee on Health and Committee on Finance, United 


States Senate.] 
GA 1.13:MWD-75-74 
MWD-75-75. Data available to measure impact of minimum and overtime wage provisions 
of Fair labor standards act on working parents employing domestic service workers 
as babysitters, Department of Labor. June 3, 1975. cover title, 17 leaves, 4° ((B- 
114873.]) [Report to Subcommittee on Intergovernmental Relations and Human 


Resources, Committee on Government Operations, House of Representatives.] 
GA 1.13:MWD-75-75 


MWD.-75-85. How States plan for and use Federal formula grant funds to provide health 
services, Department of Health, Education, and Welfare. Dec. 9, 1975. cover title, 
[4]+ii+67 p. 4° ({B-164031(5S).]) [Report to Congress.] 

GA L.13:MWD-75-85 


MWD-76-19. Worker protection must be insured when employers request permission 
to deviate from safety and health standards, Occupational Safety and Health Ad- 
ministration, Department of Labor. Dec. 31, 1975. cover title, [4]+iii+35 p. 4° 


({B-163375.}) 
GA 1.13:MWD-76-19 
MWD-76-22. Progress and problems in allocating funds under titles | and 2, Comprehen- 
sive employment and training act, Department of Labor. Jan. 2, 1976. cover title, 
[4]+ iii+ 52 p.il. 4° ({B-163922.]) [Report to Congress.] 
GA 1.13:MWD-76-22 


MWD.-76-54. Assessment of reading activities funded under Federal program of aid for 
educationally deprived children, Office of Education, Department of Health, Educa- 
tion, and Welfare. Dec. 12, 1975. cover title, [5]+iv+48 p. 4° ({B-164031(1).]) Report 


to Congress.] 
GA 1.13:MWD-76-54 


OSP-75-ll. Problems of independent refiners and gasoline retailers, Federal Energy Ad- 
ministration. Apr. 4, 1975. [2]+16 leaves, il. 4° ({B-178205.]) 
GA 1.13:OSP-75-ll 


PSAD-75-43. Examination into administration of Air Force indicator repair contracts 
with Pantronics, Inc., Department of Air Force. Dec. 30, 1974. cover title, 2 leaves 
+[3]+iii+105 p. 4° ({B-180176.]) 

GA 1.13:PSAD-75-43 
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PSAD-75-44. Government support of shipbuilding industrial base, Maritime Administra- 
tion, Department of Defense. Feb. 12, 1975. cover title, [4]+iv+57 p.il. 4° ((B- 
118779.}) [Report to Congress.] 

GA 1.13:PSAD-75-44 


PSAD-75-6l. Executive branch action on recommendations of Commission on Government 
Procurement. Mar. 17, 1975. cover title, [4)+iii+135 p. 4° ({B-160725.]) [Report to 


Committee on Government Operations, House of Representatives.] 
GA 1.13:PSAD-75-6l 


PSAD-76-35. Operations auditing by Defense Contract Audit Agency, accomplishments, 
problems, and actions to improve, Department of Defense. Dec. 18, 1975. cover 
title, [4]+ii+27 p. 4° ({B-159724.}) [Report to Congress.] 

GA 1.13:PSAD-76-35 


PSAD-76-39. Executive branch actions on recommendations of Commission on Govern- 
ment Procurement. Dec. 19, 1975. cover title, [4]+ii+137 p. 4° ({B-160725.}) 
GA 1L13:PSAD-76-39 
PSAD-76-56. Causes of excessive profits on defense and space contracts, Renegotiation 
Board. Dec. 31, 1975. cover title, [4]+ii+40 p. 4° ({B-163520.}]) [Report to Congress.] 
GA 1.13:PSAD-76-56 
PSAD-76-66. Space Telescope project, National Aer tics and Space Administration. 
Jan. 1976. cover title, [6]+39 p.il. 4° [Study by staff of U.S. General Accounting 


Office.) 
GA 1.13:PSAD-76-66 
RED-75-279. Greater benefits can be derived from improved HUD audits of program 
participants, Department of Housing and Urban Development. Nov. 25, 1974. cover 
title, [4]+iv+31 p. 4° ({B-114860.}) [Report to Congress.] 
GA L13:RED-75-279 


RED-75-309. Isolating high-level radioactive waste from environment, achievements, 
problems, and uncertainties, Atomic Energy Commission. Dec. 18, 1974. [4]+iv+43 
leaves, il. 4° ({B-164052.}) [Report to Congress.] 

GA 1L13:RED-75-309 


RED-75-31S. Contributions of advisory groups to Federal motor vehicle and traffic safety 
programs , National Highway Traffic Safety Administration, Department of Transpor- 
tation. Feb. 4, 1975. cover title, (3]+ii+30 p. 4° ({B-164497(3).]) [Report to Committee 
on Commerce, United States Senate.] 

GA 1.13:RED-75-315 


RED-75-324. Auto safety program, identifying defects and recalling defective vehicles, 

National Highway Traffic Safety Administration, Department of Transportation. Feb. 

ll, 1975. cover title, [3]+iii+19 p. 4° ({B-164497(3).]) [Report to Committee on Com- 
merce, United States Senate.] 

GA 1.13:RED-75-324 


RED-75-329. Information on loan guarantee programs under Rail passenger service act 

and Regional rail reorganization act. Feb. 26, 1975. cover title, 2 leaves +[3]+79 

p. 4° ({B-175155.]) [Report of Subcommittee on Transportation, Committee on Ap- 
propriations, House of Representatives.] 

GA 1.13:RED-75-329 


RED-75-334. Improved procedures needed for implementing safety recommendations, 
Federal Aviation Administration, Department of Transportation, National Transporta- 
tion Safety Board. Mar. 6, 1975. cover title, [4]+iii+22 p. 4° ({B-164497(1).}) 

GA 1.13:RED-75-334 

RED-75-338. Cleaning up Great Lakes, United States and Canada are making progress 
in controlling pollution from cities and towns, Environmental Protection Agency. 
Mar. 21, 1975. cover title, [4]+iv+36 p.il. 4° ({B-166506.]) [Report to Congress.] 

GA 1.13:RED-75-338 

RED-75-344. Delays in establishing uniform quality grading system for motor vehicle 
tires, National Highway Traffic Safety Administration, Department of Transportation. 
Mar. 28, 1975. cover title, [3]+iii+28 p. 4° ({B-135374.}) 

GA 1.13:RED-75-344 


RED-75-346. Further action needed on recommendations for improving administration 
of Federal coal-leasing program, Department of Interior. Apr. 28, 1975. cover title, 


21 p. 4° ({B-169124.}) 
GA 113:RED-75-346 
RED-75-347. Information on secondary mortgage market activities of Federal National 
Mortgage Association and Federal Home Loan Mortgage Corporation, Federal Na- 
tional Mortgage Association, Federal Home Loan Mortgage Corporation. May 3, 
1975. cover title, 4+[I]+37 p. 4° ({B-114828.]) [Report to Committee on Banking, 
Housing, and Urban Affairs, United States Senate.] 
GA 1.13:RED-75-347 


RED-75-360. Land management activities on 3 Indian reservations in South Dakota can 
be improved, Bureau of Indian Affairs, Department of Interior. June 4, 1975. cover 
title, (3]+vi+27 p. 4° ({B-114868.]) 

GA 1.13:RED-75-360 


RED-75-368. Information on selected aspects of power operations of Tennessee Valley 
Authority. Apr. 29, 1975. [2]+10+[2]+45 leaves, il. 4° ({B-114850.}) 
GA 1.13:RED-75-368 
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RED-75-372. More effective procedures are needed for establishing payment terms and 
development periods for irrigation projects, Bureau of Reclamation, Department 
of Interior. May 23, 1975. cover title, 12 leaves, 4° ({B-125045.}) 

GA 1.13:RED-75-372 


RED-76-16. Personnel management improvements initiated or needed to help Farmers 
Home Administration meet its expanded missions, Department of Agriculture. Sept. 

10, 1975. cover title, [4]+iv+97 p.il. 4° ({B-114873.]) 
GA 1.13:RED-76-16 


RED-76-42. Federal pesticide registration program, is it protecting the public and environ- 
ment adequately from pesticide hazards? Environmental Protection Agency, Food 
and Drug Administration (HEW). Dec. 4, 1975. cover title, [9]+v+90 p. 4° ([B- 
133192.]) [Report to Congress.] 

GA 1.13:RED-76-42 


RED-76-44. Information available on estimated ccsts to rehabilitate Nation's railroad 
track and summary of Federal assistance to industry. Nov. 21, 1975. cover title, 
[4]+ii+53 p. 4° ({B-164497(5).]) [Report to Subcommittee on Federal Spending Prac- 
tices, Efficiency, and Open Government, Senate Committee on Government Opera- 


tions.] 
GA 1.13:RED-76-44 
RED-76-47. Southeastern Federal Power Program, financial management and program 
operations, Departments of Interior and Army, Federal Power Commission. Jan. 


2, 1976. cover title, [(6]+iii+78 p. 4° ({B-125032.}) [Report to Congress.] 
GA L13:RED-76-47 


RED-76-54. Improvements needed in land disposal of radioactive wastes, problem of 
centuries, Nuclear Regulatory Commission, Energy Research and Development Ad- 
ministration. Jan. 12, 1976. cover title, [4]+iv+57 p.il. 4° ({B-164105.]) [Report to 


Congress.] 
GA 1.13:RED-76-54 
RED-76-56. Improvements still needed in coal mine dust-sampling program and penalty 
assessments and collections, Departments of Interior and Health, Education, and 
Welfare. Dec. 31, 1975. cover title, [5]+iii+56 p.il. 4° ({B-170686.]) [Report to Con- 


gress.] 
GA 113:RED-76-56 


Report by Comptroller General of United States. +Paper, each, $1.00. 


TCD-75-4. Lengthy delays in processing of overpayments under part A of Medicare 
program may result in losses of millions of dollars, Social Security Administration, 
Department of Health, Education, and Welfare. Apr. 4, 1975. [4]+ii+20 leaves, 4° 


({B-117604(17).}) 
GA 1.13:TCD-75-4 


GEOLOGICAL SURVEY, Interior Dept. Reston, VA 22092 
Bulletin. 


121-F. Geologic reconnaissance of proposed powersite on Maksoutof River near Sitka, 
southeastern Alaska [with list of references cited]; by gene A. Wanek . 1975. 
iii+22 p.il. 1 pl. in pocket [Feasibility study of 1 diti at proposed 
powersite on Maksoutof River near Sitka, Alaska. Gostesy of waterpower sites 
in Alaska.] * Paper, $1.35 (S/N 024-001-02645-7). @ltem 620 

1 19.3:12-F 


07827 1388. Influence of rainfall and ancient landslide deposits on recent landslides (1950-71) 
in urban areas of Contra Costa County, Calif. [with list of references cited]; by 
Tor H. Nilsen and Barbara L. Turner . 1975. iii+18 p. 2 pl. in pocket. [Jointly 
supported by Geological Survey and Department of Housing and Urban Development 
as part of program to develop earth-science information in form applicable to land-use 
planning and decisionmaking.] * Paper, $1.90 (S/N 024-001-02721-6). @lItem 620 
L.C. card 75-619055 1 19.3:1388 

07828 1389. Stratigraphic and structural relationships of Brimfield Group in northeast-central 
Connecticut and adjacent Massachusetts [with list of references cited]; by John 
D. Peper , Maurice H. Pease , jr., and Victor M. Seiders. 1975. iv+3l p.il. 3 pl. 
in pocket. [Prepared in cooperation with Connecticut State Geological and Natural 
History Survey and Massachusetts Department of Public Works. Revision of stratig- 
raphy of rocks of Brimfield schist of Emerson in and about type area.] * Paper, 
70c. (S/N 024-001-02691-1). @Item 620 
L.C. card 74-16051 1 19.3:1389 

1395-A. Changes in stratigraphic nomenclature by Geological Survey, 1973 [with list of 

references }; by George V. Cohee and Wilna R. Wright . 1975. iti+68 p.il. 
[Contributions to stratigraphy.] * Paper, 95c. (S/N 2401-02593). @Item 620 
L.C. card 74-31466 1 19.3:1395-A 
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1395-C. Stratigraphic nomenclature of Thirtynine Mile Volcanic Field, central Colorado 
{with list of references cited]; by Rudy C. Epis and Charles E. Chapin . 1974. 
iii+ 23 p.il. [Descriptions of volcanic and nonvolcanic units showing their chemistry, 
age, and interrelationships. Contributions to stratigraphy.) * Paper, 50c. (S/N 240I- 
02582). @lItem 620 
L.C. card 74-600109 I 19.3:1395-C 

1395-E. Changes in nomenclature of upper Precambrian to lower Paleozoic (?) formations 
in Natick quadrangle, eastern Mass., and their tentative correlations with rocks 
in Rhode Island and Connecticut [with list of references cited]; by Arthur E. Nelson 
. 1974. iii+15 p.il. [Prepared in cooperation with Commonwealth of Massachusetts 
Department of Public Works. Three formations are named and defined in 3 ,500- 
meter section of upper Precambrian to lower Paleozic (?) sedimentary and volcanic 
rocks in eastern Massachusetts. Contributions to stratigraphy.] * Paper, 35c. (S/N 
2401-02549). @ltem 620 
L.C. card 74-600146 1 19.3:1395-E 
Rapid analysis of silicate, carbonate, and phosphate rocks, revised edition [with 
list of references cited]; by Leonard Shapiro . 1975. vi+76 p.il. [Revises Rapid 
analysis of silicate rocks, 1952.] * Paper, $1.10 (S/N 024-001-02733-0). @lItem 620 
L.C. card 74-20782 1 19.3:1401 

1405-A. Changes in stratigraphic lature by Geological Survey, 1974 [with list of 
references]; by George V. Cohee and Wilna B. Wright . 1975. iii+36 p.il. 
(Contributions to stratigraphy.] * Paper, 70c. (S/N 024-001-02705-4). @lItem 620 
L.C. card 75-619237 1 19.3:1405-A 

1408. New and refined methods of trace analysis useful in geochemical exploration [with 
list of references cited); Frederick N. Ward , editor. 1975. iv+105 p.il. [Collection 
of methods additional to those presented earlier in Geological Survey bulletins 1152 
and 1289.] * Paper, $1.40 (S/N 024-001-02745-3). @ltem 620 
L.C. card 75-619319 1 19.3:1408 


Flood plains of Portage River, Livingston County, Mich. [with list 
of selected references; by L. E. Stoimenoff ]. Okemos, Mich., 1975. 
cover title, [2] leaves, il. 7 pl. f° [Prepared in cooperation with 
Livingston County Planning Commission and Michigan Department 
of Natural Resources.] + @Item 621 

1 19.2:F 65/12 





07836 Flood plains of South Branch Shiawassee River, Livingston County, 
Mich. [with list of selected references; by L. E. Stoimenoff ]. 
Okemos, Mich., 1975. cover title, [2] leaves, il. 7 pl. f° [Open file 
report 75-78. Prepared in cooperation with Livingston County 
Planning Commission and Michigan Department of Natural 


Resources.] + @lItem 621 
1 19.2:F 65/13 


Landslides. 1975. 7 p.il. narrow 8° * Paper, 25Sc. @lItem 621 
I 19.2:L 23/2/975 


Professional paper. 


07838 433-P. Discharge and flow distribution, Columbia River estuary [with list of references 
cited]; by Garson A. Lutz , David W. Hubbel ,and Herbert H. Stevens, jr. 1975. 
iv+3l p.il. 4° [Prepared in cooperation with Atomic Energy Commission.] * Paper, 
$1.15 (S/N 024-001-02214-1). @lItem 624 

1 19.16:433-P 


07839 437-D. Land subsidence due to ground-water withdrawal, Arvin-Maricopa area, Calif. 
{with list of references]; by Ben E. Lofgren . 1975. iv+55 p.il. 5 pl. in pocket, 
4° [Prepared in cooperation with California Department of Water Resources. Studies 
of land subsidence. Stock ber given as 75-619054 in publication in error.] 

* Paper, $3.55. @lItem 624 
L.C. card 75-619054 1 19.16:437-D 

07840 502-C. Solute balance at Abert and Summer Lakes, south-central Oregon [with list of 
literature cited]; by A. S. Van Denburgh . 1975. iv+29 p.il. 1 pl. in pocket, 4° 
(Description of quantity and chemical character of incoming, outgoing, and stored 
solutes and mechanisms of solute accumulation and depletion in saline environment. 
Closed basin investigations.] * Paper, $2.35 (S/N 024-001-02689-9). @lItem 624 
L.C. card 75-619062 1 19.16:502-C 
-D. Dimorphism in two new genera of Devonian tabulate corals [with list of references 
cited]; by William A. Oliver , jr. 1975. iiti+1l+[2] p.il. 7 pl. 4° [Analysis of dimor- 
phism, growth, and development, and wall microstructure in new coral genera from 
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New York and Kentucky. Contributions to paleontology.) * Paper, $1.15 @lItem 
624 


L.C. card 75-619109 I 19.16:743-D 
774-C. Mount Abbot quandrangle, central Sierra Nevada, Calif., analytic data [with list 
of references]; by John P. Lockwood . 1975. iii+18 p.il. 4° [Shorter contributions 
to general geology.] * Paper, 85c. (S/N 024-001-02736-4). @lItem 624 
L.C. card F5-61913 1 19.16:774-C 
865. Normapolles pollen from Mississippi embayment [with list of references]; by Robert 
H. Tschudy . 1975. v+42 p. 20 pl. il. 4° [Work done in cooperation with Kentucky 
Geological Survey. Taxonomy and stratigraphic ranges of Normapolles genera and 
species found in Mississippi embayment rocks.] * Paper, $2.20 (S/N 024-001-02680- 
5). @Item 624 
L.C. card 75-619037 I 19.16:865 
873. Cambrian and Ordevician rocks of southern Arizona and New Mexico and western- 
most Texas [with list of references cited]; by Philip T. Hayes , George C. Cone 
. 1975. iv+98 p.il. | pl. in pocket, 4° [Stratigraphic and petrologic study of lower 
Paleozoic rocks in Mexican Highland physiographic section as framework for evaluat- 
ing their oil and gas possibilities.]) * Paper, $3.75 (S/N 024-001-02718-6). @lItem 
624 


L.C. card 75-619221 I 19.16:873 
907-A,B. Grade and tonnage relationships among copper deposits, and Geochemical ex- 
ploration techniques applicable in search for copper deposits [with lists of references 
cited]; by D. A. Singer , Dennis P. Cox , Lawrence J. Drew, and Maurice A. 
Chaffee. 1975. x+35 p.il. 4° [Geology and resources of copper deposits.] * Paper, 
$1.60 (S/N 024-001-02669-4). @lItem 624 
L.C. card 74-23594 1 19.16:907-A,B 
926-A. Geology and resources of base-metal vanadate deposits [with list of references 
cited]; by Richard P. Fischer . 1975. v+l4 p.il. 4° [General habits of base-metals 
vanadate deposits are described, world distribution of these deposits is shown, and 
literature references are given. Geology and resources of vanadium deposits.] * 
Paper, 75c. (S/N 024-001-02722-4). @lItem 624 
L.C. card 75-619125 1 19.16:926-A 
926-B. Vanadium resources in titaniferous magnetite deposits [with list of references 
cited]; by Richard P. Fischer . 1975. v+10 p.il. 4° [Geology and resources of vanadi- 
um deposits.} * Paper, 70c. (S/N 024-001-02723-2). @lItem 624 
L.C. card 75-619222 1 19.16:926-B 


o7s48 Water resources data for New Mexico, 1974: pt.l, Surface water records 
{with list of selected references]. [1975.] cover title, viiit+238 p.il. 
4° (Water Resources Division.) [Prepared in cooperation with State 
of New Mexico and other agencies.] + 
I 19.53/2:N 42 m/974/pt.l 


Water-supply paper. 


07849 1827-G. Effects of organic solutes on chemical reactions of aluminum. [with list of 
references cited]; by C. J. Lind and John D. Hem . 1975. v+83 p.il. (Chemistry 
of aluminum in natural water.) * Paper, $1.35 (S/N 024-001-02715-1). @Item 625 
L.C. card 75-619196 I 19.13:1827-G 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


Syncrisis, dynamics of health, analytic series on interactions of health 
and socioeconomic development. 
07850 ll. Nicaragua [with selected bibliography; by] B. Holland , J. Davis , L. Gangloff. 
(1974.] [1l]+106 p.il. 4° ({DHEW publication (OS) 74-50007; Office of International 
Health, Division of Planning and Evaluation.]) [Map on p. 2 of cover.) * Paper, 


$1.55. @ltem 444-F 
L.C. card 72-600-118 HE 1.42:N 51 


HEALTH RESOURCES DEVELOPMENT BUREAU, Health, 
Education, and Welfare Dept. Bethesda, MD 20852 


07851 Source book, nursing personnel [with bibliography; by Helen H. Hudson 
and Margret D. McCarthy ]. Dec. 1974 [published 1975]. vi+239 p.il. 
4° (DHEW publication (HRA) 75-43; Division of Nursing, 
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[Manpower Analysis and Resources Branch]; Health manpower 
references.) * Paper, $3.10 (S/N -1704100088). @lItem 509-A-I 
HE 20.6102:N 93/13 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 
07852 Areas eligible for flood insurance [as of Oct. 31, 1974]. [1974.] [341] 
p. 4° (Federal Insurance Administration.) [Issued with perforations.] 


+ @lItem 594-A-l 
HH 10.2:F 65/974 


HUD handbook. [Issued with perforations.] 
07853 CHI-3200.5. Regional disaster response operations, Region 5. Sept. 1975. cover title, 


[63] p.il. 4° + 
HH 1.6/6:CHI-3200.5 


HUD international country profile. 


07854 Housing and urban development in Australia. [Oct. 1975.] 12 p.il. 4° ({HUD 277-I-IA.}) 
* Paper, 35c. (S/N 023-000-00307-4). 
HH 1.32:Au 7 


HUD international information sources series: New towns. (Office 
of International Affairs.) 
07855 Bibliography on Canadian new towns; [compiled by Norman E.P. Pressman ]}. July 1975. 


[4] p. 4° [Prepared in conjunction with report Planning new communities in Canada, 
initiated by Canadian Council on Urban and Regional Research.] + 
HH 1.40/4:C 16 


HUD international information sources series: New towns. (Office 

on International Affairs.) 
07856 Bibliography on new towns in French language; [prepared by Norman Pressman ]. Dec. 
1972. 4 p. 4° ({HUD-279-1-IA.]) [From PLAN, Planning Institute of Canada, v.2, 


no.2, 1971.) + 
HH 1.40/4:T 66 


HUD international information sources series: Housing and planning. 
(Office of International Affairs.) 


07857 Selected annotated bibliograj hy on housing and planning; (compiled by Susan Harding 
]. May 1973. ll p. 4° ((HUD-279-2-IA.]) + 
HH 1.40/4:H 81 


INTERIOR DEPARTMENT Washington, DC 20240 


Note.—Requests to the Interior Department for publications should give the full title and the 
date of the publication. Do not include Monthly Catalog entry numbers or Superintendent of 
Documents classification numbers, which should be used only when ordering from the Superinten- 
dent of Documents. 


o78s8 Draft environmental statement: Operation of National Wildlife Refuge 

System [with bibliography.] [I975.] [523] p.il. 4° (DES 75-57.) 
[Prepared by Fish and Wildlife Service.] + @Item 603-G - 

I 1.98:W 64 


07859 Draft environmental impact statement: Proposed Kaiparowits Project 
[Chap.1]. [1975.] [12]+xiii—362 p.il. 4° [Prepared by Inter-agency team, 
Department of Interior, Bureau of Land Management, lead agency, 
Department of Agriculture, Forest Service, and Federal Energy Ad- 
ministration. Errata sheet, 2 p., issued also.] + 

I 1.98:K 12/chap.1 


07860 Daft environmental impact statement: Proposed reservoir on Middle 
Fork of Powder River [with list of references cited]. [1975.] cover 
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title, [694] p. il. 4° [Prepared by Bureau of Land Management.] + 
@ltem 603-G 
I 1.98:P 87/2 


Draft environmental statement: Master plan, Saint Croix National 
Scenic Riverway, Wisconsin-Minnesota [with list of literature cited]. 
(1975.] cover title, [283] p. maps, 4° ({[NPS 567.]) [Prepared by 
Denver Service Center and Midwest Regional Office, National Park 
Service in cooperation with Departments of Natural Resources of 
States of Minnesota and Wisconsin.] + siete 4 

.98:Sa 


Final environmental assessment: Final master plan, Bent’s Old Fort 
National Historic Site, Colo. Nov. 1975. cover title, [l]+ii+5l p.il. 
4° [Prepared by Denver Service Center, National Park Service.] + 

1 1.98:B 44 


Final environmental assessment: Master plan, Fort Bowie National 
Historic Site, Ariz. [with list of selected references]. Nov. 1975. cover 
title, iii+[4]+50 p.il. 4° [Prepared by National Park Service.] + 
+ 


1 1.98:F 77 b 


Final environmental impact statement: Proposed Transpark Road, 
Bighorn Canyon National Recreation Area, Montana-Wyoming, v.1 
{with list of references cited and suggested]. [1975.] [6]+186+[I] p.il. 
10 maps, 4° ({FES 74-17.]) [Prepared by Denver Service Area, National 


Park Service, Rocky Mountain Region. Maps are colored.] + 
1 1.98:B 48/v.1 


Final environmental impact statement: Deepwater ports, v.2 [with list 
of references]. Apr. 1974. [565] p. 4° [Prepared in compliance with 


sec.102(2)(c) of National environmental policy act of 1969 by Office 
of Assistant Secretary, Program Development and Budget, Office 
of Economic Analysis.}] + @Item 603-G 

I 1.98:P 83/v.2 


Final environmental statement: Proposed master plan, Grand Canyon 
Complex, Ariz. [1975.] [356] p. maps, 4° [Prepared by Grand Canyon 
National Park, National Park Service.] + 

1 1.98:G 76 c 


07867 Final environmental statement: Proposed master plan, Hawaii Volcanoes 
National Park, Hawaii. [1975.] [262] p.il. 4° [Prepared by Western 
Region, National Park Service.] + 

1 1.98:H 31 


OWRT/WRSIC (series). (Office of Water Research and Technology, 
Water Resources Scientific Information Center.) 
75-201. Selected annotated bibliography on analysis of water resource systems, v.6; edited 


by Daniel P. Loucks . Sept. 1975. [I]+vi+[l]+481 p. 4° [Some pages printed as 
leaves.] § (Price upon application). 


1 1.97:75-201/v.6 
07869 Water resources research catalog, v.10. 1975. [789] p. 4° ({WRSIC 
75-101]. Office of Water Research and Technology, Water Resources 
Scientific Information Center.) [Prepared by Smithsonian Science In- 
formation Exchange.] * Paper, $9.55 (S/N 024-000-00816-9). ‘@Item 


604-B 
I 1.94:10 
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INTERNAL REVENUE SERVICE, Treasury Dept. Washington, DC 
20224 


07870 Computing your tax under income averaging method, 1976 edition for 
use in preparing 1975 returns. [Revised Oct. 1975.] [1975.] 8 p. 4° 
506.) * Paper, 30c. (S/N 048-004-00837-8). @Item 964- 


T 22.44/2:506/8 


07871 Tax information on accounting periods and methods, 1976 edition for 
use in preparing 1975 returns. [Revised Oct. 1975.] [1975.] 12 p. 4° 
538.) * Paper, 35c. (S/N 048-004-00859-9). @Item 964- 


T 22.44/2:538/8 


07872 Tax information on investment income and expenses, 1976 edition for 
use in preparing 1975 returns. [Revised Oct. 1975.] [1975.] 24 p. 4° 
_— 550.) *Paper, 45c. (S/N 048-004-00870-0). @Item 964- 


T 22.44/2:550/8 


INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Foreign economic trends and their implications for United States FET 
(series). * Paper, $37.50 a yr.; add $9.40 for foreign mailing. 


74-107. Bolivia. Oct. 1974. 7 p. 4° (American Embassy, La Paz.) [Annual. Supersedes 


ET 73-139.) @ltem 231-I 
C 57.11:74-107 


74-109. Bermuda. Oct. 1974. ll p. 4° (American Consulate General, Hamilton.) [Annual. 
Supersedes ET 72-026.) @ltem 231-I 
C 57.1:74-109 


74-108. Uruguay. Oct. 1974. 9 p. 4° (American Embassy, Montevideo.) [Semiannual. Su- 
persedes ET 74-030.] @ltem 231-1 
C 57.11:74-108 


74-110. Morocco. Oct. 1974. 7 p. 4° (American Embassy, Rabat.) [Semiannual. Supersedes 


ET 74-019.) @ltem 231-1 
C 5$7.11:74-00 


75-001. Venezuela. Jan. 1975. 22 p. 4° (American Embassy, Caracas.) [Semiannual. Super- 
sedes ET 74-018.) @ltem 231-1 
C 57.10:75-001 


75-18. Chad. Oct. 1975. 13 p. 4° (American Embassy, N'Djamena.) [Annual. Prepared 
by Foreign Service, Department of State. Supersedes ET 74-132.) @ltem 231-I 
C 57.10:75-08 


75-126. Uruguay. Oct. 1975. 8 p. 4° (American Embassy, Montevideo.) [Semiannual. 
Prepared by Foreign Service, Department of State. Supersedes ET 74-108.) @lItem 
231-1 


C 57.1:75-126 
75-127. Venezuela. Nov. 1975. 8 p. 4° (American Embassy, Caracas.) [Semiannual. 
Prepared by Foreign Service, Department of State. Supersedes 75-071] @Item 
2 


C $7.10:75-127 
75-128. Guatemala. Nov. 1975. 8 p. 4° (American Embassy, Guatemala.) [Annual. Prepared 


by Foreign Service, Department of State. Supersedes ET 74-121.) @ltem 231-1 
C 5$7.11:75-128 


75-129. Australia. Nov. 1975. 8 p. 4° (American Embassy, Canberra.) [Semiannual. 
Prepared by Foreign Service, Department of State. Supersedes FET 75-056.]} 


@ltem 231-1 
C 57.11:75-129 
75-130. Poland. Nov. 1975. 5 p. 4° (American Embassy, Warsaw.) [Semiannual. Prepared 


by Foreign Service, Department of State. Supersedes 74-017.] @lItem 231-1 
C 57.11:75-130 


75-131. United Kingdom. Nov. 1975. 8 p. 4° (American Embassy, London.) [Semiannual. 
Prepared by Foreign Service, Department of State. Supersedes 75-066.) * Paper, 
25c. @ltem 231-I 

C 57.1:75-131 
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07885 75-132. Greece. Nov. 1975. 8 p. 4° (American Embassy, Athens.) [Semiannual. Prepared 
by Foreign Service, Department of State. Supersedes 75-047.) * Paper, 25c. @lItem 
231-1 


C 57.1:75-132 


07886 Near East and North Africa, report to U.S. business. Dec. 1974. [6]+57 
p.il. tiny gy by Commerce Action Group for the Near East.] 


P Paper. c. @lItem 231-A 
C 57.102:N 27/2 


JOINT PUBLICATIONS RESEARCH SERVICE 1000 N. Glebe Rd. 
Arlington, VA 22201 


Note.—When ordering Joint Publications Research Service publications from the National Techni- 
cal Information Service, give the JPRS number in the order. Do not include Monthly Catalog 
entry numbers or Superintendent of Documents classification numbers, which should be used 
only when ordering from the Superintendent of Documents. 

Titles of JPRS serial reports listed below were issued during the month, but were not cataloged 
separately. § (Price upon application). 


JPRS (series). 


07887 66338. Qualitative characteristics of vestibular nuclei of brain of dolphins and man, 
USSR [with bibliography]; by V. P. Zvorykin. Dec. 10, 1975. cover title, [1]+4 p.il. 
4° [From Arkhiv anatomii, gistologii i embriologii, no. 6, June 1975, Leningrad.] 


§ Paper, $3.25. 
Y 3.3 66:13/66338 
66339. Use of artificial electromagnetic fields in medicine, USSR [with bibliography]; 
by A. M. Demetskiy, N. P. Sobolevskaya. Dec. 10, 1975. cover title, [I]+8 p. 4° 
[From Zdravookhraneniye Belorussii , no. 7, July 1975, Minsk.) § Paper, $3.25. 
Y 3.3 66:13/66339 
66340. Testing bulk compressive strength of rocks, USSR; by B. V. Matveyev. Dec. 
ll, 1975. cover title, [I]+a+55 p.il. 4° [Publication of All-Union Scientific-Research 
Institute of Metrology, Leningrad, 1962.] § Paper, $4.25. 
Y 3.3 66:13/66340 
66353. Biographical treatment of creative individual, USSR [with bibliographies;; by M. 
G. Yaroshevskiy, editor]. Dec. ll, 1975. cover title, [I]+a+I5l p. 4° [Publication 
of Chelovek Nauki, Moscow , 1974.] § Paper, $6.25. 
Y 3.3 66:13/66353 


66356. Control of ballistic missiles and spacecraft, USSR; by A. M. Zhakov. Dec. 12, 
1975. cover title, (I]+a+99 p.il. 4° [Published Moscow, 1974.] § Paper, $4.75. 
Y 3.3 66:13/66356 
66390. Booster rocket guidance system, USSR; by V. Karin. Dec. 16, 1975. cover title, 
[1]+6 p.il. 4° [From Avaitsiya I Kosmonavtika, no. 10, 1975.) § Paper, $3.25. 
Y 3.3 66:13/66390 
66391. Innovations in industrial construction, USSR; by V. I. Krutov, B. S. Istomin, 
M. Yu. Astryab. Dec. 17, 1975. cover title, [I]+a+26 p.il. 4° [From Promyshlennoye 
Stroitel’stvo, no. 8, 1975.]  § Paper , $3.75. 
Y 3.3 66:13/66391 


66392. Scientific and technological revolution and formation of new man, USSR [with 

ee as Dec. 17, 1975. cover title, [I]+65 p. 4° [From Voprosy Filosofii, no. 
7,8, 1975. § Paper, $4.25. 

Y 3.3 66:13/66392 


66396. Basic problems of studying pheromonal communication in insects, USSR [with 
bibliography]; by A. V. Skirkyavichyus. Dec. 17, 1975. cover title, [3]+10 p. 4° 


[From Uspehki Sovremennoy Biologii, no. 2 (5), 1975.] § Paper, $3.25. 
Y 3.3 66:13/66396 


66400. Program of conference on technical utilization of superconductivity, USSR. Dec. 


17, 1975. cover title, [1]}+14 p. 4° [Published Alushta, 1975.] § Paper, $3.25. 
Y 3.3 66:13/66400 


66405. Question of endemic nature of influenza A, USSR [with bibliography]; by V. 
Z. Soloukhin. Dec. 17, 1975. cover title, [I]}+5 p. 4° [From Voprosy Virusologii, 
no. 4, 1975.] § Paper, $3.25. 

Y 3.J 66:13/66405 

66406 Monitor and control instrumentation panels and displays, USSR [with bibliography]; 
by A. Chachko. Dec. 17, 1975. cover title, [1]+20 p.il. 4° [From Nauka I Zhizn’, 
no. 8, 1975.] § Paper, $3.25. 

Y 3.3 66:13/66406 

66412. Technical and economic analysis of trends to develop large computers, USSR; 


by A. S. Konson, S. P. Ryazantseva. Dec. 18, 1975. cover title, [1]+8 p.il. 4° 
(From Pribory I Sistemy Upravleniya, no. 10 , 1975.] § Paper, $3.25. 
Y 3.3 66:13/66412 
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66413. Development of thods of active vibration suppression, USSR [with bibliog- 


raphy]; by M. D. Genkin. Dec. 18, 1975. cover title, [I]+I6 p.il. 4° [Published 
Moscow, 1975.]  § Paper, $3.25. 
Y 3.J 66:13/66413 


66417. Man converses with machine, USSR [with bibliography]; by S. A. Barchenko. 
Dec. 18, 1975. cover title, [I]+20 p.il. 4° [Published Moscow, 1974.] § Paper, $3.25. 
Y 3.3 66:13/66417 
66418. Agronometeorological conditions and winter wheat yields, USSR [with bibliog- 
raphy); by Ye. S. Ulanova. Dec. 18, 1975. cover title, [I]+a-b+298 p.il. 4° [Published 
Moscow, 1975.]  § Paper, $8.75. 
Y 3.J 66:13/66418 


66426. Soybean research in Soviet Far East; USSR; [by G. T. Kaz'min, et al.]. Dec. 
9, 1975. cover title, [{I]+a-b+29 pp. 4 [From Sibirskiy Vestnik 
Sel'skokhozyaystvennoy Nauki, no. 3, 1975.] § Paper, $3.75. 

¥ 3.5 66:13/66426 


66428. Crystallochemical features of some ferrites, USSR [with bibliography; by R. A. 
Baronova, editor]. Dec. 22, 1975. cover title, [I]+26 p.il. 4° [From Kristal- 
lockimicheskiye Problemy Materialovedeniya Poluprovodnikov, Moscow, 1975.] § 


Paper, $3.75 
Y 3.3 66:13/66428 
66434. Clinical aspects of effect of metric range electromagnetic fields, USSR [with 
bibliography]; by A. I. Kleyner, et al. Dec. 22, 1975. cover title, [1]+6 p. 4° 
[From Vrachebnoye Delo, no. 9, 1975.] § Paper, $3.25. 
Y 3.3 66:13/66434 


66439-1,2,3. Course on political economy, v. 2, pt. 1-3, USSR; by N. A. Tsagolov. Dec. 
23, 1975. 3 vols., cover title, [I]+a-e+666 p. 4° [Published Moscow, 1970.] § Paper, 
$16.75 





Y 3.3 66:13/66439-1,2,3 
66440. Computer technology in industry, USSR. Dec. 23, 1975. cover title, [I]+a+I8 


p.il. 4° § Paper, $3.25. 
Y 3.3 66:13/66440 
66441. Perception of audio-visual stimuli, USSR [with bibliography]. Dec. 23, 1975. cover 
title, [I]}+a-b+22 p.il. 4° [From Zhurnal Vysshey Nervnoy Deyatel’nosti, v. 25, 
no. 5, 1975.] § Paper, $3.25. 
Y 3.3 66:13/66441 


66458. Microprofiling seismic system, USSR [with bibliography]; by G. N. Lunarskiy. 
Dec. 29, 1975. cover title, [1]+17 p.il. 4° [From Trudy Instituta Okeanologii Akademii 
Nauk SSSR, v. 87, 1970]. § Paper, $3.25. 

Y 3.3 66:13/66458 


66469. Plant protection through chemistry, USSR. Dec. 30, 1975. cover title, [I]+a+52 
p. 4° [From Zashchita ey i no. 4, 1973, no. 2, 1974, no. 6, 9, 1975, and Khimiya 

V. Sel’skom Khozyaystve, no. 4, 1975.] § Paper, $4.25. 
Y 3.3 66:13/66469 


66470. Modern approach to problem of unconscious mental activity (the unconscious) 
USSR; by F. V. Bassin, V. Ye. Rozhnov. Dec. 31, 1975. cover title, [1]+20 p. 
4° [From Voprosy filosofil, no. 10,1975.] § Paper, $3.25. 

Y 3.J 66:13/66470 


66498. Third generation computer exhibit, USSR [with bibliography]; by A. A. Shelikhov. 
Jan. 6, 1976. cover title, [I]+a+99 p.il. 4° [Publication of Energiya Publishing House, 
Moscow, 1975.) § Paper, $5.25. 

Y 3.3 66:13/66498 


66500. Marine hydrophysical research, USSR [articles, with bibliographies; by S. F. 
Dotsenko, et al.J. Jan. 6, 1976. cover title, [I]}+a+40 p.il. 4° [From Morskiye 
gidrofizicheskiye issledovaniya, v. 61, no. 2 and v. 62, no. 3, 1973.]  § Paper, $3.75. 

Y 3.J 66:13/66500 

66501. Gyroscopic systems and instruments of precision mechanics, USSR [articles, with 

bibliographies, by Yu. A. Bur'yan, et al.). Jan. 6, 1976. cover title, [I]+a-b+57 

p.il. 4° [From Pnborostroyeniye, no. 7 and 8, 1975, Leningrad.) § Paper, $4.25. 

Y 3.J 66:13/66501 

66512. Effects of non-ionizing electromagnetic radiation, USSR [articles, with bibliogra- 
phies; by S. M. Mints, et al]. Jan. 7, 1976. cover title, [I]+a-c+94 p.il. 4° [From 
Gigiyena truda i professional’nyye and other Moscow and Kiev 1975 serial publica- 

5. 


tions.) § Paper, $4.7 
Y 3.3 66:13/66512 
66513. Gravimetric investigations, USSR [articles, with bibliographies; by M. S. Davydov, 


et al.). Jan. 7, 1976. cover title, [I]+a+50 p.il. 4° [From Razvedochnaya geofizika 
and other Moscow, 1966-74, serial publications.}] § Paper, $4.25. 
Y 3.3 66:13/66513 


66558. Readings in industrial psychology, USSR [excepts]; by V. G. Loos. Jan. 12, 
1976. cover title, [I]+a-b+lI5 p.il. 4° [Publication of Izdated’stvo Tekhnika, Kiev, 


1974.] § Paper, $5.25. 
Y 3.3 66:13/66558 
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66560. Automation of railroad shunting yards, USSR; by K. V. Kulayev. Jan. 12, 1976. 
cover title, [1]+13 p. 4° [From Zheleznodorozhnyy transport, no. 8, 1974.] § Paper, 


$3.25 
Y 3.3 66:13/66560 


66562. Nineteen seventy-five USSR state prizes in science and engineering, USSR. Jan. 


12, 1976. cover title, [1]}+8 p. 4° § Paper, $3.25. 
Y 3.J 66:13/66562 


66572. Developing mathematical and physical-technological bases for automation of design 
and manufacture of computers and their components, USSR [with bibliography]; 
by V. M. Glushkov, V. P. Derkach, Yu. V. Kapitonova. Jan. 13, 1976. cover title, 
(I]+6 p. 4° [From Mekhanizatsiya i avtomatizatsiya upravieniya, no. 5, 1975.] 


§ Paper, $3.25. 
Y 3.5 66:13/66572 
66576. Soviet rice research, USSR; by V. Konokhova. Jan. 13, 1976. cover title, [I]+a+7 
p. 4° [From Selektsiya i semenovodstvo, no. | and no. 3, 1975.] o Pees. $3.25. 
3.3 66:13/66576 
66578. Main morphological distinctions of brain and cranial nerves of ectehtas and other 
cetaceans, report 2, USSR [with bibliography]; by G. B. Agarkov, V. B. Slezin, 
B. G. Khomenko. Jan. 13, 1976. cover title, [I]+15S p.il. 4° [From Vestnik zoologii, 
no. 4, 1975.) § Paper, $3.25. 
Y 3.J 66:13/66578 


66579. Comparative anatomical analysis of structure and innervation of nasolabial region 
in certain mammals and man, USSR [with bibliography]; by B. G. Khomenko. Jan. 
13, 1976. cover title, [I]+6 p.il. 4° [From Vestnik zoologii, no. 5, 1975.] § Paper, 


$3.25. 
Y 3.J 66:13/66579 
66588. Shipbuilding technology in developing offshore equipment to exploit riches of 
world ocean, USSR [articles, with bibliographies; by K. G. Sovorov, et al]. Jan. 
14, 1976. cover title, [1]+a+33 p.il. 4° [From Sudostroyeniye, no. 10, 1975, Leningrad.) 


§ Paper, $3.75. 
Y 3.3 66:13/66588 


66592. Directory of USSR Academy of Sciences, USSR. Jan. 14, 1976. cover title, 
[I] +a-b+167 p. 4° § Paper, $6.25. 

Y 3.3 66:13/66592 

66593. Ocean as dynamic system, USSR; [by V. L. Lebedev, T. A. Ayzatullin, K. 

M. Khaylov]. Jan. 15, 1976. cover title, [I]+a-b+55 p.il. 4° [Publication of Tipografiya 


im. Kotlyakova, Lemimgrad, 1974.] § Paper, $4.25. 
Y 3.3 66:13/66593 


JUDGE ADVOCATE GENERAL (Army), Defense Dept. Washington, 
DC 20370 


07927 Army lawyer, history of Judge Advocate General’s Corps, 1775-1975 
{with bibliography}. [1975.] [iii]+278 p.il. * Cloth, $6.10 (S/N 008-020- 


00563-1). @Item 348 
D 108.2:Ar 5/775-975 


JUSTICE DEPARTMENT Washington, DC 20530 


07928 Compendium of model correctional legislation and standards. 2d edition. 
June 1975. [984] p. (Law Enforcement Assistance Administration.) 
(Prepared by American Bar Association Commission on Correctional 
Facilities and Services, and Council of State Governments, in 
cooperation with Advisory Commission on Intergovernmental Rela- 
tions, ABA Criminal Law Section, American Correctional Associa- 
tion, American Law Institute, National Advisory Commission on 
Criminal Justice Standards and Goals, National Conference of Com- 
missioners on Uniform State Laws, National Council on Crime and 
Delinquency, National Institute of Law Enforcement and Criminal 
Justice, National Sheriff's Association, Resource Center on Cor- 
rectional Law and Legal Services. Contains copyright material. 

+ @lItem 717 
J 1.2:St 2/6 
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LEAA Emergency Energy Committee; Energy report. 


07929 4. Police cars and energy conservation [with bibliographies]. Mar. |, 1974, 22p. il. 4° [Law 
Enforcement Assistance Administration, Emergency Energy Committee.} + @ltem 
717-N 
J 1.45:4 
5. Suggested energy conservation measures for courts and correctional institutions. Mar. 
1, 1974. 12 p. 4° (Law Enforcement Assistance Administration, Emergency Energy 


Committee.) + @lItem 717-N 
J 1.45:5 
6. Petroleum allocation and pricing regulations for law enforcement agencies. Mar. |, 
1974. 13 p.il. 4° (Law Enforcement Assistance Administration, Emergency Energy 
Committee.) + @lItem 717-N 
J 1.45:6 


Monograph (series). (Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice.) 
Police educational characteristics and curricula [with bibliography]; by Larry T. Hoover 
July 1975. x+82 p. 4° [Prepared by Michigan State University under grant 73- 
N1-99-1004.]  * Paper, $1.50 @ltem 717 
J 1.44/2:P 75 
Prosecution in juvenile courts, guidelines for future; by M. Marvin Finkelstein , Ellyn 
Weiss , Stuart Cohen, Stanley Z. Fisher. Dec. 1973 [published 1974]. xviii+109 p. 
4° * Paper, $1.60 (S/N 2700-00246). @lItem 717 
J 1.44/2:P 94 


Prescriptive package (series). (Law Enforcement Assistance Adminis- 
tration, National Institute of Law Enforcement and Criminal Justice.) 
Management by objectives, corrections perspective [with bibliographies]; by Mark L. 

McConkie . July 1975. vi+45 p.il. 4° * Paper, $1.10 @lItem 717-A 
J 1.8/3:M 31 
Neighborhood team policing; by Peter B. Bloch , David Specht . Dec. 1973. xii+154 
p. 4° [Includes lists of selected readings on team policing and evaluation.}] * Paper, 
$1.90 (S/N 2700-00240). @lItem 717-A 
J 1.8/3:P 75/3 


LABOR DEPARTMENT Washington, DC 20210 


07936 Celebrate the American worker. [1975.] [8] p.il. narrow 8° (Bicentennial 
Office.) + @lItem 745 
L 1.2:Am 3/3 


07937 Fiduciary standards, Employee retirement income security act. [1975.] 
cover title, ll p. (Labor-Management Services Administration; Office 

of Employee Benefits Security.) + @lItem 745 
L 1.2:R 31/8 


07938 [Graphic communications standards, revised pages.] Dec. 1975. [8] p.il. 
4° (Office of Information, Publications, and Reports.) [Issued with 
perforations.} + @lItem 745-A 

L 1.7/2:C 73/4/rev. pages 


07939 Labor-management reporting and disclosure act of 1959, as amended. 
[1974.] 31 p. 4° ({Labor-Management Services Administration; Office 
of Labor-Management and Welfare-Pension Reports.]) [Revised text 
showing new or amended language provided by P.L. 89-216.] * Paper, 


25c. @Item 745 
L 1.2:R 29/2/974 


07940 Supplemental digest and index of published decisions of Assistant 
Secretary of Labor for Labor-Management Relations pursuant to Ex- 
ecutive order 11491, as amended, July 1, 1974 through June 30, 1975. 
[1975.] xiv+187 p. 4° (Labor-Management Services Administration, 
Office of Federal Labor-Management Relations.) [Contains table of 
contents, tables of decisions and reports on rulings, each covering 
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period July 1, 1974-June 30, 1975.] * Paper, $2.65. (S/N 029-000- 
00252-5). @Item 762-D-3 
L 1.51/3:974/supp. 


LABOR STATISTICS BUREAU, Labor Dept. Washington, DC 20210 


Area wage survey advance report. 


Albany-Schenectady-Troy, New York, Mar. 1974. [1975.] [4] p. 4° (Middle Atlantic Re- 
gional Office, New York, N.Y.) + 
L 2.107/2:Al 1 


Area wage survey report. 


Albany-Schenectady-Troy, N.Y., Sept. 1974. [1975.] [4] p. 4° (Middle Atlantic Regional 
Office, New York, N.Y.) + 
L 2.107:Al 1 


Binghamton, N.Y., July 1974. [1975.] [4] p. 4° (Middle Atlantic Regional Office, New 
York, N.Y.) + 
L 2.107:B 51 


Buffalo, N.Y., Oct. 1974. [1975.] [4] p. 4° (Middle Atlantic Regional Office, New York, 


N.Y.) + 
L 2.107:B 86 
Nassau and Suffolk Counties, N.Y., Apr. 1974. [1975.] [4] p. 4° (Middle Atlantic Regional 
Office, New York, N.Y.) + 
L 2.107:N 18 


New York City, Apr. 1974. [1975.] [4] p. 4° (Middle Atlantic Regional Office, New 


York, N.Y.) + 
L 2.107:N 42 y 


Newark, N.J. Jan. 1975. [1975.] [4] p. 4° (Middle Atlantic Regional Office, New York, 


N.Y.) + 
L 2.107:N 42 
Paterson-Clifton-Passaic, N.J., June 1974. [1975.] [4] p. 4° (Middle Atlantic Regional 
Office, New York, N.Y.) + 
L 2.107:P 27 


Syracuse, N.Y., July 1974. [1975.] [4] p. 4° (Middle Atlantic Regional Office, New York, 


N.Y.) + 
L 2.107:Sy 8 
Trenton, N.J., Sept. 1974. [1975.] [4] p. 4° (Middle Atlantic Regional Office, New York, 


N.Y.) + 
L 2.107:T 72 
Westchester and Rockland Counties, N.Y., Apr. 1974. [1975.] [4] p. 4° (Middle Atlantic 
Regional Office, New York, N.Y.) + 
L 2.107:W 52 


Bulletin. 


1795-22. Area wage survey: Houston, Tex., metropolitan area, Apr. 1974. Sept. 1974. 
43 p. oblong 8° [Text on p. 2 of cover.] * Paper, 85c. @Item 768 
L 2.3:1795-22 


1850-5. Area wage survey: Melbourne-Titusville-Cocoa, Fla., metropolitan area, Aug. 1974. 
[Jan. 1975.] cover title, 27 p. oblong 8° * Paper, 75c. @Item 768 (Regionals only) 
L 2.3:1850-5 


1850-ll. Area wage survey: Gainesville, Fla., metropolitan area, Sept. 1974. [Mar. 1975.] 
26 p. oblong 8° * Paper, 75c. @Item 768 
L 2.3:1850-ll 


1850-16. Area wage survey: Saginaw, Mich., metropolitan area, Nov. 1974. [May, 1975.] 
cover title, 27 p. oblong 8° * Paper, 75c. @Item 768 
L 2.3:1850-16 


1850-19. Area wage survey: Sacramento, Calif., metropolitan area, Dec. 1974. June 1975. 
32 p. oblong 8° [Text on p. 2 of cover.] * Paper, 80c. @Item 768 
L 2.3:1850-19 


1850-38. Area wage survey Paterson-Clifton-Passaic, N.J., metropolitan area, June 1975. 
(Oct. 1975. cover title, 31 p. oblong 8° * Paper, 80c. @Item 768 
L 2.3:1850-38 


1850-55. Area wage survey: Kansas City, Mo.-Kans., metropolitan area, Sept. 1975. Dec. 
1975. 32 p. oblong 8° [Text on p. 2 of cover.] * Paper, 80c. @Item 768 
L 2.3:1850-55 


1850-60. Area wage survey: Trenton, N.J., metropolitan area, Sept. 1975. [Jan. 1976.] 
cover title, 31 p. oblong 8° size. * Paper, $1.20. @lItem 768 
L 2.3:1850-60 
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1850-61. Area wage survey: Fresno, Calif., metropolitan area, June 1975. [Jan. 1976.] 
cover title, 27 p. oblong 8° size. * Paper, $1.20. @Item 768 
3:1850-61 


L 2.3: 
1850-62. Area wage survey: Baltimore, Md., metropolitan area, Aug. 1975. (Jan. 1976.] 
cover title, 43 p. oblong 8° size. * Paper, $1.30. @Item 768 
L 2.3:1850-62 


1886. Jobseeking methods used by American workers; [by Carl Rosenfeld , Kopp 


Michelotti , and William V. Deutermann]. 1975. vi+68 p.il. 4° ({Division of Labor 
Force Studies.]) * Paper, $1.35 (S/N 029-001-01829-1). @Item 768 
3:1886 


L 2. 
1888. Characteristics of major collective bargaining agreements, July |, 1974; [by Marilynne 
Tilson , Wanda Giles , and Constance L. Gironda]. 1975. cover title, vi+84 p. 
4° ({Division of Industrial Relations.]) * Paper, $1.50 (S/N 029-001-01827-4). @lItem 


768 
L 2.3:1888 
1889. Union wages and hours: Building trades, July 1, 1974; [by Carl Barsky }. 1975. 
v+95 p. 4° ((Office of Wages and Industrial Relations, Division of Occupational 
Wage Structures.]) * Paper, $1.70 (S/N 029-001-01830-4). @lItem 768 
L 2.3:1889 


1891. National survey of professional, administrative, technical, and clerical pay, Mar. 
1975; [by William M. Smith , Daniel A. Boston }. 1975. v+63 p. 4° ((Office of 
Wages and Industrial Relations; Division of Occupational Wage Structures.]) * 
Paper, $1.30 (S/N 029-001-01828-2). @lItem 768 

L 2.3:1891 


Collective bargaining summary (series). 


Basic steel industry. (1975.] 10 p. 4° # 
L 2.108:St 3 


Meat products industry. [1975.)}6p.4° # 
L 2.108:M 46 


Consumer pe index, short description, 1971. [1974.] ll p. 4° [Text 
on p. 2 of cover.] + @lItem 769 
L 2.2:C 766/17/971 


Industry wage survey report. 
Construction industries, Nassau and Suffolk Counties, N.Y., Sept. 1973. [(1975.] [3] p. 
4° (Middle Atlantic Regional Office, New York, N.Y.) + 
L 2.106:C 76/2 


Construction industries, New York area, Sept. 1973. [1975.] [3] p. 4° (Middle Atlantic 
Regional Office, New York, N.Y.) + 
L 2.106:C 76/3 


Construction industries, Newark, N.J., Sept. 1973. [(1975.] [3] p. 4° (Middle Atlantic 
Regional Office, New York, N.Y.) + 
L 2.106:C 76 


Department stores, Buffalo, N.Y., Sept. 1973. [1975.] 6 p. 4° (Middle Atlantic Regional 
Office, New York, N.Y.) + 
L 2.06:D 44/3 


Department stores, Nassau and Suffolk Counties, [N.Y.], Sept. 1973. [1975.] 6 p. 4° 
(Middle Atlantic Regional Office, New York, N.Y.) + 
L 2.106:D 44/2 


Department stores, New York metropolitan area, Sept. 1973. [(1975.] 7 p. 4° (Middle 
Atlantic Regional Office, New York, N.Y.) + 
L 2.106:D 44 


Fluid milk, Buffalo, N.Y., Oct. 1973. [1975.] [4] p. 4° (Middle Atlantic Regional Office, 
New York, N.Y.) + 
L 2.106:M 59/2 


Fluid milk, New York metropolitan area, Nov. 1973. [1975.] [4] p. 4° (Middle Atlantic 
Regional Office, New York, N.Y.) + 
L 2.106:M 59 


Household moving and storage, Syracuse, N.Y., July, 1974. [1975.] [4] p. 4° (Middle 
Atlantic Regional Office , New York, N.Y.) + 
L 2.106:H 81 


Household moving and storage, Utica-Rome, N.Y., July 1974. [1975.] [4] p. 4° (Middle 
Atlantic Regional Office, New York, N.Y.) + 
L 2.106:H 81/2 


Metalworking industries, Binghamton, N.Y., July 1974. [1975.] [3] p. 4° (Middle Atlantic 


Regional Office, New York, N.Y.) + 
L 2.106:M 56 


Metalworking industries, Poughkeepsie-Kingston-Newburgh, N.Y., June 1974. [1975.] [3] 
p. 4° (Middle Atlantic Regional Office, New York, N.Y.) + 
L 2.106:M 56/2 
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07981 Jobs for which college education is usually required. [1974.] [18] p.il. 
L 2.2:J 57/5/974 


07982 Jobs for which high school education is generally required. [1974.] [15] 
p. narrow 8° + @lItem 769 


narrow 8° + @lItem 769 


L 2.2:J 57/3/974 


07983 Jobs for which junior college, technical institute, or other specialized 
training is usually required. [1974.] [10] p.il. narrow 8° + @lItem 


769 
L 2.2:J 57/4/974 


07984 Machinery manufacturing industry wage survey and other industry stu- 
dies [list]. [1975.] [4] p. narrow 8° + 
L 2.34/2:M 25 


Regional reports. (Middle Atlantic Region.) 


07985 39. Some dimensions of world trade impact on New York labor market. July 1974. 
cover title, iii+16 p.il. oblong 8° (Middle Atlantic Regional Office, New York, N.Y.) 


+ 
L 2.71/6:39 


Report. 
07986 412-2. What every employer needs to know about OSHA recordkeeping. 1975. [5]+23 
p.il. 4° ({Office of Occupational Safety and Health Statistics.]) + @Item 768- 
G 


L 2.71:412-2 


07987 Social science and your career. [1974.] [2] p.il. oblong 8° folded into 
narrow 8° size + @lItem 769 
L 2.2:So 1/2/974 


Special iabor force report. 


07988 Children of working mothers, Mar. 1973. Sept. 1973. [6]+1 p.il. 4° + 
L 2.98:C 43 


07989 Job tenure of American workers, Jan. 1973. May 1974. 6 p. 4° + 
L 2.98:T 26 


07990 Marital and family characteristics of workers, Mar. 1973. Aug. 1973. 6 p. 4° + 
L 2.98:M 33 


LAND MANAGEMENT BUREAU, Interior Dept. Washington, DC 
20240 


07991 Making multiple use decisions. [1976.] [24] p.il. oblong 24° + @lItem 
631 
I 53.2:D 35 


Technical note. 
07992 256. Effects and observations of soil compaction in Salem District; [by] William E. 
Power . Dec. 1974. cover title, 12 p.il. 4° + Denver Service Center, Federal Center 
Building 50, Denver, CO 80225 
I 53.20:256 


LIBRARY OF CONGRESS Washington, DC 20540 


07993 Blackwell family, Carrie Chapman Catt, and National American Women 
Suffrage Association, registers of papers in Manuscript Division of 
Library of Congress. 1975. v+l02 p. 4° (Manuscript Division, 
Reference Department.) [ISBN 0- 40-4.] + 
L.C. card 74-19115 LC 4.2:B 56 
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07904 Cordell Hull, registers of papers in Manuscript Division of Library 
of Congress. 1975. iii+21 p. 4° (Manuscript Division, Reference Depart- 
ment.) [ISBN 0-8444-0142-0.] + 
L.C. card 74-20767 LC 4.2:H 87 


07995 Library of Congress catalog, cumulative list of works represented by 
Library of Congress printed cards: Books, subjects, 1973. 1974. 16 
v., various paging, 4° [ISSN 0041-7785. Compiled and edited by 
Catalog Publication Division.] Cloth, $630.00 (includes 3 qtr. issues); 
Cataloging Distribution Service Division, Library of Congress, Bld. 
159, Navy Yard Annex, Washington, DC 2054] + 
L.C. card 50-60682 LC 30.8/3:973/v.1-l6 


07996 Library of Congress catalogs: National union catalog, register of addi- 
tional locations, 1973, v. 1, cards 56-33 to NUC70-51031, v. 2, cards 
NUC70-51035 to 79-983266 1975. 2 v., xvi+234l p. 4° ([Processing 
Department.]) [ISSN 0090-0109. Compiled and edited by Catalog Publi- 
cation Division.] + 
L.C. card 56-60041 LC 30.8/7:973/v.1,2 


MANPOWER ADMINISTRATION, Labor Dept. Washington, DC 
20210 


07997 What you should know about WIN. [1975.] cover title, [18] p.il. oblong 
24° [Prepared in cooperation with U.S. Dept. of Health, Education, 

and Welfare, Social and Rehabilitation Service.] + @lItem 745 
L 1.2:W 72/4 


MARITIME ADMINISTRATION, Commerce Dept. Washington, DC 
20548 


07998 Publications of Maritime Administration. Dec. 1975. cover title, 16 p. 
4° ({Office of Public Affairs.]) + @Item 233-C 
C 39.227:P 96/975 


07999 Vessel inventory report, U.S. flag dry cargo and tanker fleets, 1,000 
gross tons and over, as of June 30, 1975; [prepared by Jeanette 
E. Ford]. Aug. 28, 1975. cover title, 59 p. 4° ({Office of Subsidy 
Administration, Division of Trade Studies and Statistics. Report 


MAR-560-19.]) [Issued semi-annually. Text on p. 2 of cover.] # 
C 39.217:975 


MEDICAL SERVICES BUREAU, Health, Education, and Welfare 
Dept. West Hyattsville, MD 20782 


oso00 Chance to grow, careers for nurses in Bureau of Medical Services. 
(1975.] 16 p.il. 4° ({DHEW publication (HSA) 75-2009.]) + @lItem 


493-C-l 
HE 20.5402:G 91 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


Naval Submarine Medical Research Laboratory, Submarine Base, 
Groton, Conn.: Report. 
806. Biochemical profiles of submariners, longitudinal health study [with list of 
references]; by Donald V. Tappan , Michael J. Jacey , Elly Heyder, and William 
A. Tansey. May 15, 1975. cover title, iii+13+[2] p.il. 4° [Research work unit MR 
041.06.01-0026.02.]  # 
D 206.10:806 
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08002 809. Visual evoked responses and EEGs for divers breathing hyperbaric air; assessment 
of individual differences [with list of references]; by Jo Ann S. Kinney , Christine 
L. McKay , S. M. Luria. June 3, 1975. cover title, iii+14+[2] p.il. 4° [Research 
work unit MF51.524.004-9015.12.] # 
D 206.10:809 


810. Comparison of biochemical responses between single and repeated exposures to 
air at 6.7 ATA [with bibliography]; by [Elly] Heyder , [Michael] J. Jacey , [Donald] 
V. Tappan. June 4, 1975. cover title, [28] p.il. 4° [Research work unit MF5I1.524.014- 


9016.04.) # 
D 206.10:810 


MILITARY HISTORY, OFFICE OF CHIEF OF (Army), Defense 
Dept. Washington, DC 20315 


U. S. Army Military Research Collection, Carlisle Barracks, Pa.: Spe- 
cial bibliography (series). 
6. v. 2, Manuscript holdings of military history research collection; by Richard J. Sommers 
. Sept. 1975. ix+246 p.4° + @lItem 344-D 
D 114.14:6/v. 2 


MINES BUREAU, Interior Dept. Washington, DC 20241 


osoos Abrasive materials in 1974. June 9, 1975. 4 p. 4° (Mineral industry 
surveys.) [Annual advance summary. Prepared in Division of Non- 


metallic Minerals.} + Mines Bureau, Pittsburgh, PA 15213 
I 28.116:974 


oso0s Abrasive materials in 1975. Dec. 22, 1975. 1S p. 4° (Mineral industry 

surveys.) [Annual, preliminary. Prepared in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.116:975/prelim. 


osoo? Aluminum and bauxite in 1975. Dec. 16, 1975. 2 p. 4° (Mineral industry 

surveys.) [Annual, preliminary. Prepared in Division of Nonferrous 
Metals.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.80/2:975/prelim. 


osoos Antimony in 1975. Dec. 18, i975. 2 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Pre in Division of Nonferrous Metals.] 

+ Mines Bureau, Pitts , PA 15213 
I 28.95/2:975/prelim. 


osoo9 Apparent consumption in industrial explosives and blasting agents in 
United States, 1974. June 18, 1975. 13 p. 4° (Mineral industry surveys.) 
(Explosives, annual. Prepared in Division of Nonmetallic Minerals.} 
+ Mines Bureau, Pittsburgh, PA 15213 seamen 


osoi0 Asbestos in 1974. Apr. ll, 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual advance summary. Prepared in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pittsburgh, PA 15213 meee 

I 28.123:974 


osoi1 Asbestos in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Nonmetallic Minerals.] 

+ Mines Seseen, Pittsburgh, PA 15213 
I 28.123:975/prelim. 


08012 Barite in 1974. July 29, 1975.7 p. 4° (Mineral industry surveys.) [Annual 
advance summary. Prepared in Division of Nonmetallic Minerals.] 


+ Mines Bureau, Pittsburgh, PA 15213 
I 28.124:974 
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oso13 Barite in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) 
[Annual, preliminary. Prepared in Division of Nonmetallic Minerals.] 

+ Mines buses, Pittsburgh, PA 15213 
I 28.124:975/prelim. 


os0i4 Beryllium in 1975. Dec. 16, 1975. 1 p. 4° (Mineral industry surveys.) 
{[Annual, preliminary. Prepared in Division of Nonferrous Metals.] 

+ Mines Bureau, Pittsburgh, PA 15213 
I 28.138:975/prelim. 


osois Boron in 1974. May 28, 1975. 2 p. 4° (Mineral industry surveys.) 

{Annual advance summary. Prepared in Division of Nonmetallic 
Minerals.}] + Mines Bureau, Pittsburgh, PA 15213 

I 28.125:974 


08016 Boron in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Nonmetallic Minerals.] 

+ Mines Bureau, Pittsburgh, PA 15213 
I 28.125:975/prelim. 


08017 Bromine in 1974. May 29, 1975. 3 p. 4° (Mineral industry surveys.) 
{Annual advance summary. Prepared in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pittsburgh, PA 15213 , 

I 28.126:974 


os0is Bromine in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) 
[Annual, ere. Prepared in Division of Nonmetallic Minerals.] 

+ Mines Bureau, Pittsburgh, PA 15213 
I 28.126:975/prelim. 


osoi9 Bureau of Mines films, 1973-74 catalog. [1975.] cover title, [l]+62 p. 
narrow 8° [Last 3 pages left blank for notes]. # Mines Bureau, 
Pittsburgh, PA 15213 @lItem 637 

I 28.2:F 48 


08020 Cadmium in 1975. Dec. 16, 1975. 1 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Nonferrous Metals.] 

+ Mines Bureau, Pittsburgh, PA 15213 
I 28.102/2:975/prelim. 


08021 Carbon black in 1974. June 6, 1975. 2 p. 4° (Mineral industry surveys.) 
(Carbon black annual. Prepared in Division of Fuels Data.] + Mines 


Bureau, Pittsburgh, PA 15213 
I 28.88/2:974 


03022 Cement in 1974. Nov. 6, 1975. 12 p. 4° (Mineral industry surveys.) 
[Annual advance summary. Prepared in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pittdourgh, PA 15213 

I 28.29/2:974 


03023 Cesium and rubidium in 1974. July 10, 1975. 1 p. 4° (Mineral industry 
surveys.) [Annual advance summary. Prepared in Division of Nonfer- 
rous Metals.] + Mines Bureau, Pittsburgh, PA 15213 —_— 

.139:974 


08024 Cesium and rubidium in 1975. Dec. 16, 1975. 1 p. 4° (Mineral industry 
surveys.) [Annual, preliminary. Prepared in Division of Nonferrous 
Metals.] + Mines Bureau, "Pittsburgh, PA 15213 

I 28.139:975/prelim. 
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oso2s Chromium in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) 


{[Annual, prelimi Prepared. in in Division of Ferrous Metals.] + 
Mines Bureau, Pittsburgh, A 1521 
I 28.84/2:975/prelim. 


os026 Clays in 1974. Dec. 12, 1975. 30 p. 4° (Mineral industry surveys.) 
{[Annual, advance summary. pene in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pittsburgh, PA 15213 aan 

I 28.140:974 


08027 Clays in 1975. Dec. 22, 1975.1 p. 4° (Mineral industry surveys.) [Annual, 
reliminary. Pre pared i in _ of Nonmetallic Minerals.] + Mines 


ureau, Pittsburgh, PA 15 
I 28.140:975/prelim. 


0so28 Coal-Pennsylvania anthracite in 1974. Oct. 3, 1975. cover title, 36 p.il. 
4° (Mineral industry surveys.) [Coal-Pennsylvania anthracite, annual. 
Prepared in Division of Fuels Data.}] + Mines Bureau, Pittsburgh, 


PA 15213 
I 28.50/4:974 


08029 Cobalt in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry surveys.) 
{[Annual, preliminary. Prepared in Division of Ferrous Metals.] + 

Mines Bureau, Pittsburgh, PA 15213 
I 28.76/3:975/prelim. 


0s030 Coke producers in United States in 1974. Nov. 6, 1975. cover title, 
6 p. 4° (Mineral industry surveys.) [Coke producers, annual. 
Prepared in Division of Fuels Data.] + Mines Bureau, Pittsburgh, 


PA 15213 
I 28.30/2:974 


08031 Columbium and tantalum in 1975. Dec. 22, 1975. [2] p. 4° (Mineral 
industry surveys.) [Annual, preliminary. Pre in Division of Fer- 


rous Metals.] + Mines Bureau, Pittsburgh, $213 
I 28.141:975/prelim. 


08032 Copper in 1975. Dec. 16, 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Nonferrous Metals.] 


+ Mines Bureau, Pittsburgh, PA 15213 
I 28.59/4:975/prelim. 


08033 Diatomite in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Nonmetallic Minerals.] 

+ Mines Secon, Pittsburgh, PA 15213 
I 28.127:975/prelim. 


08034 Feldspar and related minerals in 1975. Dec. 22, 1975. 1 p. 4° (Mineral 
industry surveys.) [Annual, preliminary. Prepared in Division of Non- 
metallic Minerals.} + Mines Bureau, Pittsburgh, PA 15213 

I 28.111:975/prelim. 


08035 Ferroalloys in 1975. Dec. 22, 1975. 5 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Ferrous Metals.] + 


Mines Bureau, Pittsburgh, PA 15213 
I 28.142:975/prelim. 


08036 Fluorspar in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry surveys.) 
[Annual, iE Prepared in Division of Nonmetallic Minerals.] 


+ Mines Bureau, Pittsburgh, PA 15213 
I 28.70/2:975/prelim. 


§For Sale by National Technical Information Service, 


Springfield, VA 22151 
@Sent to Depository Libraries Page 115 





GOVERNMENT PUBLICATIONS 


03037 Gem stones in 1974. June 9, 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual advance summary. Pre d in Division of Nonmetallic 
Minerals.} + Mines Bureau, Pittsburgh, PA 15213 


I 28.117:974 


oso3s Gem stones in 1975. Dec. 22, 1975. | i 4° (Mineral industry surveys.) 
{Annual, erry. Prepared in Division of Nonmetallic Minerals.] 

+ Mines Bureau, Pittsburgh, PA 15213 
I 28.117:975/prelim. 


Gold and silver in 1975. Dec. 18, 1975. 2 p. 4° (Mineral industry sur- 
veys.) [Annual, preliminary. Prepared in Division of Nonferrous 
Metals.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.61/3:975/prelim. 


Information circular. 


8628. Bureau of Mines test procedures for rocks [with lists of references]; edited by 
Walter E. Lewis and Sathit Tandanand . [(1974.] [2]+vi+223 p.il. 4° * Paper, $2.95 
(S/N 2404-01681). @lItem 637-A 

I 28.27:8628 


8646. Availability of U.S. primary lead resources [with list of references]; by Paul McIlroy 
, J. S. Coffman , W. L. Rice, and M. H. Hibpshman. [1975.] [2]+iii 60 p.il. 4° 

* Paper, $1.00 (S/N 2404-01689). @Item 637-A 
1 28.27:8646 


8691. Updated cost evaluation of metal and mineral recovery process for treating mu- 
nicipal incinerator residues [with list of references]; by John J. Henn . [1975.] 
(2]+ii+44 p.il. 4° * Paper, $1.05. @lItem 637-A 

1 28.27:8691 


8692. Geothermal energy, economic potential of three sites in Alaska [with list of 
references]; by Jimmie C. Rosenbruch and Robert G. Bottge . [1975.] [2]+ii+40 
p.il. 4° * Paper, $1.00 (S/N 024-004-01802-0). @lItem 637-A 

I 28.27:8692 


8693. Reserve base of U.S. coals by sulfur content (in two parts): 2, Western States 
{with bibliography]; by Patrick A. Hamilton , Doss H. White , jr., and Thomas 
K. Matson. [1975.] (2]+iii+322 p.il. 4° + Mines Bureau, Pittsburgh, PA 15213 
@ltem 637-A 


I 28.27:8693 

International petroleum annual, 1973. Mar. 1975. cover title, [1]+31 p.il. 
4 + @lItem 642-A 

I 28.43/3:973 


Iodine in 1975. Dec. 22, 1975. [2] .< (Mineral industry surveys.) 
{Annual, preliminary. Prepare d in Division of Nonmetallic Minerals.]} 


+ Mines Bureau, Pittsburch, E PA 15213 
I 28.129:975/prelim. 


Iron and steel in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry surveys.) 
[Annual, preliminary. Prepared in Division of Ferrous Metals.] + 
Mines Bureau, Pittsburgh, PA 15213 

I 28.53/4:975/prelim. 


Iron and steel scrap in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry 
surveys.) [Annual, preliminary. Prepared in Division of Ferrous 


Metals.}] + Mines Bureau, Pittsburgh, PA 15213 
I 28.53/2-2:975/prelim. 


Kyanite and related minerals in 1975. Dec. 22, 1975. 1 p. 4° (Mineral 
industry surveys.) [Annual, preliminary. Prepared in Division of Non- 


metallic Minerals.} + Mines Bureau, Pittsburgh, PA 15213 
I 28.131:975/prelim. 


ososo Lead in 1975. Dec. 18, — (2] p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Pre in Division of Nonferrous Metals.] 

+ Mines Seam, Pittsb , PA 15213 
I 28.87/2:975/prelim. 
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osos: Lithium in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in —— of Nonmetallic Minerals.] 


+ Mines Bureau, Pittsburgh, PA 15 
I 28.143:975/prelim. 


080s2 Magnesium and magnesium compounds in 1975. Dec. 16, 1975. l P. 4a 


(Mineral industry surveys.) [Annual, preli 
of Nonferrous Metals.] + Mines Bureau, Pittsb 
I 101/2-2:975/prelim. 


os0s3 Manganese in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Ferrous Metals.) + 

Mines Bureau, Pittsburgh, PA 15213 
I 28.54/2:975/prelim. 


osos4 Mercury in 1975. Dec. . 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Pre in Division of Nonferrous Metals.] 

+ Mines Bureau, Pittsb , PA 15213 
I 28.55/2:975/prelim. 


ososs Mica in 1974. Sept. 22, 1975. 2 p. 4° (Mineral industry surveys.) [Annual 
advance summary. Prepared in Division of Nonmetallic Minerals.] 

+ Mines Bureau, Pittsburgh, PA 15213 sanmees 
-130:974 


080s6 Mica in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) [Annual, 
reliminary. Prepared in Division of Nonmetallic Minerals.] + Mines 

ureau, Pittsburgh, PA 15213 
I 28.130:975/prelim. 


080s? Natural gas production and consumption, 1974. Aug. 29, 1975. 4 p. 
4° (Mineral industry surveys.) [Natural gas , annual. Prepared in 
Division of Fuels Data.]} + Mines Bureau, Pittsburgh, 7 aaSers - 

7974 


ososs Natural graphite in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry sur- 

veys.) [Annual, preliminary. Pre in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pitts’ , PA 15213 

I 28.128:975/prelim. 


osos9 Nickel in 1975. Dec. 22, 1975. 2 p. 4° (Mineral industry surveys.) 


{Annual, preliminary. Prepared in Division of Ferrous Metals.] + 
I 28.92/2:975/prelim. 


os0so Peat producers in United States in 1974. Oct. 23, 1975. cover title, 
ll p. 4° (Mineral industry surveys.) [Peat producers, annual. Prepared 


in Division of Coal.] + Mines Bureau, Pittsburgh, PA 15213 
I 28.107:974 


08061 People’s Republic of China, new industrial power with strong mineral 

base; by Kung-ping Wang . [1975.] vi+96 p.il. 3 maps in pocket, 

4° (International Data and Analysis.) * Paper, $3.75 (S/N 024-004- 
01801-1). @Item 637 

I 28.2:C 44 


08062 Perlite in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) 
[Annual, preliminary. Prepared in Division of Nonmetallic Minerals.] 

+ Mines | ny Pittsburgh, PA 15213 
I 28.133:975/prelim. 
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Petroleum products survey. 
87. Diesel fuel oils, 1974; [by Ella M. Shelton }. Nov. 1974. cover title, [1]+29 leaves 
il. map 4 p. of pl. 4° (Mineral industry series.) + Mines Bureau, Pittsburgh, PA 
15213. @Item 642-A 
I 28.18/3:87 


Petroleum refineries in United States and Puerto Rico. Sept. 17, 1975. 
17 p.il. 4° (Mineral industry surveys.) [Petroleum refineries, annual. 
Prepared in Division of Fuels Data.] + Mines Bureau, Pittsburgh, 


PA 15213 
I 28.17/2:975 


Platium-group metals in 1975. Dec. 17, 1975. 1 p. 4° (Mineral industry 
surveys.) [Annual, preliminary. Prepared in Division of Nonferrous 
Metals.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.77/2:975/prelim. 


Potash in 1975. Dec. 22, 1975. [2] p. 4° (Mineral industry surveys.) 
[Annual, eeseeney. Prepared in Division of Nonmetallic Minerals.] 
+ Mines Bureau, Pittsburgh, PA 15213 

I 28.120/3:975/prelim. 


Preprint from Bulletin 667, Mineral facts and problems, 1975 edition. 


Boron [with list of references; by K. P. Wang }. [1975.] [2]+12 p. 4° + (Information 


incorrect in publication as to sale by Superintendent of Documents). 
I 28.3/c:B 645/975 


Iodine [with list of references; by K. P. Wang }. [1975.] [2]+9 p. 4° + (Information 


incorrect in publication as to sale by Superintendent of Documents). 
I 28.3/c:lo 2/975 


Preprint from 1972 Minerals yearbook. 


Mineral industry of Alabama; { H. L. Riley and W. Everett Smith ]. [(1975.] [(2]+13 


p.il. * Paper, 30c. 
I 28.37/a 2:Al | b/972 
Mineral industry of Alaska; [by William B. Harper and Donald C. Hartman }. [1975.] 
(2}+1S p.il. * Paper, 35c. 
1 28.37/a 2:Al Is/1972 
Mineral industry of Arizona; (by Lyman Moore ]. [(1975.] (2]+25 p.il. * Paper, 40c. 
1 28.37/a 2:Ar 4/972 
Mineral industry of Iraq; [by John L. Albright }. (1975.] [2]+9 p. * Paper, 30c. 
I 28.37/a 2:Ir 1/2/972 
Mineral industry of Kuwait and Saudi Arabia; (by John L. Albright }. (1975.] [2]+12 
p. * Paper, 30c. 
I 28.37/a 2:K 969/2/972 
Mineral industry of People’s Republic of China; (by Charles L. Klingman and John 


E. Shelton }. (1975.] (2]+15 p.il. * Paper, 35c. 
1 28.37/a 2:C 441/972 


Preprint from 1973 Minerals yearbook. 
Antimony; [by Charlie Wyche }. [1975.] [2]+9 p. * Paper, 30c. 


I 28.37/a:An 87/973 
Gem stones; [by Robert G. Clarke }. (1975.] (2]+10 p.  * Paper, 30c. 
I 28.37/a:G 284/973 
Iron oxide pigments; (by Henry E. Stipp }. [1975.] [2]+6 p. * Paper, 2Sc. 
I 28.37/a:Ir 6/6/973 
Mineral industry of Puerto Rico, Panama Canal Zone, Virgin Islands, Pacific Island 
Possessions, and Trust Territory of Pacific Islands; [by J. M. West and Sarkis 
G. Ampian }. (1975.] [2]+7 p. + 
I 28.37/a 2:P 96 r/973 
Mineral industry of Bulgaria; [by Boteo Tachkov ]. [1975.] [2] +l p. + 
I 28.37/a 2:B 871/973 
Mineral industry of Kansas; [by William G. Carrico and David A. Grisafe }. [1975.] 


[2]+18 p.il. + 
I 28.37/a 2:K 13/1973 
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Preprint from 1974 Minerals yearbook. 
Gallium. [by E. Chin .] (1975.} [2]+4 p. + 
I 28.37/a:G 137 


Rare-earth minerals and metals; [by James H. Jolly }. (1974.] [2]+8 p.il. * Paper, $1.00. 
I 28.37/a:R- 182/974 


Rhenium. [by Larry J. Alverson }. [1975.] (2]+5 p. + 
I 28.37/a:R 343/974 


Pumice and volcanic cinder in 1974. Aug. 15, 1975. 2 p. 4° (Mineral 
industry surveys.) [Annual advance summary. Prepared in Division 


of Nonmetallic Minerals.] + Mines Bureau, ey ana 
: vance 


Pumice and volcanic cinder in 1975. Dec. 22, 1975. 1 p. 4° (Mineral 
industry surveys.) [Annual, preliminary. Prepared in Division of Non- 


metallic Minerals.) + Mines Bureau, Pittsburgh, PA 15213 
I 28.122:975/prelim. 


Rare-earth elements and thorium in 1975. Dec. 18, 1975. 2 p. 4° (Mineral 
industry surveys.) [Annual, preliminary. Prepared i in — of Non- 


ferrous Metals.] + Mines Bureau, Pittsburgh, PA 15 
I 28.144:975/prelim. 


Report of investigations. 


8022. Geologic investigations of underground coal mining problems [with list of 
references}; by Charles M. McCulloch , Paul W. Jeran , and C. D. Sullivan. [1975.] 
(2]+ii+30 p.il. 4° + Mines Bureau, Pittsburgh, PA 15213 @lItem 637-A 

I 28.23:8022 


8024. Crude oil spills research, investigation and evaluation of analytical techniques 
{with bibliography]; by Carol A. Wilson , Edward P. Ferrero , and Harold J. Coleman. 
[1975.] [2]+ii+28 p.il. 4° + Mines Bureau, Pittsburgh, PA 15213 @lItem 637-A 

I 28.23:8024 

8068. Dust generation and comminution of coal [with list of references]; by Donald 
I. Kurth , Waxman S. Sundae , and Clifford W. Schultz. [1975.] (2]+ii+28 p.il. 
4° + Minzs Bureau, Pittsburgh, PA 15213 @lItem 637-A 

I 28.23:8068 


8070. Piasting tests in porphyry copper deposit in preparation for in situ extraction 
fwith list of references]; by Robert C. Steckley , William C. Larson , and Dennis 
V. D'Andrea. [1975.] [2]+ii+27 p.il. 4° + Mines Bureau, Pittsburgh, PA 15213 


@ltem _7-A 
I 28.23:8070 
8072. Detection and delineation of faults by surface resistivity measurements, Conda 


mine, caribou County, Idaho [with list of references]; by Robert L. Stahl . [1975.] 
[3]+20 p.il. 4° + Mines Bureau, Pittsburgh, PA 15213 @lItem 637-A 
I 28.23:8072 


8091. Recovering polyurethane foam and other plastics from auto-shredder reject [with 
list of references]; by Espiridion G. Valdez , K. C. Dean , J. H. Bilbrey, jr., 
and L. R. Mahoney. [1975.] (3}+13 p.il. 4° [Work done under cooperative agreement 


with Ford Motor Co.] + Mines Bureau, Pittsburgh, PA 15213 @lItem 637-A 
I 28.23:8091 


8093. Selected geologic factors affecting mining of Pittsburgh coalbed; by Charles M. 
McCulloch , W. P. Diamond , B. M. Bench, and Maurice Deul. [1975.] [2]+iii+72 
p.il. 4° [Includes Bibliography of previous work in Pittsburgh coalbed. One illustra- 
tion is colored.] + Mines Bureau, Pittsburgh, PA 15213 @lItem 637-A ae 

I 28.23: 


osoo4 Rhenium in 1975. Dec. 22, 1975. | p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Ferrous Metals.] + 

Mines Bureau, Pittsburgh, PA 15213 
I 28.145:975/prelim. 


ososs Sales of asphalt in 1974. Sept. 30, 1975. 6 p. 4° (Mineral industry 
surveys.) [Asphalt sales, annual. _— in Division of Fuels Data.] 

+ Mines Bureau, Pittsburgh, PA 1521 
I 28.110/2:974 
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osoxs Sales of liquefied petroleum gases and ethane in 1974. Sept. 26, 1975. 
12 p. 4° (Mineral industry surveys.) [Liquefied petroleum gas sales, 
annual. Prepared in Division of Fuels Data.] + Mines Bureau, Pitt- 
sburgh, PA 15213 

I 28.98/5:974 


osos7 Salt in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) [Annual, 
ss Prepared in Division of Nonmetallic Minerals.] + Mines 

ureau, Pittsburgh, PA 15213 
I 28.134:975/prelim. 


ososs Sand and gravel in 1974. Oct. 31, 1975. 14 p. 4° (Mineral industry sur- 

veys.) [Annual advance summary. Prepared in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.146:974/advance 


ososo9 Sand and gravel in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry sur- 

veys.) [Annual, preliminary. Pre in Division of Nonmetallic 
Minerals.}] + Mines Bureau, Pitts , PA 15213 

I 28.146:975/prelim. 


08100 Selenium and tellurium in 1975. Dec. 17, 1975. 2 p. 4° (Mineral industry 
surveys.) [Annual, imi . Prepared in Division of Nonferrous 


I 28.104/2:975/prelim. 


08101 Sodium compounds in 1975. Dec. 23, 1975. 1 p. 4° (Mineral industry 
surveys.) (Annual, preliminary. Prepared in Division of Nonmetallic 
Minerals.} + Mines Bureau, Pittsburgh, PA 15213 

I 28.135:975/prelim. 


08102 Stone in 1975. Dec. 22, 1975.1 p. 4° (Mineral industry surveys.) [Annual, 
reliminary. Prepared in Division of Nonmetallic Minerals.] + Mines 

ureau, Pittsburgh, PA 15213 
I 28.118:975/prelim. 


osi03 Sulfur in 1975. Dec. 22, 1975. [2] p. 4° (Mineral industry surveys.) 
{[Annual, =. a Prepared in Division of Nonmetallic Minerals.] 

+ Mines Bureau, Pittsburgh, PA 15213 
I 28.63/2:975/prelim. 


08104 Talc, soapstone, and pyrophylite in 1974. Nov. 10, 1975. 9 p. 4° (Mineral 
industry surveys.) [Annual advance summary. Prepared in Division 


of Nonmetallic Minerals.] + Mines Bureau, Pittsburgh, PA 15213 
I 28.136:974 


osios Talc, soapstone, and pyrophyllite in 1975. Dec. 22, 1975.1 p. 4° (Mineral 

industry surveys.) (Annual, preliminary. Prepared in Division of Non- 
metallic Minerals.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.136:975/prelim. 


Metals.] + Mines Sascan, Pittsburgh, PA 15213 


Technical progress report. 


08106 84. In situ combustion of coal for energy [with list of references]; by Robert F. Chaiken 
. Nov. 1974. [3}]+12 p.il. 4° (Advanced Mining Systems Program.) + Mines Bureau, 
Pittsburgh, PA 15213. @lItem 637-A 


1 28.26/6:84 
08107 Tin in 1975. Dec. 19, 1975. 2 p. 4° (Mineral industry surveys.) [Annual, 
reliminary. Prepared in Division of Nonferrous Metals.] + Mines 


ureau, Pittsburgh, PA 15213 ; 
I 28.96/2:975/prelim. 
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osiog Titanium in 1975. Dec. =. 1975. 2 p. 4° (Mineral industry surveys.) 
[Annual, ee eae ed in Division of Nonferrous Metals.] 


+ Mines au, Pittsb , PA 15213 
I 28.82/3:975/prelim. 


osi09 Tungsten in 1975. Dec. 23, 1975. 2 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Ferrous Metals.] + 
I 28.73/2:975/prelim. 
08110 Vermiculite in 1975. Dec. 22, 1975. 1 p. 4° (Mineral industry surveys.) 
{Annual, preliminary. Prepared in Division of Nonmeetallic Minerals.] 
+ Mines Bureau, Pitisburgh, PA 15213 
I 28.137:975/prelim. 


08111 World crude oil production annual 1974. July 17, 1975. 4 p. 4° (Mineral 
industry surveys.) [Petroleum production, annual. Prepared in Division 
of Petroleum and Natural Gas.}] + Mines Bureau, Pittsburgh, PA 


15213 
I 28.18/5:974 


08112 Zinc in 1975. Dec. 17, 1975. 2 p. 4° (Mineral industry surveys.) [Annual, 
reliminary. Prepared in Division of Nonferrous Metals.] + Mines 
ureau, Pittsburgh, PA 15213 


I 28.69/2:975/prelim. 


08113 Zirconium and hafnium in 1975. Dec. 22, 1975.1 p. 4° (Mineral industry 
surveys.) [Annual, preliminary. Prepared in Division of Nonmetallic 
Minerals.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.83/2:975/prelim./ * 


MINING ENFORCEMENT AND SAFETY ADMINISTRATION, 
Interior Dept. Washington, DC 20240 


MESA informational report IR (series). 


1024. Analysis of injuries involving jackleg rock drills underground, 1973-74; by R. H. 


Oitto . [1975.] [3]+16 p.il. 4° + @ltem 637-A 
1 69.9:1024 


1025. Evaluation of radioactive aerosols in United States underground coal mines [With 
list of references]; by R. L. Rock , G. Svilar , R. T. Beckman, and D. D. Rapp. 
(1975.] (3]+10 p.il. 4° + @ltem 637-A 

1 69.9:1025 


1026. Monitoring radon 22 content of mine waters [with list of references]; by Fazlollah 


L. Misagqi . [1975.} [3]+18 p.il. 4° + @lItem 637-A 
1 69.9:1026 


MOTOR CARRIER SAFETY BUREAU, Transportation Dept. 
Washington, DC 20501 
08117 Effect of commercial vehicle systematic preventive maintenancé on 
specific causes of accidents [with bibliography; by] Thomas L. Mc- 
Dole , James O’Day . July 1975. [I]+v+I29 p.il. 4° (Report UM- 
HSRI-SA-75-13.) [Prepared by Highway Safety Research Institute, 
University of Michigan, Ann Arbor, Mich., under contract DOT- 


FH-II-8272. Issued with perforations.] + @Item 689-A-2 
TD 2.302:P 92 


08118 Federal motor carrier safety regulations. [1974.] cover title, [1]+lI7 p.il. 
[Revised to include amendments as of Oct. 1, 1974. Issued with per- 
forations.] * Paper, $1.55. @Item 689 

TD 2.306:M 85/974 
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NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


Announcement of opportunities for participation AO (series). 


08119 8. Space flight investigations and mission definition study for lunar polar orbiter (LPO). 
Mar. 15, 1975.16 p. 4° + @lItem 830-H-5 
NAS 1.53:8 


NASA contractor report CR (series). 


2599. Computation of transonic perturbation flow fields around two-and three-dimensional 
oscillating wings [with list of references; by] Warren H. Weatherill , F. Edward 
Ehlers , and James D. Sebastian. Dec. 1975. cover title, vi+150 p.il. 4° [Prepared 
by Boeing Commercial Airplane Company, Seattle, Wash.] § Paper, $6.25. 

NAS 1.26:2599 

2613. Composite engines for application to single-stage-to-orbit vehicle [with list of 
references; by] Joseph G. Bendot , Philip N. Brown , and Thomas G. Piercy. 
Dec. 1975. cover title, vii+94 p.il. 4° [Prepared by Marquardt Company, Van Nuys, 
Calif.] § Paper, $4.75. 

NAS 1.26:2613 


2618. Gravitational forces and moments on spacecraft; [by] T. R. Kane and P. W. Likins 
Oct. 1975. cover title, v+142 p.il. 4° [Prepared by University of California, Los 

Angeles, Calif.} * Paper, $2.70. 
NAS 1.26:2618 


2621. Survey of future requirements for large space structures [with lists of references; 
by] John M. Hedgepeth . Jan. 1976. cover title, iii+ 51 p.il. 4° [Prepared by Astro 
Research Corp., Santa Barbara, Calif.] § Paper, $4.25: 

NAS 1.26:2621 


2632. Theoretical study of refraction effects on noise produced by turbulent jets [with 
list of references; by] E. W. Graham and B. B. Graham . Dec. 1975. cover title, 
vi+87 p.il. 4° [Prepared by Graham Associates, Shaw Island, Wash.}] § Paper, 


$4.75. 
NAS 1.26:2632 
2640. Test plan and preliminary report of airborne electromagnetic environment survey 
over U.S.A. urban areas 0.4 to 18.0 [by] Ralph E. Taylor ,and James S. Hill . 
Dec. 1975. x+73 p.il. 4° [Prepared by Government Service Operation, RCA Service 
Co., Springfield, Va.) § Paper, $4.75. 
NAS 1.26:2640 





NASA facts. 


NF-56. Observing earth from Skylab [includes bibliography]. Jan. 1975. 16 p.il. 4° [Some 
illustrations are colored.] * Paper, $1.00 @lItem 830-H 


NAS 1.20:NF-56 

NASA source evaluation board manual. Dec. 1975 edition. [1975.] cover 

title, [67] p. 4° (NHB 5103.6A.) [Issued with perforations. Supersedes 
edition of August 1973.] + @Item 830-F 

NAS 1L18:So 8/975 


NASA SP (series). 


366. Possible relationships between solar activity and meteorological phenomena, symposi- 

um held at Goddard Space Flight Center, Greenbelt, Md., Nov. 7-8, 1973 [with 

lists of references]; edited by William R. Bandeen and Stephen P. Maran . 1975. 

ix+263 p.il. 4° (Scientific and Technical Information Office.) * Paper, $4.00 (S/N 
033-000-00599-7). @lItem 830-I 

L.C. card 74-600165 NAS 1.21:366 

08129 390. Applications of computer graphics in engineering, conference held at Langley 

Research Center, Hampton, Va., Oct. 1-2, 1975 [with lists of references]. [1975.] 

cover title, viii+66l p.il. 4° ({Scientific and Technical Information Office.]) § Paper, 


$15.25. 
NAS 1.21:390 
08130 3086. Near-infrared spectra of Jupiter, Saturn, and Uranus [with list of references]; 
by Andrew E. Potter . 1974. [1]+246+[I] p.il. 4° (Scientific and Technical Information 
Office.) * Paper, $2.65. @ltem 830-I 
NAS 1.21:3086 


08131 5117. Some NASA contributions to human factors engineering, survey [with bibliographies; 
by R.A. Behan and H.W. Wendhausen . [1973.] cover title, vi+103 p.il. (Technology 
utilization, [Technology Utilization Office].) [Prepared by Mentoris Company, Sacra- 
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mento, Calif., under contract NASA-2173 for Computer Sciences Corp., Falls Church, 
Va.) * Paper, $1.15 (S/N 3300-00563). @lItem 830-1 asa 
NAS 1.21: 


7013. NASA publications manual, 1974 [with list of references]. 1974. vi+52 p.il. 4° 
(Scientific and Technical Information Office.) + (Information incorrect in publica- 
tion as to sale by Superintendent of Documents). @Item 830-I 

NAS 1.21:7013/2 


NASA technical memorandum TM (series). 


X-58168. Proceedings of NASA earth resources survey symposium, Houston, Tex., June 
1975: v. l-A, Technical session presentations, agriculture, environment; v. I-B, Techni- 
cal session presentations, geology, information systems and services; v. I-C, Techni- 
cal session presentations, land use, marine resources; v. I-D, Technical session 
presentations, water resources [with bibliographies]. [Sept. 1975.] cover title, 4 v., 
xvi+2685 p.il. 4° (JSC-09930; Lyndon B. Johnson Space Center, Houston, Tex.) 
[First comprehensive symposium on practical application of earth resources survey 
data. Some illustrations are colored.] § (Price upon application). @lItem 830-D 

NAS L15:X-58168/v. 1-A-D 

X-3234. Longitudinal aerodynamic characteristics of deflected-thrust propulsive-lift trans- 
port model [with list of references; by] Danny R. Hoad . Nov. 1975. cover title, 
(I]+184 p.il. 4° § Paper, $7.00. 

NAS LIS:X-3234 


X-3260. Design and evaluation of a sensor fail-operational control system for digitally 
controlled turbofan engine [with list of references; by] Frank J. Hrach , Dale J. 
Arpasi , and William M. Bruton. Dec. 1975. cover title, [1]+45 p.il. 4° § Paper, 


$3.75 
NAS L15:X-3260 
X-3285. Atmospheric particulate measurements in Norfolk, Va. [with list of references; 
by] Richard W. Storey , jr., Ronald J. Sentell , David C. Woods, John R. Smith, 
and Franklin S. Harris, jr. Dec. 1975. cover title, [1]+19 p.il. 4° § Paper, $3.25. 
NAS L.15:X-3285 
X-3292. Measurements of farfield sound generation from flow-excited cavity [with list 
of references; by] Patricia J. W. Block and Hanno Heller . Dec. 1975. cover title, 


(1]+45 p.il. 4° § Paper, $3.75. 
NAS L15:X-3292 


X-3295. Nineteen seventy-five ride quality symposium held at Williamsburg, Va., Aug. 
ll-I2, 1975 [with lists of references]. Nov. 1975. cover title, vii+644 p.il. 4° (DOT- 
TSC-OST-75-40.) [Sponsored jointly with Department of Transportation.] § Paper, 


$15.25 
NAS L.15:X-3295 
X-3304. Performance of J85-13 compressor with clean and distorted inlet flow [with 
list of references; by] Edward J. Milner and Leon M. Wenzel . Dec. 1975. cover 
title, (1]+31 p.il. 4° § Paper , $3.75. 
NAS 1.15:X-3304 


X-3309. Experimental aerodynamic characteristics for slender bodies with thin wings 
at angles of attack from 0° to 58° and Mach numbers from 0.6 to 2.0 [with list 
of references; by] Leland H. Jorgensen and Michael H. Howell . Jan. 1976. cover 
title, v+121 p.il. 4° § Paper, $5.75 

NAS L15:X-3309 


X-3312. Theoretical monochromatic-wave-induced currents in intermediate water with 
viscosity and nonzero mass transport [with list < — by] Theodore A. 

Talay . Dec. 1975. cover title, [1]+27 p.il. 4° § Paper, $ 
NAS L15:X-3312 


X-3314. Design and preliminary tests of blade tip air mass injection system for vortex 
modification and possidle noise reduction on full-scale helicopter rotor [with list 
of references; by] Robert J. Pegg , Robert N. Hosier , John C. Balcerak, and 
H. Kevin Johnson. Dec. 1975. cover title, [1]+38 p.il. 4° § Paper, $3.75. 

NAS L15:X-3314 

X-3316. Investigation of fracture toughness, fatigue-crack growth, sustained-load flaw 
growth, and impact properties of 3 pressure vessel steels [with list of references; 
by] C. Michael Hudson , J. C. Newman , jr., and Peter E. Lewis. Dec. 1975. 
cover title, [I]+54 p.il. 4° § Paper, $4.25. 

NAS L15:X-3316 


X-3319. Preliminary analysis of span-distributed-load < pt for cargo aircraft design 
{with list of references; by] Allen H. Whitehead , jr. Dec. 1975. cover title, [I]+27 


p.il. 4° § Paper, $3.75. 
NAS L15:X-3319 


X-3327. Absolute calibration of hydrogen discharge lamp in vacuum ultraviolet [with 
list of references; by] John E. Nealy . Dec. 1975. cover title, [(I]+31 p.il. 4° § 


Paper, $3.75. 
NAS L.15:X-3327 
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X-3328. Sample preparation of metal alloys by electric discharge machining [with list 
of references; by] Gilbert B. Chapman II and William A. Gordon . Jan. 1976. cover 


title, (I]+20 p.il. 4° § Paper, $3.25. 
NAS L1S:X-3328 


X-3329. Ames collaborative study of cosmic ray neutrons [-vith list of references; by] 
J. E. Hewitt , L. Hughes , J. B. McCaslin, L. D. Stephens, A. Rindi, A. R. 
Smith, R. H. Thomas, R. V. Griffith, C. G. Welles, J. W. Baum, and A. V. Kuehner. 
Jan. 1976. cover title, [1]+38 p.il. 4° § Paper, $3.75. 

NAS L15:X-3329 


X-71802. Terrestrial photovoltaic measurements, workshop proceedings, Cleveland, Ohio, 

March 19-21, 1975 [with lists of references; edited by Larry N. Scudder , Thomas 

M. Klucher }. [1975.] cover title , xii+180 p.il. 4° [Sponsored by Energy Research 
and Development Administration.] + 

NAS 1.15: X-71802 


NASA technical note TN (series). 


D-7964. Analytical and experimental vibration studies of 1/8-scale shuttle orbiter [with 
list of references}; Larry D. Pinson , coordinator. Dec. 1975. cover title, iv+148 
p.il. 4° § Paper, $5.75. 

NAS 1.14:D-7964 

D-8039. Effects of propulsion-induced aerodynamic forces of vectoring partial-span 
rectangular jet at Mach numbers from 0.40 to 1.20 [with list of references; by] 
Francis J. Capone . Dec. 1975. cover title, [1]+249 p.il. 4° § Paper, $7.50. 

NAS L4:D-8039 

D-8042. Subsonic and transonic dynamic stability characteristics of space shuttle orbiter 
{with list of references; by] Richmond P. Boyden and Delma C. Freeman , jr. 
Nov. 1975. cover title, [1]+175 p.il. 4° § Paper, $6.25. 

NAS i.14:D-8042 

D-8043. Supersonic dynamic stability characteristics of space shuttle orbiter [with list 
of references; by] Delma C. Freeman , jr., Richmond P. Boyden , and E. E. 
Davenport. Jan. 1976. cover title, [1]+164 p.il. 4° § Paper, $6.25. 

NAS 1L14:D-8043 


D-8044. Shear-flexible finite-element models of laminated composite plates and shells 
{with list of references; by} Ahmed K. Noor and Michael D. Mathers . Dec. 1975. 
cover title, iv+109 p.il. 4° § Paper, $5.25. 

NAS 1.14:D-8044 


D-8046. Hydrogen environment embrittlement of Astroloy and Udimet 700 (nickel-base) 
and V-57 (iron-base) superalloys [with list of references; by] Hugh R. Gray and 
Joseph P. Joyce . Dec. 1975. cover title, [1]+44 p.il. 4° § Paper, $3.75. 

NAS 1L14:D-8046 

D-8057. Aerodynamic characteristics of powered, externally blown flap STOL transport 
model with two engine simulator sizes [with list of references; by] William G. 
Johnson , jr. Nov. 1975. cover title, [1]+291 p.il. 4° § Paper, $8.75. 

NAS 1L14:D-8057 


D-8058. Review of NASA V-G/VGH general aviation program [with list of references; 
by] Joseph W. Jewel , jr., and Garland J. Morris. Dec. 1975. cover title, [1]+82 


p.il. 4° § Paper, $4.75. 
NAS L.14:D-8058 


D-8061. Low-speed wind-tunnel investigation of four-engine upper surface blown model 
having swept wing and rectangular and D-shaped exhaust nozzles [with list of 
references; by] William C. Sleeman , jr., and William C. Hohlweg . Dec. 1975. 
cover title, [1]+116 p.il. 4° § Paper, $5.25. 

NAS L14:D-8061 


D-8066. Experimental parametric studies of tr ic T-tail flutter [with list of references; 
by] Charles L. Ruhlin and Maynard C. Sandford . Dec. 1975. cover title, [1]+50 


p.il. 4° § Paper, $3.75. 
NAS L4:D-8066 
D-8068. Comparison of measured and predicted test flow in expansion tube with air 
and oxygen test gases [with list of references; by] Kenneth V. Haggard and William 
K. Goad . Dec. 1975. cover title, [1]+34 p.il. 4° § Paper, $3.75. 
NAS L4:D-8068 


D-8069. Nonreactive mixing study of a scramjet swept-strut fuel injector [with list of 
references; by] Charles R. McClinton , Marvin G. Torrence , Paul B. Gooderum, 
and Irene G. Young. Dec. 1975. cover title, [1]+41 p.il. 4° § Paper, $3.75. 

NAS L14:D-8069 

D-8076. Comparison of measured and predicted sphere shock shapes in hypersonic flows 
with density ratios from 4 to 19 [with list of references; by] Charles G. Miller 
, IIL. Dec. 1975. cover title, [1]+41 p.il. 4° § Paper, $3.75. 

NAS 1.14:D-8076 


D-8077. Computer simulation of aircraft-based differential absorption and scattering 
systems for retrieval of SO2 vertical profiles [with list of references; by] James 

M. Hoell , jr. Dec. 1975. cover title, [1]+33 p.il. 4° § Paper, $3.75. 
NAS 1L4:D-8077 
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D-8088. Friction differences between aliphatic and aromatic structures in lubrication 
of titanium [with list of references; by] Donald H. Buckley . Dec. 1975. cover 
title, (1]+17 p.il. 4° § Paper, $3.25. 

NAS L14:D-8088 


D-8092. Mean flow field and surface heating produced by unequal shock interactions 
at hypersonic eds [with list of references; by] Stanley F. Birch and David H. 
Rudy . Dec. 1978 cover title, [1]+73 p.il. 4° § Paper, $4.25. 

NAS 1.14.D-8092 


D-8094. Thermal conductance of and heat generation in tire-pavement interface and 
effect on aircraft braking [with list of references; by] C. David Miller . Jan. 1976. 
cover title, (1]+60 p.il. 4° § Paper, $4.25. 

NAS 1.14:D-8094 


D-8099. Incident shock-wave characteristics in air, argon, carbon dioxide, and helium 
in shock tube with unheated helium driver [with list of references; by] Charles 
G. Miller Ill and Jim J. Jones . Dec. 1975. cover title, iv+82 p.il. 4° § Paper, 
$4.75. 


NAS 1L14:D-8099 

D-8100. Monte Carlo calculations of diatomic molecule gas flows including rotational 

mode excitation [with list of references; by] Kenneth K. Yoshikawa and Yukikazu 
Itikawa . Jan. 1976. cover title, iv+45 p.il. 4° § Paper, $3.75. 

NAS 1.14:D-8100 


D-810S. Finite-difference analysis of nozzle starting process in expansion tunnel [with 
list of references; by] K. James Weilmuenster . Dec. 1975. cover title, [1]+47 p.il. 


4° § Paper, $3.75. 
NAS 1.4:D-8105 
D-8107. Nucleon and heavy-ion total and absorption cross section for selected nuclei 
{with list of references; by] John W. Wilson and Christopher M. Costner . Dec. 
1975. cover title, [1]+77 p.il. 4° § Paper, $4.75. 
NAS L14:D-8107 


D-8108. Mass distribution of orbiting man-made space debris [with list of references; 
by] T. Dale Bess . Dec. 1975. cover title, [1]+30 p.il. 4° § Paper, $3.75. 
NAS 1L14:D-8108 


D-81l0. Extensive |-year study of trace elements and compounds in airborne particulate 
matter in Cleveland, Ohio [with list of references; by] Robert B. King , J. Stuart 
Fordyce , Albert C. Antoine, Harold F. Leibecki, Harold E. Neustadter, and Steven 
M. Sidik. Jan. 1976. cover title, [1]+63 p.il. 4° § Paper, $4.25 

NAS 1.14:D-8110 


D-8112. Design and performance of no-single-failure control system for mini-Brayton 
power conversion system [with list of references; by] Arthur G. Birchenough 
Dec. 1975. cover title, [I]+31 p.il. 4° § Paper, $3.75. 

NAS 1L14:D-8112 


D-8113. Effects of carbon and hafnium concentrations in wrought powder-metallurgy su- 
peralloys based on NASA 2B-ll alloy [with list of references; by] Robert V. Miner 

, jr. Jan. 1976. cover title, (1]+34 p.il. 4° § Paper, $3.75. 
NAS L14:D-8113 


D-811S. Fixed-range optimum trajectories for short-haul aircraft [with list of references; 
by] Heinz Erzberger , John D. McLean , and John F. Barman. Dec. 1975. cover 
title, v+26 p.il. 4° § Paper, $4.25. 

NAS 1L.14:D-8115 


D-8117. Adaptation of Theodorsen theory to representation of airfoil as combination 
of lifting line and thickness distribution [with list of references; by] Raymond L. 
Barger . Dec. 1975. cover title, [1]+18 p.il. 4° § Paper, $3.25. 

NAS 1.14:D-8117 


D-8118. Optically coupled digital altitude encoder for general aviation altimeters [with 
list of references; by] Floyd R. Bryant . Dec. 1975. cover title, [I]+27 p.il. 4° Paper, 


$3.75. 
NAS L14:D-8118 
D-8121. Inlet noise of 0.5-meter-diameter NASA QF-l fan as measured in unmodified 
compressor aerodynamic test facility and in anechoic chamber [with list of 
references; by] Thomas F. Gelder and Richard F. Soltis . Dec. 1975. cover title, 
iii+ 97 p.il. 4° § Paper, $4.75. 
NAS L14:D-812! 
D-8123. Effect of nature of oxygen interactions on friction of titanium, aluminum, and 
molybdenum [with list of references; by] Donald H. Buckley . Jan. 1976. cover 
title, [1]+16 p.il. 4° § Paper, $3.25. 
NAS 1.14:D-8123 


D-8125. Effects of I- and 2-MeV electrons on photomultiplier tubes [with list of references; 
by] Marvin E. Beatty , III, William J. Debnam , jr., and Barry D. Meredith. Jan. 
1976. cover title, [1]+28 p.il. 4° § Paper, $3.75. 

NAS L14:D-8125 


D-8126. Cyclic debonding of unidirectional composite bonded to aluminum sheet for 
constant-amplitude loading [with list of references; by] George L. Roderick , Richard 
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A. Everett , jr., and John H. Crews , jr. Jan. 1976. cover title, [1]+34 p.il. 4° 


§ Paper, $3.75. 
NAS L14:D-8126 
D-8129. Simplified analytical solution for thermal response of one-dimensional steady- 
state transpiration cooling system in radiative and convective environment [with 
list of references; by] Hirotoshi Kubota . Jan. 1976. cover title, v+31 p.il. 4° 


§ Paper, $3.75. 
NAS L14:D-8129 
D-8131. Effects of 4 inlet and outlet tip-annulus-area blockage configurations on per- 
formance of axial-flow fan rotor [with list of references; by] Walter M. Osborn 


and Roy D. Hager . Jan. 1976. cover title, [1]+25 p.il. 4° § Paper, $3.75. 
NAS L#4:D-8B1 


D-8133. Low-speed wind-tunnel investigation of span load alteration, forward-located 
spoilers, and splines as trailing-vortex hazard alleviation devices on transport aircraft 
model [with list of references; by] Delwin R. Croom and R. Earl Dunham , jr. 
Dec. 1975. cover title, [1]+46 p.il. 4° § Paper, $3.75. 

NAS L#4:D-8133 


D-8134. Study of lower stratospheric thermal structure and total ozone from Nimbus- 
4 IRIS [with lists of references; by] C. Prabhakara and E. B. Rodgers . Jan. 1976. 
cover title, iii+35 p.il. 4° § Paper, $3.75. 

NAS 114:D-8134 


D-8136. Subsonic stability and control derivatives for unpowered, remotely piolted 3/8- 
scale F-IS airplane model obtained from flight test [with list of references; by] 
Kenneth W. Iliff , Richard E. Maine , and Mary F. Shafer. Jan. 1976. cover title, 
(1]+31 p.il. 4° § Paper, $3.75. 

NAS L.4:D-8136 


D-8144. Thrust and wing loading requirements for short haul aircraft constrained by 
engine noise and field length [with list of references; by] Jeffrey V. Bowles , 
Mark H. Waters , and Thomas L. Galloway. Jan. 1976. cover title, iv+36 p.il. 
4° § Paper, $3.75. 

NAS L4:D-8144 

D-8145. Experimental performance of 75-millimeter-bore arched outer-race ball bearings 
to 2.1 million DN [with list of references; by) Harold H. Coe . Jan. 1976. cover 
title, (1]+16 p.il. 4° § Paper, $3.25. 

NAS L4:D-8145 


NASA technical report R (series). 


450. Development and demonstration of flutter-suppression system using active controls 
{with list of references; by] Maynard C. Sandford , Irving Abel , and David L. 


Gray. Dec. 1975. cover title iv+65 p.il. 4° § Paper, $4.25. 
NAS 1.12:450 


456. On formulation of aerodynamic characteristics in aircraft dynamics [with list of 
references; by] Murray Tobak and Lewis B. Schiff . Jan. 1976. cover title, viii+63 
p.il. 4° § Paper, $4.25. 

NAS 1.12:456 

457. Electrets and their applications in contamination studies [with bibliographies; by] 
P. K. C. Pillai and Edward L. Shriver . Dec. 1975. cover title, viii+88 p.il. 4° 


§ Paper, $4.75. 
NAS 1.12:457 


NATIONAL AGRICULTURAL LIBRARY, Agriculture Dept. 
Washington, DC 20250 
osi91 Rural development literature, annotated bibliography, 1969-75. Jan. 1976. 
cover title, iv+8l p. 4° (Rural Development Service.) [Prepared by 
Southern Rural Devel mt Center, Mississippi, and Mississippi 
State University, Mitchell Memorial Library.] + @Item 95-D 
A 17.18/2:R 88/969-75 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Washington, DC 20234 
osi92 Annual report fy 1975; [by Pamela A. Powell, Sharon A. Ashburn, 
editor.] [Dec. 1975.] cover title, 32 p.il. 4° (Special publication 437.) 


{Supersedes Special publication 418.] * Paper, $1.05. @Item 238 
C 13.1:975 
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Building science series. 

59. Adherence of porcelain enamel to aluminum; [by] Margaret A. Baker . Nov. 1974. 
vi+38 p.il. 4° (Center for Building Technology, Institute for Applied Technology.) 
[Sponsored by Porcelain Enamel Institute. Includes bibliography of previous reports 
of this study.] * Paper, $1.30. @ltem 241-A 
L.C. card 74-23734 C 13.29/2:59 

. Preliminary performance criteria for bituminous membrane roofing [with list of 
references; by] Robert G. Mathey and William C. Cullen . Nov. 1974. iii+12+[1) 
il. 4° (Center for Building Technology, Institute for Applied Technology.) * 
per, 65c. @ltem 241-A 
L.C. card 74-600167 C 13.29/2:55 

58. State-of-art of structural test methods for walls, floors, roofs and complete buildings 
{with bibliography; by] C. W. C. Yancey and L. E. Cattaneo . Nov. 1974. [2]+133+[l] 
p.il. 4° (Center for Building Technology, Institute for Applied Technology.) 
(Prepared for Office of Policy Development and Research, Department of Housing 
and Urban Development.] * Paper, $2.00. @Item 241-A 
L.C. card 74-23735 C 13.29/2:58 

80. Safety during construction of concrete buildings, status report [with list of references; 
by] Hai-sang Lew . Jan. 1976. v+48+[I] p.il. 4° (Center for Building Technology, 
Institute for Applied Technology.) * Paper, $1.15. @lItem 241-A 
L.C. card 75-619389 C 13.29/2:80 


Handbook. 


16. American national standard N 540, classification of radioactive self-luminous light 
sources [with list of references]. Jan. 1976. vii+8 p.il. 4° [Prepared by American 
National Standards Institute, Subcommittee N43-2; approved Feb. 21, 1975; ANSI 
N540-1975.] * Paper, $1.10. @Item 245 
L.C. card 75-619239 C 13.0:16 

. Examination of vapor-measuring devices for liquefied petroleum gas, manual for 
weights and measures officials [with list of references; by] Stephen Hasko . Dec. 
1975. vit+18+[I] p.il. 4° (Institute for Applied technology.) (Supersedes NBS hand- 
book 45, Testing of measuring equipment.] * Paper, 75c. @Item 243 
L.C. card 75-619199 C 13.0:117 


Journal of Research of National Bureau of Standards [with bibliogra- 
phies], v. 78, Jan.-Dec. 1974. 


sec. A. Physics and chemistry, papers 78 A 1-790 to 78 A 6-841. [1974.] vi+713 p.il. 
4° *Cloth, $13.00. 
C 13.22/2:78 A 


NBS monograph. 


149. Measurement assurance program, case study, length measurements: pt. 1, Long 
gage blocks [with lists of references; by] Paul E. Pontius . Nov. 1975. iii+72 p.il. 
4° (Institute for Basic Standards.) * Paper, $1.35 @lItem 247-A 
L.C. card 74-31143 C 13.44:149 


Special publication. 


260-48. Standard reference materials, description and use of precision thermometers for 
clinical laboratory, SRM 933 and SRM 934 [with list of references; by] Billy W. 
Mangum and Jacquelyn A. Wise . May 1974. vii+13+{l] p.il. 4° (Heat Division, 
Institute for Basic Standards.) * Paper, 0c. @Item 247 
L.C. card 74-7455 C 13.10:260-48 

260-49. Standard reference materials, calibrated glass standards for fission track use; 
[by] B. Stephen Carpenter and G. Michael Reimer . Nov. 1974. ix+16+[l] p.il. 4° 
(Analytical Chemistry Division, Institute for Materials Research.) * Paper, 75Sc. 
@ltem 247 
L.C. card 74-20566 C 13.10:260-49 

260-Sl. Standard reference materials: Giass filters as standard reference material for 
spectrophotometry, selection, preparation, certification, use SRM 930 [with lists of 
references); by R. Mavrodineanu , J. R. Baldwin . Nov. 1975. ix+108 p.il. 4° 
ye gory Chemistry Division, Institute for Materials Research.) * Paper, $1.90. 

Item 247 
L.C. card 76-619308 C 13.10:260-S1 

396-2. Critical surveys of data sources, ceramics {with bibliographies; by{ Dorothea M. 
Johnson and James F. Lynch . Dec. 1975. vii+48 p. 4° (Battelle Columbus Laborato- 
ries, Columbus, Ohio.) [Sponsored by Office of Standard Reference Data.] * Paper, 
$1.10 (S/N 003-003-01457-5). @Item 247 
L.C. card 75-619235 C 13.10:396-2 
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397. National Bureau of Standards. [June 1974.] cover title, iii+[i]+60 p.il. 4° [Supersedes 
NBS special publication 367.] * Paper, $1.00. @lItem 247 canes 


436. MFPG, detection, diagnosis, and prognosis, proceedings of 22nd meeting of Mechani- 
cal Failures Prevention Group, Anaheim, Calif., Apr.23-25, 1975. [with lists of 
references]; edited by T. R. Shives and William A. Willard . Dec. 1975. vi+363 
p.il. 4° (Metallurgy Division, Institute for Materials Research.) [Program organized 
by Detection, Diagnosis, and Prognosis Committee. Sponsored by Office of Naval 
Research, National Aeronautics and Space Administration, Frankford Arsenal, 
Federal Aviation Administration, and Institute for Materials Research. Title on cover: 
Detection, di i and prognosis, MFPG.] * Paper, $4.25. @lItem 247 
L.C. card 75 C 13.10:436 
. See National dl of Standards, Annual report. fy 1975. 

C 13.10:437 


. Successful experiences in teaching metric, conference in celebration of 100th anniver- 
sary of Metric Convention, 1875-1975, held at National Bureau of Standards, Gaither- 
sburg, Md., May 20-21, 1975 [with list of references]; edited by Jeffrey V. Odom 
. Jan. 1976. x+106+[I] p.il. 4° (Metric Information Office, Institute for Applied 
Technology.) [Sponsored with American Natainal Metric Council, National Education 
Association, Metric Association, Office of Education in cooperation with National 


Council of Teachers of Mathematics.}] * Paper, $2.30. @lItem 247 
L.C. card 76-600001 C 13.10:441 


Technical note. 


665. Pyroelectric power meter for measurement of low level laser radiation [with list 
of references; by] C. A. Hamilton , G. W. Day . Feb. 1975. v+33+[l] p.il. 4° 
({Electromagnetics Division, Institute for Basic Standards. ) * Paper, $1.00. @ltem 


249-A 
C 13.46:665 
. Report on planning session on software engineering handbook; Selden L. Stewart 
, editor. Nov. 1974. iii+4 p. (Systems and Software Division, Institute for Computer 
Sciences and Technology.) * Paper, 70c. @ltem 249-A 
L.C. card 74-600091 C 13.46:832 
. Literature search, law enforcement facilities, planning, design, construction; Robert 
Kapsch and John Stroik , editors. Nov. 1975. xxvii p.+[I47] leaves+56 p.il. oblong 
4° (Center for Building Technology, Institute for Applied Technology.) [Prepared 
for Law Enforcement Standards Laboratory. Sponsored by Department of Justice, 
Law Enforcement Assistance Administration, National tectiinte of Law Enforcement 
and Criminal Justice. Table of contents on p. 4 of cover.) * Paper, $4.15 (S/N 
003-003-01543-1). @ltem 249-A 
L.C. card 75-600000 C 13.46:859 
. Issues in fire vehicle replacement, users’ views and synthesis [with list of references; 
by] P. B. + pg , R. H. F. Jachson , P. R. Meyers, and M. H. Pearl. Jan. 
1976. iii+15+[]] (Center for Fire Research, Institute for Applied Research, 
Institute for Appli 4 Technology.) * Paper, $1.10. @lItem 249-A - 
C 3.46: 


. Computer programs for structural chemistry, MATCH | and MATCH 2, FORTRAN 
programs to predict and evaluate mutual orientation of polycrystals; [by] Brian 
Dickens and LeRoy W. Schroeder . Jan. 1976. iii+66+[(2] p.il. 4° (Institute for 
Materials Research.) [Investigation supported in part by Agreement YOI-DE400I5 
and Grant DE00572, American Dental Association Health Foundation from National 
Institute of Dental Research as part of dental research p conducted in coopera- 
tion with American Dental Association.] * Paper, $1.30. Site m 249-A cena 

46: 


NATIONAL CENTER FOR EDUCATION STATISTICS, Health, 
Education, and Welfare Dept. Washington, DC 20202 


HEGIS 9, requirements and specifications for survey. 


08214 Institutional characteristics of colleges and universities, 1974-75; (by) L. Barker and C. 
Novalis . [(1975.} [{I]+vi+183 p. 4° ({Higher Education Survey Branch, Division of 

Survey Planning and Analysis.]) (Contract OEC-0-74-7317.] + @lItem 461-A-2 
HE 19.309:In 7/974-75 


0821s Preprimary enrollment, Oct. 1974; by Irene A. King . [1975.] vi+29 
p.il. 4° (NCES 76-147.) {At head of title on cover: Elementary and 
coon Oe education. Highlights on p. 2 of cover.] * Paper, 85c. 


@ltem 
HE 19.327:974 


*For Sale by Su dent of Documents 
+ Distribution rhe hee = 
#Not Available for or Distribution 





APRIL 1976 


NATIONAL CENTER FOR HEALTH SERVICES RESEARCH, 
Health, Education, and Welfare Dept. Rockville, MD 20852 


08216 Summary of grants and contracts [administered by National Center 
for Health Services Research], active on June 30, 1974. 7th edition. 

[1974.] cover title, [266] p.4° + @lItem 491-B-ll 
HE 20.6510:974 


NATIONAL CENTER FOR HEALTH STATISTICS, Health, 
Education, and Welfare Dept. Rockville, MD 20852 


Vital and health statistics: Series 2, Data evaluation and methods 
research. 


63. National ambulatory medical care survey, symptom classification; [by Sue Meads 
and Thomas McLemore }. May 1974. iv+35 p. 4° (DHEW publication (HRA) 74-1337; 
[Division of Health Resources Utilization Statistics].) * Paper, 70c. @Item 500- 
E 


L.C. card 73-20364 HE 20.6209:2/63 
66. Comparability of mortality statistics for 7th & 8th revisions of International classifica- 

tion of diseases, United States [by A. Joan Klebba and Alice B. Dolman J]. Oct. 

1975. vi+93 p.il. 4° (DHEW publication (HRA) 76-1340; [Division of Vital Statistics].) 

{ISBN 0-8406-0039-9.} + @lItem 500-E 

L.C. card 75-619043 HE 20.6209:2/66 


Vital and health statistics: Series 10, Data from national health survey. 


10l. Persons with impaired hearing, United States, 1971 [with list of references; by Au- 
gustine Gentile }. Nov. 1975. iv+43 p.il. 4° (DHEW publication (HRA) 76-1528; 
[Division of Health Interview Statistics].) [ISBN 0-8406-0048-8. Prepared in coopera- 
tion with Census Bureau.] * Paper, $1.10. @lItem 500-E 
L.C. card 75-619226 HE 20.6209:10/101 


Vital and health statistics: Series ll, Data from national health survey. 


142. Family background, early development, and intelligence of children 6-ll years, United 
States [with list of references; by Jean Roberts and Arnold Engel }. Aug. 1974. 
v+42 p.il. 4" (DHEW publication (HRA) 75-1624; [Division of Health Examination 
Statistics]}.) [ISBN 0-8406-0008-9.] * Paper, 85c. @lItem 500-E 
L.C. card 74-2102 HE 20.6209:11/142 

. Health attitudes and behavior of youths 12-17 years, demographic and socioeconomic 
factors, United States [with list of references; by Dorothee K. Vogt ]. Oct. 1975. 
iv+67 p.il. 4° (DHEW publication (HRA) 76-1635; [Division of Health Examination 
Statistics].) [ISBN 0-8406-0042-9. Prepared in cooperation with Census Bureau.] 

* Paper, $1.30. @Item 500-E 
L.C. card 75-11667 HE 20.6209:1/153 

. Hearing sensitivity and related medical findings among youths 12-17 years, United 
States [with list of references; by Jean Roberts ,and Elizabeth M. Ahuja ]. Nov. 
1975. iv+ll2 p.il. 4° (DHEW publication (HRA) 76-1636; [Division of Health Examina- 
tion Statistics}).) [ISBN 0-8406-0043-7. Prepared in cooperation with Census Bureau.] 
* Paper, $1.80. @Item 500-E 
L.C. card 75-619079 HE 20.6209:1/154 

. Eye examination findings among youths aged 12-17 years, United States [with list 
of references; by Jean Roberts }]. Nov. 1975. iv+75 p.il. 4° (DHEW publication 
(HRA) 76-1637; [Division of Health Examination Statistics].) [ISBN 0-8406-0047-X. 
Prepared in cooperation with Census Bureau.] * Paper, $1.45. @Item 500-E 
L.C. card 75-619231 HE 20.6209:1/155 


Vital and health statistics: Series 13, Data from national health survey. 


08224 21. National ambulatory medical care survey, 1973 summary, United States, May 1973- 
Apr. 1974 [with list of references; by James E. DeLozier and Raymond O. Gagnon 
]. Oct. 1975. vi+65 p. 4° (DHEW Pep ow (HRA) 76-1772; [Division of Health 
Resources Utilization Statistics].) [ISBN 0-8406-0057-7.] + @lItem 500-E 
L.C. card 75-35700 HE 20.6209:13/21 


Vital and health statistics: Series 21, Data from national vital statistics 


system. 


26. Selected vital and health statistics in poverty and nonpoverty areas of 19 large 
cities, United States, 1969-71 [with list of references; by Stephanie J. Ventura , 
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Selma M. Taffel , and Ernie Spratley]. Nov. 1975. iv+63 p.il. 4° (DHEW publication 
(HRA) 76-1904; [Division of Vital Statistics}).) [ISBN 0-8406-0049-6.]) + @lItem 


$00-E 
L.C. card 75-619224 HE 20.6209:21/26 


NATIONAL CENTER FOR SOCIAL STATISTICS, Health, Education, 
and Welfare Dept. Washington, DC 20201 


08226 Findings of 1973 AFDC study: pt.2-A, Financial circumstances. Sept. 
1974. cover title, iv+105 P il. 4° (DHEW publication (SRS) 7503765. 

NCSS report AFDC-2 (73).) [Issued with perforations.] + 
HE 17.639/3:973/pt.2-A 


NATIONAL COLLECTION OF FINE ARTS, Smithsonian Institution 
Washington, DC 20560 


08227 Peggy Bacon, personalities and places [with bibliography; by Roberta 
K. Tarbell }. 1975. x+166 p.il. 4° ({Publication 6151.]) [Exhibition, Dec. 
5, 1975-Feb. 8, 1976, National Collection of Fine Arts. One illustration 
is colored.] * Paper, $6.25 @ltem 916 
L.C. card 75-3712 SI 6.2:B 13/2 


NATIONAL COMMISSION FOR MANPOWER POLICY Washington, 
DC 20005 


Special report. 


08228 2. Manpower program coordination. Oct. 1975. [I]+v+240 p.il. 4° + @lItem 1089 
Y 3.M 31:9/2 


NATIONAL CREDIT UNION ADMINISTRATION Washington, DC 
20456 


08229 National Credit Union Administration rules and regulations, Change 
24. Nov. 28, 1975. [12] p. 4° (Office of Administrator.) [Issued with 
perforations.] * Paper, $9.15 (basic and supplementary material for 
indefinite period); add $2.30 for foreign mailing @lItem 527 

NCU L6:R 86/ch. 24 


08230 Type-of-membership classification for Federally-insured credit unions. 


Oct. 1975. cover title, [3]+19 p. 4° (NCUA 8030.) [Issued with perfora- 
tions.}] + @lItem 526 
NCU 1.2:M 51 


NATIONAL GUARD BUREAU, Defense Dept. Washington, DC 20310 


Technician personnel pamphlet. 


08231 904. National Guard technicians: Supervisor's handbook. [Nov. 28, 1975.] cover title, 
{103} p. 4° (De ents of Army and Air Force.) (Supersedes edition of May 25, 

1972. Issued with perforations.} # @ltem 358 
D 12.8/2:904/2 


NATIONAL HEART AND LUNG INSTITUTE, Health, Education, 
and Welfare Dept. Bethesda, MD 20014 


08232 Comparative analysis of regional blood supply systems. July 18, 1975. 
[9]+56 p.il. 4° (DHEW publication (NIH) 76-975.) [Title on cover 

is: NHLI’s blood resource studies.} + @lItem 507-E-l 
HE 20.3202:B 62/8 


08233 Listing of national, regional, and local groups providing services to 
persons who have interest in sickle cell anemia. [Revised June 1975.] 
[1975.] cover title, [4]+25 p. 4° ({DHEW publication (NIH) 76-714; 
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Page 130 #Not Available for 





APRIL 1976 


toe Education Staff, Sickle Cell Disease Branch.]) + @lItem 
7-E- 
HE 20.3202:Si 1/4 


08234 Proceedings of workshop on albumin, Feb. 12-13, 1975, Bethesda, Md. 
{articles, with lists of references]; edited by James T. Sgouris , 
Anthony Rene . [1975.] viii+358 p.il. 4° (DHEW publication (NIH) 
76-925.) [Sponsored by Division of Blood and Blood Products, Bureau 
of Biologics, Food and Drug Administration; and Division of Blood 
Diseases and Resources.] * Paper,$4.20. @lItem 507-E-1 

HE 20.3202:Al 1 


08235 Prophylactic therapy of deep vein thrombosis and pulmonary embolism, 
proceedings of conference, Reston, Va., Apr. 24-25, 1975 [articles, 
with lists of referencesl]; Coeditors, Joseph Fratantoni , Stanford 
Wessler . [1975.] vi+254 p.il. 4° (DHEW publication (NIH) 76-866.) 
[Sponsored by Division of Blood Diseases and Resources , and Coun- 
cil on Thrombosis, American Heart Association.] + @Item 507- 


E-l 
HE 20.3202:P 94 
NATIONAL HIGHWAY TRAFFIC SAFETY ADMINISTRATION, 
Transportation Dept. Washington, DC 20590 
Highway safety program manual. 


08236 1S. Police traffic services [with list of references]. Dec. 1974 [published 1975]. cover 
title, [69] p. 4° [Issued with perforations.] * Paper, $1.60 @lItem 982-D-3 : 
TD 8.8/3:15 


08237 18. Accident investigation and reporting [with lists of references]. Sept. 1974. cover title, 


[73] p 4° [Issued with perforations.] * Paper, $1.35 (S/N 5003-00192). @lItem 982- 
D-3 
TD 8.8/3:18 


08238 New look at pedestrian safety. [Nov. 1975.] cover title, 16 pil. + 
@ltem 982-D-1 
TD 8.2:P 34/3 


Traffic laws commentary. 


08239 v.4, no.3. Warning lights for special purpose vehicles; [by John W. English , James 
H. Young , Howard B. Friedland]. Dec. 1975. cover title, [4]+84 p. 4° [Prepared 
by National Committee on Uniform Traffic Laws and ordinances under contract 
DOT-HS-S-0l121.}  * Paper, $1.90. @lItem 982-D-ll 

TD 8.5/2:4/3 


Tri-level accident investigation summaries. 


08240 4/l. Level 3A, injury causation, v. 4, no. |. [Apr. 1975.] cover title, xiv+398 p.il. 4° 
(DOT HS-801 505 , Office of Statistics and Analysis.) [Prepared by Calspan Corp., 
Buffalo, N.Y., under contract DOT-HS-053-2-277.] §(Price upon application). 
@ltem 982-D-15 
TD 8.19:4/1 


NATIONAL INSTITUTE FOR OCCUPATIONAL SAFETY AND 
HEALTH, Health, Education, and Welfare Dept. Rockville, MD 20852 


08241 Evaluation and control of radon daughter hazards in uranium mines 

{with lists of references; by] Duncan A. Holaday . Nov. 1974. v+64 

p.il. 4° ({DHEW publication (NIOSH) 75-117; [NIOSH technical infor- 
mation].) * Paper , $1.30. @Item 499-F-2 

.HE 20.7102:Ur 1 
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NIOSH research report. 


08242 Standardization of friction testing of industrial working surfaces [with list of references; 
by] M. E. Reed . Nov. 1975. vii+66 p.il. 4° ({HEW publication (NIOSH) 76-123.}) 
[Prepared by Comstock & Wescott, Inc., Cambridge, Mass., under contract CDC- 
99-74-106.] + @ltem 499-F-4 
HE 20.71l:St 2 


08243 Registry of toxic effects of chemical substances; editors, Herbert E. 
hristensen , Thomas T. Luginbyhl . 1975 edition. June 1975. cx +1296 
p. 4° [Prepared by Tracor Jitco, Inc., Rockville, Md., under contract 
CDC 99-74-92. Key to abbreviations on p. 2 and 3 of cover.] 
* Paper, $9.65. @lItem 494-D-1 
HE 20.7112:975 


08244 Relationship between whole body vibration and morbidity patterns 
among heavy equipment operators [with list of references; by] 
Thomas H. Milby , Robert C. Spear . July 1974. (3]+71+([8] p.il. 
4° ({HEW guiicuion (NIOSH) 74-131]; Division of Laboratories and 
Criteria oe {NIOSH survey].) [Contract HSM-099-71-29.] 


+ @lItem 4 
HE 20.7102:V 65/2 


08245 Subfile of NIOSH toxic substances list: Suspected carcinogens; editors, 
Herbert E. Christensen , Thomas T. Luginbyhl . June 1975. Iciv+342 
p. 4 ({DHEW publication (NIOSH) 75- 188. )) [Prepared by Tracor 
Jitco, Inc., Rockville, Md., under contract CDC 99-74-92.] * Paper, 


$4.85. @ltem 494-D-i 
HE 20.7112/2:C 17 


08246 Trace element analysis of normal lung tissue and hilar lymph nodes 
by spark source mass spectrometry [with bibli y; by] Robert 
Brown , Howard E. Taylor . Jan. 1975. [6}+47 p.il. 4° ({HEW publi- 


cation (NIOSH) 75-129]; Division of Laboratories and Criteria 
Development; [NIOSH technical information].) [Contract HSM 99- 
73-46.) * Paper, $1.15. @Item 499-F-2 

HE 20.7102:T 67 


NATIONAL INSTITUTE ON DRUG ABUSE, Health, Education, and 
Welfare Dept. Rockville, MD 20852 


Special bibliographies. 


08247 1. Methadone and pregnancy. [Sept. 1974.] [2]+31 p. 4° ({DHEW publication (ADM) 
75-152}; National Clearinghouse for Drug Abuse Information.) [Prepared by Student 
Association for Study of Hallucinogens (STASH), Beloit, Wis. under contract HSM- 
42-73-216.] * Paper, 85c. @Item 467-A-3 
HE 20.8211/2:1 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept. Bethesda, MD 20014 


os248 Associate training programs in medical and biological sciences at Na- 
tional Institutes of Health, 1975 catalog. [Revised Dec. 1974.] [1975.] 
cover title, [4)+107 p.il. ((IDHEW publication (NIH) 75-213.]) + 


@ltem 507 
HE 20.3002:T 68/6/975 


Resources for health R & D report. 


08249 22. U.S. private foundation support of health research and development; [by William 
E. Rhode }. [Nov. 1975.] vi+22 p.il. 4° (DHEW publication (NIH) 76-996; [Economic 
Analysis Branch], Division of Resources Analysis, Office of Associate Director 
for Program Planning and Evaluation.) + @lItem 507-U 
HE 20.3014:22 
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NATIONAL LABOR RELATIONS BOARD Washington, DC 20570 


08250 Classified index of National Labor Relations Board decisions and re- 
lated court decisions, supplement. Dec. 1973. cover title, v+125 p. 
4° [Cover decisions from July 1, 1973 through Dec. 26, 1973, part 
of vol. 204 through 207.) * Paper, $19.50 (basic and supplementary 
material for indefinite period); add $4.90 for foreign mailing @Item 


826 
LR 1.8/6:973/supp.-2 


08251 40th annual report of National Labor Relations Board for fiscal year 
ended June 30, 1975. [1975.] cover title, xi+253 p.il. * Paper, $2.55 

(S/N 031-000-00153-6). @Item 824 
LR 1.1:975 


08252 National Labor Relations Board casehandling manual, (pt. 1) Unfair 
labor practice proceedings. Apr. 1975. cover title, [459] p. [Issued 
with perforations.] * Paper, $26.50 (basic and fences Bem As material 
for indefinite period); add $6.75 for foreign mailing @lItem 827-A 

LR 1.6/2:C 26/pt. | 


08253 National Labor Relations Board casehandling manual: pt. 2, Representa- 
tion proceedings. Oct. 1975. cover title, [487] p. [Issued with perfora- 
tions. Some pages issued as leaves.] * Paper, $26.50 (basic and sup- 
plementary material for indefinte period); add $6.75 for foreign mail- 


ing. @lItem 827-A 
LR 1.6/2:C 26/pt. 2 


NATIONAL MARINE FISHERIES SERVICE, Commerce Dept. 
Washington, DC 20230 
Current fisheries statistics (series). 
6706. Frozen fishery products, annual summary 1974. Mar. ll, 1975.9 p. 4° (FF.) 


+ @ltem 610-A 
C 55.309/2:6706 
67ll. Rhode Island landings, annual summary 1974. Nov. 28, 1975. 7 p. 4° (NA-3.) 
(Prepared in cooperation with Rhode Island Department of Natural Resources, Divi- 
sion of Conservation, Providence, R.1I.] + @ltem 610-A 
C 5$5.309/2:671 


6717. South Carolina landings, annual summary 1974. Nov. 28, 1975. 6 p. 4° (SA-4.) 
[Prepared in cooperation with South Carolina Wildlife and Marine Resources Depart- 
ment, Division of Marine Resources, Charleston, S.C.}] + @lItem 610-A 

C 55.309/2:6717 

6723. Texas landings, annual summary 1974; [by Orman H. Farley }. Dec. 9, 1975. 6 
p. 4° (GC-5; [NOAA--S/T 76-2029].) [Prepared in cooperation with Texas Parks 
and Wildlife Department.] + @Item 610-A 

C 55.309/2:6723 


6815. New England fisheries, annual summary 1973. Dec. 5, 1975. ll p. 4° (SR-1.) [Prepared 
in cooperation with fishery agencies of Maine, New Hampshire, Massachusetts, 
Rhode Island, and Connecticut.|} + @lItem 610-A 

C 5$5.309/2:6815 


6818. South Atlantic fisheries, annual summary 1973. Dec. 9, 1975. ll p. 4° (SR-4.) 
[Prepared in cooperation with fishery agencies of North Carolina, South Carolina, 
Georgia, and Florida.} + @lItem 610-A 

C 5$5.309/2:6818 


6819. Gulf fisheries, annual summary 1973. Dec. 5, 1975. 9 p. 4° (SR-S.) [Prepared in 
cooperation with fishery agencies of Florida, Alabama, Mississippi, Louisiana, and 
Texas.} + @Item 610-A 

C 5$5.309/2:6819 


Fishery facts. 


10. How to build marine artificial reefs [with list of literature cited; by] R. O. Parker 
, jr., R. B. Stone , C. C. Buchanan, and F. W. Steimle, jr. Seattle, Wash., Dec. 


1974. iv+47 p.il. * Paper, 75c. (S/N 0320-00091). @ltem 6lI-D 
C 55.322:10 
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NATIONAL OCEAN SURVEY, Commerce Dept. Washington, DC 
20235 


08262 United States coast pilot 1, Atlantic Coast Eastport to Cape Cod. 12th 
edition. Nov. 1975. v+255+15+22 p.il. 4° [Corrected through local 
notice to mariners, Sept. 3, 1975; Weekly notice to mariners, Nov. 
8, 1975.] + (Price upon application). @ltem 203 

C 55.422:1/12 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION, 
Commerce Dept. Rockville, MD 20852 


08263 Introduction to NOAA’s National Ocean Survey. [1975.] [20] p.il. oblong 
48° ({NOAA/PA 74015S.]) * Paper, 45c. (S/N 0321-00013). @Item 


250-E-2 
C 55.2:N 21 oc/3 


MESA [Marine EcoSystems Analysis Program] report. 


74-3. Summary and analysis of physical oceanography data collected in New York Bight 
apex during 1969-70 [with list of references; by] R. L. Charnell , D. V. Hansen. 
Aug. 1974. iii+44 p.il. 4° * Paper, $1.05. @lItem 207-C-2 

C $5.617:74-3 


Natural disaster survey report. 


74-1. Widespread tornado outbreak of Apr. 3-4, 1974, report to Administrator. Rockville, 
Md., Dec. 1974. vi+42 p.il. 4° + @lItem 250-E-8 
C 55.20:74-1 


NOAA atlas: 2, Precipitation-frequency atlas of western United States. 


v.l. Montana [with list of references; by) J. F. Miller , R. H. Frederick and R. J. 
Tracey. Silver Spring, Md., 1973. iv+4l p.il. oblong f° (National Weather Service.) 
[Prepared by Department of Agriculture , Soil Conservation Service, Engineering 
Division.] * Paper, $8.35 (S/N 0317-00155). @Item 250-E-9 

C $5.22:2/v.l 


. Wyoming [with list of references; by] J. F. Miller , R. H. Frederick and R. J. 
Tracey. Silver Spring, Md., 1973. vi+43 p.il. oblong f° (National Weather Service.) 
{Prepared by Department of Agriculture , Soil Conservation Service, Engineering 
Division.] * Paper, $8.45 (S/N 0317-00156). @Item 250-E-9 C 55.20-2h02 

.22:2/v. 


. Colorado [with list of references; by] J. F. Miller , R. H. Frederick and R. J. 
Tracey. Silver Spring, Md., 1973. iv+67 p.il. oblong f° (National Weather Service.) 
(Prepared by Department of Agriculture , Soil Conservation Service, Engineering 
Division.] * Paper, $10.10 (S/N 0317-00157). @lItem 250-E-9 Cams 

.22:2v. 


. New Mexico [with list of references; by] J. F. Miller , R. H. Frederick and R. 
J. Tracey. Silver Spring, Md., 1973. iv+43 p.il. oblong f° (National Weather Service.) 
[Prepared by Department of Agriculture , Soil Conservation Service, Engineering 
Division.] * Paper, 8.45 (S/N 0317-00158). @lItem 250-E-9 © tes 

.22:2}v. 


. Idaho {with list of references; by] J. F. Miller , R. H. Frederick and R. J. Tracey. 
Silver Spring, Md., 1973. iv+43 p.il. oblong f° (National Weather Service.) [Prepared 
by Department of Agriculture , Soil Conservation Service, Engineering Division.] 
* Paper, $8.45 (S/N 0317-00159). @lItem 250-E-9 csmaes 

.22:2/v. 


. Utah [with list of references; by] J. F. Miller , R. H. Frederick and R. J. Tracey. 
Silver Spring , Md., 1973. iv+67 p.il. oblong f° (National Weather Service.) (Prepared 
by Department of Agriculture, Soil Conservation Service, Engineering Division.] 
* Paper, $10.10 (S/N 0317-00160). @Item 250-E-9 eamens 

.22:2/v: 


. Nevada [with list of references; by] J. F. Miller , R. H. Frederick and R. J. 
Tracey. Silver Spring, Md., 1973. iv+43 p.il. oblong f° (National Weather Service.) 
[Prepared by Department of Agriculture , Soil Conservation Service, Engineering 
Division.] * Paper, 8.45 (S/N 0317-00161). @lItem 250-E-9 Camas 

.22:2/v. 


. Washington [with list of references; by] J. F. Miller , R. H. Frederick and R. 
J. Tracey. Silver Spring, Md., 1973. iv+43 p.il. oblong f° (National Weather Service.) 
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[Prepared by Department of a , Soil Conservation Service, Engineering 
Division.} * Paper, 8.45 (S/N 0317-00153). @lItem 250-E-9 C ssa 
.22:2/v. 


v.10. Oregon [with list of references; by] J. F. Miller , R. H. Frederick and R. J. 
Tracey. Silver Spring, Md., 1973. iv+43 p.il. oblong f° (National Weather Service.) 
[Prepared by Department of Agriculture, Soil Conservation Service, Engineering 
Division.] * Paper, 8.45 (S/N 0317-00164). @lItem 250-E-9 cme 

.22:2/v. 


v.ll. California [with list of references; by] J. F. Miller , R. H. Frederick and R. J. 
Tracey. Silver Spring, Md., 1973. iv+7l p.il. oblong f° (National Weather Service.) 
[Prepared by Department of Agriculture, Soil Conservation Service, Engineering 
Division.] * Paper, $10.30 (S/N 0317-00165). @lItem 250-E-9 py ae 

.22:2/v. 


NOAA technical report. (Environmental Research Laboratories, 
Boulder, Colo.) 


ERL 297-WPL 30. Development of ground-based optical method for measuring at- 
mospheric turbulence aloft [with list of references; by] G. R. Ochs , S. F. Clifford 
, R. S. Lawrence, Ting-i Wang. Jan. 1974. iii+45 p.il. 4° ({Wave Propagation Labora- 
tory.]) [Final report to Rome Air Development Center, Griffiss AFB, N.Y. Supported 
by funds from ARPA/STO through RADC under order nos. F 30602-73-F-0139 and 

F 30602-73-0292.]  * Paper, 90c. @Item 208-B-7 
C 55.13:ERL 297-WPL 30 


ERL 302-WPL 33. Remote sensing of pollutants computerized reduction of long-path 
absorption data [with list of references; by] V. E. Derr , M. H. Ackley , M. 
J. Post, R. F. Calfee. July 1974. x+190 p.il. 4° ({Wave Propagation Laboratory.]}) 
* Paper, $3.15. @Item 208-B-7 
C 55.13:ERL 302-WPL 33 


ERL 304-SEL 28. Sources and sinks of energy in lower thermosphere [with list of 
references; by] Gene W. Adams . Oct. 1974. xiii+231 p.il. 4° ({Space Environment 
Laboratory.]) * Paper, $3.10. @lItem 208-B-7 

C 55.13:ERL 304-SEL 28 


ERL 307-APCL 32. Sources and sinks of water vapor in stratosphere [with list of 
references; by] Helmut K. Weickmann , Charles C. Van Valin . Oct. 1974. iii+34 
p.il. 4° ({Atmospheric Physics and Chemistry Laboratory.]) * Paper, 85c. @lItem 


C 55.13:ERL 307-APCL 32 
ERL 318-MESA |. Suspended particulate matter in New York Bight apex, Sept.-Nov. 
1973 [with list of references; by] David E. Drake . Nov. 1974. iii+53 p.il. 4° 
({(Marine EcoSystem Analysis Program Office.]) * Paper, $1.15. @lItem 208-B-7 
C 55.13:ERL 318-MESA | 
ERL 331-APCL 34. Airborne infrared imagery of Arctic Sea ice thickness [with list 
of references; by] P. M. Kuhn , L. P. Stearns , R. O. Ramseier. May 1975. iii+19 
p.il. 4° ({Atmospheric Physics and Chemistry Laboratory.]) [Some illustrations are 
colored.] * Paper, 70c. @lItem 208-B-7 
C 55.13:ERL 331-APCL 34 


NOAA technical report. 


NMFS CIRC-388. Proceedings of first U.S.-Japan meeting on aquaculture at Tokyo, 
Japan, Oct. 18-19, 1971, under [Aquaculture Panel], U.S.-Japan Cooperative Program 
in Natural Resources (UJNR) [with bibliographies]; William N. Shaw , editor. Feb. 
1974. iii+133 p.il. 4° (National Marine Fisheries Service.) * Paper, $1.65. @lItem 


208-B-7 
C 55.13:NMFS CIRC-388 


NATIONAL PARK SERVICE, Interior Dept. Washington, DC 20242 


08283 Adams National Historic Site, Quincy, Mass. [colored poster]. 1975. 
42x 28cm. * Paper, $1.75 
I 29.20:Ad I 


08284 Alibates flint quarries. [1975.] [6] p.il. narrow 12° + @lItem 648 
I 29.2:Al 4 


os28s Arkansas Post National Memorial, Ark. [July 1975.] [2] p.il. f° folded 
into narrow 12° size [Illustrations are colored.] + @Item = ms 
.21:Ar 4 
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08286 Bicentennial and national parks. [1976.] [4] p.il. 4° folded into narrow 
8° size. [Illustrations are colored.} + @lItem 648 
I 29.2:B 47/2 


08287 = * Hole National ae {I975.] [2] p.il. f° folded into narrow 
size * 2 11.70 per 100; single copy, 25c. (S/N 024-005-0061 1- 


7). @Item 6 
I 29.2:B 48/975 


os288 Brices Cross Roads [National Battlefield Site, and] Tupelo [National 
Battlefield Site). [1974.] [10] p.il. narrow 8° * Paper, 2Sc. Ro 650 
:B 76/2 


08289 Everglades National Park, Fla. [Revised 1974.] bey {2} p.il. oblong 
large 8° folded into narrow 24° size + @lte 
a 29.6:Ev 27/3/974 


08290 Federal Hall National Memorial, New York City. [1975.] (2] p.il. f° 
folded into narrow 12° size [Illustrations are colored.] * Paper, $16.25 

per 100; single copy, 25c. (S/N 024-005-00602-8). Slicm 650 
I 29.21:F 31/975 


08291 Fort Union [National Monument, N.M.]} [1974.] [2] p.il. f° folded into 
narrow 12° size. + @Item 650 
I 29.21:F 77 u/974 


08292 Glacier Bay [National Monument]. [1975.] [2] p.il. oblong f° folded into 
narrow 8° size. + @lItem 650 
I 29.21:G 45/976 


os293 Grand Portage [National Monument]. [1975.] [14] p.il. narrow 12° + 


@ltem 650 
I 29.21:G 76/2/975 
0s294 Hampton National Historic Site, Md. [1975.] 12 p.il. narrow 8° size 
+ @Item 650 
I 29.21:H 18/2 
0829s Historic places, introduction to National Park Service preservation pro- 


grams. [1975.] [2] p. oblong 8° folded into narrow 8° size. ({Division 
of History.]) + @lItem 648 
I 29.2:H 62/13 


0s296 John Fitzgerald Kennedy, Lugar Historico Nacional, Mass. [1974.] [8] 
p.il. narrow 8° + @lItem 650 
I 29.21:K 38/Spanish 


08297 Lincoln Home [National Historic Site, Ill.]. [1975.] 2 p.il. f° folded 
into narrow 8° size + @lItem 650 
I 29.21:L 63/7 


08298 National parks of United States, map and guide. [1974.] [2] p.il. oblong 
f° folded into narrow 8° size. [Illustrations are colored.] * Paper, 

35c (S/N 2405-00546). @Item 651-A 
I 29.8:P 23/4 


08299 Office of Chief Scientist annual report for calendar year 1974 [with 
bibliographies]. July 1975. Ixxxiii+4l2 p.il. 4° + @Item 74 ane 


Publications in archeology. 


08300 14. Casemates and cannonballs, archeological investigations at Fort Stanwix [National 
Monument], Rome, N. Y. [with list of references]; by Lee Hanson and Dick Ping 
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Hsu . 1975. xii+177 p.il. 4° [One illustration is colored.] * Paper, $3.60 (S/N 024- 

005-00604-4). @Item 646-A 

L.C. card 75-619143 I 29.59:14 
Scientific monograph series. 


08301 2. Geology of Ice Age National Scientific Reserve of Wisconsin [with list of references; 
by] Robert F. Black . 1974. [2]+xiii+234 p.il. * Paper, $2.20 (S/N 2405-00547). 
@ltem 646-G 
L.C. card 74-8279 I 29.80:2 
08302 6. Vegetation and ecological processes on Shackleford Bank, N.C. [with list of references; 
by] Shu-fun Au . 1974. xii+86 p.1 map. + @lItem 646-G 
L.C. card 74-12421 1 29.80:6 


03303 Tumacacori Monumento Nacional, Ariz. [1973.] [6] p.il. 24° folded into 
narrow 24° size. + @lItem 650 
I 29.21:T 83/4/973/Spanish 


Urban ecology series. 


08304 5. City as biological community, urban ecosystem: [by Theodore W. Sudia }. [1974.] 
cover title, [46] p.il. narrow 8° ({NPS 1I4.]) * Paper, 40c. (S/N 024-005-00555-2). 

@ltem 646-F 
I 29.78:5 


NATIONAL RESEARCH COUNCIL, National Academy of Sciences 
Washington, DC 20418 
0830s Nonhuman primates, usage and availability for biomedical programs 
{with list of literature cited]. 1975. x+122 p. 4° (DHEW publication 
(NIH) 75-892; Committee on Conservation of Nonhuman Primates, 
Institute of Laboratory Animal Resources, Assembly of Life 
Sciences.) [Sponsored by National Institutes of Health through con- 
tract PH 43-64-44, task order 12.] Institute of Laboratory Animal 
Resources, National Academy of Sciences, 2101 Constitution Ave., 
N.W. Washington, DC 200144. + @lItem 830 
NA 2.2:N 73 


NATIONAL SCIENCE FOUNDATION Washington, DC 20550 


08306 Guide to programs, National Science Foundation, fiscal year 1975. [1974.] 
xiiit+85 p. 4° ({NSF 74-42.]) * Paper, $1.70 (S/N 3800-00195). 


@ltem 834-P 
NS 1.20:P 94/975 


National Science Board NSB (series). 


08307 74-1. Science and the challenges ahead, report of National Science Board [with lists 
of references). 1974. vii+56 p. * Paper, 85c. @Item 834-Z 
NS 1.28:74-1 


08308 Projects in higher education; science, mathematics, engineering; includ- 
ing materials and course development, new degree programs, continu- 
ing education, technician education. [1976.] cover title, i+253+[2] p. 
oblong 12° (E 76-39.) * Paper, $3.20 (S/N 038-000-00250-3). @Item 


834-C 
NS 1.2:Ed 8/10 


08309 Protein resources and technology, status and research needs, research 
recommendations and summary. Dec. 1975. x+100 p. 4° ({NSF RA- 
T-75-037; Research Applications Directorate, RANN-Research Ap- 
plied to National Needs, Division of Advanced Energy and 
Resources, Research and Technology.]) [Prepared by Department of 
Nutrition and Food Science, Massachusetts Institute of Technology, 
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ona , Mass. under t AEN 75-13072.] * Paper, $1.75 (S/N 
03 1-1). @lItem 834-C 
NS 1.2:P 94/2 


08310 Student originated studies projects, 1974, abstract reports, presented 
at Project Reporting Meeting, Dec. 26-28, 1974, Washington, D.C.; 
edited by Berton F. Hill . [1975.] [l]+xi+460 p. 4° ({NSF 75-38.]) 
* Paper, $5.20 (S/N 038-000-00247-3). @lItem 8%: 

NS 1.2:St 9/974 


NATIONAL TECHNICAL INFORMATION SERVICE, Commerce 
Dept. Springfield, VA 22161 


os311 NTIS information services, general catalog 4. Jan. 1976. cover title, 

72 p. narrow 8° ——- 154.]) [Table of contents on p. 2 of 
cover.] + @lItem 188-A-l 

C SL.1:In 3/976 


08312 NTIS information services, many new items’ July 1974. cover title, 
38 p.il. narrow 8° ({NTIS-PR-154.]) [Published semiannually. Table 

of contents on p. 2 of cover.] + @ltem 188-A-l 
C SL1l:In 3/974 


NATIONAL TRANSPORTATION SAFETY BOARD Washington, DC 
20594 


Aircraft accident report NTSB-AAR (series). 


75-18. Western Air Lines, Inc., Boeing 737-200, N4527W, Casper, Wyo., Mar. 31, 1975, 
{adopted Oct. 30, 1975]. [1975.] cover title, ii+37 p.il. 4° § (Price upon application). 
TD 1.02:75-15 


Marine casualty report. (U.S. Coast Guard Marine Board of Investiga- 
tion report and Commandant’s action, action by National Transporta- 
tion Safety Board.) 

Foundering of motor vessel Comet off Point Judith, R.I. on 19 May, 1973 with loss 
of life. (1975.] cover title, [3]+28 p. 4° (Report no. USCG/NTSB-MAR-75-4.) 
§ (Price upon application). 
TD 1.116:J 89 
SS Texaco North Dakota; explosion and fire in Gulf of Mexico on 3 Oct. 1973 with 
loss of life. [1975.] cover title, [3]+29 p. 4° (Report no. USCG/NTSB-MAR-75- 
5.) § (Price upon application). 
TD 1.6:G 95 m 


Railroad/highway accident report NTSB-RHR (series). 


75-1. Collision of Southern Railway work train with Polk District school bus at Aragon, 
Ga., Oct. 23, 1974, [adopted July 7, 1975]. [1975.] cover title, iv+25 p.il. 4° § 
(Price upon application). 
TD 1.112/4:75-1 


NATIONAL WEATHER SERVICE, Commerce Dept. Washington, DC 
20235 


08317 Marine weather services. [Revised Sept. 1975.] [1975.] [2] p.il. oblong 
8° folded into narrow 8° size ((NOAA/PA 74034.]) * Paper, 25c. 


@ltem 275 
C 55.102:M 33/975-2 


NAVAL FACILITIES ENGINEERING COMMAND, Defense Dept. 
Washington, DC 20360 
08318 Definitive designs for Naval shore facilities, pt. 2. [Revised July 1975.] 
July 1975. [260] leaves il. oblong f° (NAVFAC P-272.) [Supersedes 
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NAVDOCKS P-272, Nov. 1963 and all changes.] * Paper, $25.75 (S/N 
008-050-00117-8). @lItem 418-A 
D 209.14:D 46/pt. 2/975 


Design manual DM (series). 


29. Drydocking facilities. Revised edition. 1974 [published 1975]. [312] p.il. 4° (NAVFAC 
DM.-29 revised edition in full, including index.) [Supersedes NAVFAC DM-29, June 
1969, including Change | of Aug. 1969 and index. Issued with perforations.] * Paper, 
$4.50 (S/N 008-050-00111-9). @lItem 418-A 

D 209.14/2:29/3 


NAVAL OBSERVATORY, Defense Dept. Washington, DC 20350 


American ephemeris and nautical almanac for [calendar] year 1977. 1975 
viii+572 p.il. 4° [Prepared jointly by H. M. Nautical Almane ice, 
Royal Greenwich Observatory, and Nautical Alamanac Office, U.S. 
Naval Observatory. Printed seperately in United States and United 
Kingdom.] * Cloth, $10.30. (S/N 0854-00049). @Item 394 i ik aie 


NAVAL PERSONNEL BUREAU, Defense Dept. Washington, DC 20370 


Manual of Navy enlisted manpower and personnel classifications and 
occupational standards: sec. 2, Navy enlisted classifications. Jan. 1976 
{published 1975]. cover title, [384] p. 4° (NAVPERS 18068D.) [Issued 
with perforations.) # @Item 403-A 


D 208.6/3:C 56/4 


NAVAL RESEARCH OFFICE, Defense Dept. Arlington, VA 22217 


NRL report. (Naval Research Laboratory.) 


7785. Preliminary LIBEC/FAMOUS cruise results [with list of reer by] W. L. 
Brundage , jr., and N. A. Cherkis . Sept. 29, 1975. cover title, iii+31 p.il. 4 
{NRL problem S0I-73.601 (closed) ar G0S-18.} §(Price upon on AD- 
A018066/SDS). 
D 210.8:7785 


7919. Characteristics of tether line for airborne vehicles at sea [with list of references; 

by) Stuart G. Gathman . Sept. 30, 1975. cover title, iii+24 p.il. 4° (Correction, 

1 p. 4°, was issued also. NRL Problem A03-21; project RR 033-02-42-5312.] § (Price 
upon application, AD-A0I7597/SDS). 

D 210.8:7919 


7923. Observations of ELF signal and noise variability on northern latitude paths [with 
list of references; by] John R. Davis and William D. Meyers . Nov. ll, 1975. cover 
title, iii+17 p.il. 4° [NRL problem RO7-25; NAVELECSYSCOM program element 
PEIMOIN.] § (Price upon application, AD-A018086/SDS). saints 

D2 


7925. Investigation of stimulation of ULF waves [with list of references; by] John 

. Willis and John R. Davis . Nov. 13, 1975. cover title, iv+34 p.il. 4° [NRL 

problem R07-23; project RF2I- 222-402.) § (Price upon application, AD- 
A018245/SDS). 

D 210.8:7925 


7933. Design theory for constant-beamwidth transducer [with list of references; by] W. 
James Trott . Nov. 14, 1975. cover title, iii+10 p.il. 4° NRL problem S0I-30; project 
RR 131-03-41.] § (Price upon application, AD-A018052/SDS). 

D 210.8:7933 


7934. Detection of stationary targets in sea clutter using CW dual-frequency radar [with 
list of references; by] William J. Plant . Nov. ll, 1975. cover title, iii+10 p.il. 4° 
{NRL problems R02-37 and RO7-02; projects WR-02I-01 and RRO2I-0l-41.] § (Price 
upon application, AD-A0I8134/SDS). 

D 210.8:7934 


7935. Fast complex convolution using ber theoretic transforms [with list of references; 
by] Emanuel Vegh and Lawrence M. Leibowitz . Nov. 17, 1975. cover title, iii+14 
p.il. 4° [NRL problem K08-03.] § (Price upon application, AD- So 97008 


7940. Greenhill’s formula and mechanics of cable hockling [with list of me . by] 
Felix Rosenthal . Nov. 7, 1975. cover title, iii+26 p.il. 4° [NRL problem F02- 
24; project RR 023-03-45-5807.] § (Price upon application, ates.” sie 
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OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION, 
Labor Dept. Washington, DC 20210 
08330 Federal agency occupational safety and health programming. Dec. 1975. 


Cover title, vii+263 p.il. 4° (OSHA 2223.) [Issued with perforations.] 
+ @lItem 764-D 
L 35.8:F 31 


08331 Occupational safety and health: v.l, General industry standards and 
interpretations, Oct. 1972, Change 10. June 26, 1975. [218] p.il. 4° 
se 2077, Subscription Service.) [Issued with perforations.) * 


per, $21.00 (basic and supplementary material for indefinite period); 
nd $5.25 for foreign mailing @Item 766-F 
L 35.6/3-1:972/ch.10 


08332 Occupational safety and health: v.2, Maritime standards and interpreta- 
tions, Oct. 1972, Change 2. May 24, 1974. [22] p. 4° (OSHA 2078; 
Subscription Service.) [Issued with perforations.] * Paper, $6.00 
(basic and supplementary material for indefinite period); add $1.50 
for foreign mailing @lItem 766-F 

L 35.6/3-2:972/ch.2 


OUTDOOR RECREATION BUREAU, Interior Dept. Washington, DC 
20240 


08333 America’s park and recreation heritage, chronology [with list of 
references; by Carlton S. Van Doren and Louis Hodges }. [1975.] 
cover title, 37 p. 4° * Paper, 85c. @lItem 657-B-1 
L.C. card 75-6 “7 I 66.2:Am 3/2 


08334 Upper Mississippi, wild and scenic river study, report of study progress. 
Dec. 1975. cover title, [10] p.il. 4° (Lake Central Region.) [Last two 


pages left blank for notes.| # @lItem 657-B-l 

I 66.2:M 69 i 

0833s Wild and scenic rivers, authorized by Wild and scenic rivers act, P.l. 

90-542, Oct. 2, 1968, as amended. [June 1975.] [2]+16 p.il. narrow 

8° [Prepared in cooperation with Forest Service, Department.] * 
Paper, 45c. (S/N 024-016-00073-1). @lItem 657-B-1 

1 66.2:R 52/2/975 


PATENT AND TRADEMARK OFFICE, Commerce Dept. Washington, 
DC 20231 


08336 Q & A about patents, answers to questions frequently asked about 


patents. [Revised Aug. 1975.] [1975.] 14 p.il. + @Item 254 
. r C 21.2:P 27/9/975 


PENSION BENEFIT GUARANTY CORPORATION Washington, DC 
20006 


08337 Pension Benefit Guaranty Corporation annual report to President and 
Congress, June 30, 1975. [1975.] 36 p.il. 4° *Paper, $1.30. @Item 


1070-N 
Y 3.P 38/2:1/975 
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RADIOLOGICAL HEALTH BUREAU, Health, Education, and 
Welfare Dept. Rockville, MD 20852 


08338 Federal/State radiation control legislation, 1973: [by] Lois A. Miller 
. Mar. 1974. vi+32+[l] p. 4° (DHEW publication (FDA) 74-8023.) 


+ @lItem 468-A-9 
HE 20.4115:973 


08339 Use of iodine-125 for interstitial implants [with list of references]; by 
Basil S. Hilaris , Garrett J. Holt , and Jean St. Germain. Nov. 
1975. vi+35+[2] p.il. 4° (DHEW publication (FDA) 76-8022.) + 


@ltem 498-B-2 
HE 20.4102:Io 2 


RAILROAD RETIREMENT BOARD Chicago, IL 606ll 


08340 Railroad retirement and survivor benefits for railroad workers and their 
families. [May 1975.] [1]+37 p.narrow 8° ({I B-2.]) + 
RR 1.2:B 43/2/975 


03341 Unemployment and sickness benefits for railroad workers. [Oct. 1975.] 
{I]+21 p. narrow 8° ({UB-9.}) + 
.2:Un 2/2 


RECLAMATION BUREAU, Interior Dept. Washington, DC 20240 


08342 Federal reclamation projects, water and land resource accomplishments, 
1973, accomplishments, statistical appendix 1. [1974.] viii+284 p.il. 4° 


+ @lItem 663-A 
I 27.55:973/app.1 
08343 Federal reclamation projects, water and land resource accomplishments, 


1974, project data, statistical appendix 3. [1975.] vi+377 p. map, 4° 


+ @Item 663-A 
I 27.55:974/app.3 


REC-ERC [Reclamation Bureau, Engineering and Research Center] 

(series). 

74-26. Evaluation of ion-exchange pretreatment for membrane desalting processes; by 
L.A. Haugseth , C.D. Beitelshees . Dec.1974. [2]+iii+45+[4] p.il. 4° (Applied 
Sciences Branch, Division of General Research.) [Technical report standard title 
page on p.2 of cover.] § (Price upon application). 

1 27.60:74-26 


75-5. Assessment of heavy metals pollution in upper Arkansas River of Colorado [with 
list of literature cited]; by J.F. LaBounty , J.J. Sartoris , L.D. Klein, E.F. Monk, 
H.A. Salman. Sept.1975. [2]+iii+120+[4] p.il. 4° (Applied Sciences Branch, Division 
of General Research.) [Technical report standard title page on p. 2 of cover.] 

§ (Price upon application). 
I 27.60:75-5 

75-7. Survey of field laboratories of Bureau of Reclamation, 1974 [with list of references]; 
by J.H. Aikele . Aug.1975. [46] p.il. 4° (Earth Sciences Branch, Division of General 
Research.) § (Price upon application). 

1 27.60:75-7 


08347 Yellowtail Dam and Powerplant, technical record of design and con- 
struction [with selected bibliography]. Denver, Colo., May 1975. cover 
title, [7]+xxx+65l p.il. 4° [Constructed 1961-66. Missouri River Basin 
project, Mont.-Wyo. Prepared by Technical Services and Publications 
Branch, Division of Engineering Support, Engineering and Research 
Center, Denver, Colo. Issued with 4 dividers printed with names 
of parts.] + Paper, $33.00. 

I 27.2:Y 3/7 
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RENEGOTIATION BOARD Washington, DC 20446 


os348 Renegotiation Board 20th annual report, 1975. [1975.] cover title, iii+27 
p. + @ltem 308 
RnB 1.1:975 


RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 
Washington, DC 20250 
osx49 List of materials acceptable for use on telephone systems of REA 
borrowers, May 1974, supp. 4. Jan. 1973. [47] p. 4° (REA bulletin 
344-2.) [Issued with perforations.] * Paper, $7.00 (basic and supple- 
a Se for indefinite periods); add $1.75 for foreign mailing. 
m 


@lte 
A 68.6/5:973/supp.4 


08350 List of materials acceptable for use on telephone systems of REA 
borrowers, Sept. 1974, supp. 5. Jan. 1973. [S58] p. 4° (REA bulletin 
344-2.) [Issued with preforations.] * Paper, $7.00 (basic and supple- 
- ny ay ma for indefinite period); add $1.75 for foreign mailing. 

m 


@lte 
A 68.6/5:973/supp.5 


REA bulletin. 


101-4, 401-3. Annual meeting guide for rural electric and telephone cooperatives. Revised 
Nov.1975. [1975.] cover title, iii+31 p.il. 4° + @ltem 116 
A 68.3:101-4, 401-3/975 


Report of Administrator, Rural Electrification Administration, 1973. 


[1974.] [2]+42 p. + @ltem IIS 
A 68.1:973 


SAFETY OFFICE, Transportation Dept. Washington, DC 20590 


Railroad accident investigation: Summary report. 


43. New York City Transit Authority, New York, N.Y., Aug.28,1973. [Feb.1975.] 6 p.il. 
4° [Prepared by Railroad Safety Board.] + 
TD 3.10/2:43 
50. Atchison, Topeka and Santa Fe Railway Company, Booth, Tex., Apr.4,1973. [1975.] 
4p.4° [Prepared by Railroad Safety Board.] + 
TD 3.10/2:50 
51. Southern Pacific Transportation Company, Wadstrom, Calif., Nov.6,1973. [1975.] 5 
p.il. 4° [Prepared by Railroad Safety Board.] + 
TD 3.10/2:51 
73. Southern Pacific Transportation Company, El Monte, Calif., Apr.2,1973. [Oct.1975.] 
7 p.il. 4° [Prepared by Railroad Safety Board.] + 
TD 3.00/2:73 
74. Erie Lackawanna Railway Company, Windham, Ohio, Nov.22,1973. [Oct.1975.] 4 p.il. 
4° [Prepared by Railroad Safety Board.] + 
TD 3.0/2:74 
75. Chicago Transit Authority, Chicago, Ill., Apr.22,1974. [Nov.1975.] 6 p. 4° [Prepared 
by Railroad Safety Board.) + 


TD 3.10/2:75 
Railroad employee accident investigation report. 
216. Louisville and Nashville Railroad Company, Hoopeston, Ill., Mar.l0,1975. [Oct.1975.] 
[2] p. 4° [Prepared by Railroad Safety Board.] + 
TD 3.110/3:216 


217. Delray Connecting Railroad Company, River Rouge, Mich., Mar.13,1975. [Oct.1975.] 
[2] p. 4° [Prepared by Railroad Safety Board.] + 
TD 3.0/3:217 
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SMALL BUSINESS ADMINISTRATION Washington, DC 20416 


08361 SBA, what it is, what it does. [Aug.1974.] cover title, ii+30 p.il. narrow 


8° ({OPI-6; Office of Public Information.]) + @lItem 90I-B 
SBA 1.2:Sm 1/974 


08362 Small Business Administration publications: Free management 
assistance publications. May 1974. [4] p. 4° (SBA IS A.) + @lItem 


SBA 1.18:974 


Small business bibliography. 
10. Retailing; [by Paul L. Pfeiffer }. [Revised July 1975.] [1975.] 8 p. 4° + @ltem 


901-K 
SBA 1.3:10/6 
37. Buying for retail stores; [by R. Patrick Cash ]. [Revised Sept.l975.] [1975.] 8 p. 


4 + @item 90I-K 
SBA 1.3:37/4 


SMITHSONIAN INSTITUTION Washington, DC 20560 


American prints from wood, exhibition of woodcuts and wood en- 
gravings [with selected bibliography]; organized by Jane M. Farmer 
. 1975. 64 p.il. 4° [Published for Smithsonian Institution Traveling 
Exhibition Service. Catalog of exhibition held Oct.25, 1975-1977. Illus- 
trated lining papers.] * Paper, $3.10 @lItem 910 
L.C. card 75-34154 SI 1.2:W 85 


Smithsonian contributions to botany. 


18. Genus Aphelandra (Acanthaceae) [with list of references; by] Dieter C. Wasshausen 
. 1975. vi+157 p.il. 4° * Paper, $2.80. @Item 910-E 
L.C. card 74-3108 SI 1.29:18 
24. Flora of Micronesia, 2) Casuarinaceae, Piperaceae, and Myricaceae [with list of 
literature cited; by] F.Raymond Fosberg and Marie-Helene Sachet . 1975. iii+28 
p.il. 4° + @lItem 910-E 
L.C. card 74-11316 SI 1.29:24 


Smithsonian contributions to zoology. 


179. West African Myodocopid Ostracoda (Cylindroleberididae) [with list of literature 
cited; by] Louis Kornicker and Francisca Elena Caraion 1974. iii+78 p.il. 4° * 
Paper, $1.75. @Item 910-D 
L.C. card 74-7335 SI 1.27:179 

208. Studies of subtribe Tachyina (Coleoptera, Carabidae, Bembidiini), pt. 3, systematics, 
phylogeny, and zoogeography of genus Tachyta Kirby [with list of literature cited; 
by Terry L. Erwin . 1975. iii+68 p.il. 4° + @Item 910-D in conan 


SOIL CONSERVATION SERVICE, Agriculture Dept. Washington, DC 
20250 


08370 Conservation highlights, 1974, summary of activities of Soil Conserva- 
tion Service for fiscal year 1974. [1975.] [4] p. 4° [Reprinted from 


Soil conservation.] + 
A 57.9/a:C 765/974 


08371 Flood hazard analyses, Salzer, Coal Creeks, Lewis County, Wash. [May 
1975.] [62] p.il. 23 pl. 4° [Prepared by Soil Conservation Service, 
Spokane, Wash., in cooperation with Lewis County Conservation 
District, Lewis County , Washington Department of Ecology and 
Cities of Centralia and Chehalis.}] # 

A 57.2:F 65/2 
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08372 Soil survey: Adams County, Colo. [with list of literature cited; by 
John J. Sampson ,and Thomas G. Baber ]. [Oct. 1974.] cover title, 
i+72 p.il. 93 p. of pl. and maps, map in pocket, 4° [Prepared in 
cooperation with Colorado hatiedendl Experiment Station. Text on 
p. 2 of cover. Map in pocket is colored.) + [Information incorrect 
in publication as to sale by Superintendent of Documents]. @Item 


102(Rev. 1957) 
A 57.38:Ad 1/4 


08373 Soil survey: Coal County, Okla. [with list of literature cited; by Gordon 
E. Moebius , Lyle C Shingleton , and Vinson A. Bogard]. [July 
1974.] cover title, [1]+60 p.il. 45 p. of pl. and maps, 4° [Prepared 
in cooperation with Oklahoma Agricultural experiment Station. Text 
on p. 2 of cover. One map is colored.] + @lItem 102(Rev. 1957) 
A 57.38:C 63/2 


08374 Soil survey: Dakota County, Nebr. with list of literature cited; by 

Norma L. Slama , Donald E. Kerl ,and Dean W. DaMoude]. [Jan. 

1976.] cover title, [I]+91 p.il. 32 p. of pl. and maps, 4° [Perpared 

in cooperation with University of Nebraska, Conservation and Survey 

Division. Test on p. 2 of cover. One map is colored.] + @Item 
102(Rev.1957) 

A 57.38:D 14 


08375 Soil survey; Dawson County, Mont. [with list of literature cited; by 
Tommie J. Holder and Pedro Pescador , jr.]. [Jan. 1976.] cover title, 
i+72 p.il. 142 p. of pl. and maps, 4° [Prepared in cooperation with 
Montana Agricultural Experiment Station. Text on p. 2 of cover. 
One map is colored.] + @Item 102(Rev. 1957) 

A 57.38:D 32/3 


08376 Soil survey: eastern Santa Clara area, California [with list of literature 
cited; by Wesley C. Lindsey ]. Sept. 1974. cover title,i+90 p.il. 50 
p. of pl. and maps, 4° [Prepared in cooperation with University 
of California Agricultural Experiment Station. One map is .colored.] 
+ (Information incorrect in publication as to sale by Superintendent 
of Documents). @lItem 102(Rev.1957) 
A 57/38:Sa 5c 


08377 Soil survey: Estill and Lee Counties, Ky. [with list of literature cited; 
by John H. Newton , Carl W. Hail , Thomas R. Leathers, Paul 
M. Love, Junius G. Stapp, Victor Vaught, and Peter E. Avers]. 
Aug. 1974. cover title, i+87 p.il. 71 p. of pl. and maps, 4° [Prepared 
in cooperation with Forest Service and Kentucky Agricultural Experi- 
ment Station. Text on p. 2 of cover. One map is colored] + 
(Information incorrect in publication as to sale by Superintendent 


of Documents). @lItem 102(Rev.1957) 
A 57.38:Es 8 


08378 Soil survey: Guthrie County, Iowa [with list of literature cited; by 
Robert C. Russell , Raymond I. Dideriksen , and Charles S. Fisher]. 
[Apr. 1974.] cover title, i+1I7 p.il. 97 p. of pl. and maps, 4° [Prepared 
in cooperation with Iowa Agriculture and Home Economics Experi- 
ment Station. Text on p. 2 of cover. One map is colored..] + 
{Information incorrect in publication as to sale by Superintendent 
of Documents]. @Item 102(Rev. 1957) 
A 57.38:G 98 


08379 Soil survey: Henrico County, Va. [with list of literature cited; by John 
W. Clay }. [Oct. 1975.] cover title , [I]+l19 p.il. 51 p. of pl. and 
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maps, 4° [Prepared in cooperation with Virginia Polytechnic Institute 
and State University. Text on p. 2 of cover. One map is colored.] 
+ @lItem 102(Rev.1957). 

A 57.38:H 39/3 


08380 Soil survey: Lipscomb County, Tex. [by Jack C. Williams ,] [Dec. 
1975.] cover title, [I]+66 p.il. 55 p. of pl. and maps, 4° [Prepared 
in cooperation with Texas Agricultural Experiment Station. Text on 


p. 2 of cover. One map is colored.] + @lItem 102(Rev.1957) 
A 57.38:L 66 


08381 Soil survey: Madison County, Iowa, Errata. [1975.] [2] p. 4° + @lItem 
102(Rev.1957) 
A 57.38:M 26/2/errata 


0s382 Soil survey: Martin County, Tex. [with list of literature cited; by Her- 
bert R. Stoner and Marvin L. Dixon ]. Dec. 1974. cover title, i+54 
p.il. 52 p. of pl. and maps, 4° [Prepared in cooperation with Texas 
Agricultural Experiment Station. Text on p. 2 on cover. One map 

is colored.] + @lItem 102(Rev. 1957) 
A 57.38:M 36 


03383 Soil survey: Mayaguez area of western Puerto Rico, area de Mayaguez, 

Puerto Rico [with list of literature cited; by Roberto E. Gierbolini 

]. [Dec. 1975.] cover title, ii+296 p.il. 101 p. of pl. and maps, 4° 

[Prepared in cooperation with University of Puerto Rico, College 

of Agricultural Sciences. Text on p. 2 of cover. One map is colored. 
English and Spanish.}] + @Item fo2(Rev. 1957) 

A 57.38:M 45/2 


03384 Soil survey: Mexcalo-Apache area, New Mexico, northeastern Otero 

County [with list of literature cited; by Raymond E. Neher ]. [Jan. 

1976.] cover title, [l]+79 p.il. 30 p. of pl. and maps, 4° [Prepared 

in cooperation with Department of Interior, Bureau of Indian Affairs, 

and New Mexico Agriculture Experiment Station. Text on p. 2 of 
cover.] + @lItem 102(Rev. 1957) 

A 57.38:M 56/2 


08385 Soil survey: Minidoka area, Idaho, parts of Minidoka, Blaine, and 
Lincoln Counties [with list of literature cited; by Harold L. Hansen 
]. Jan. 1975. cover title, i+72 p.il. 49 p. of pl. and maps, 4° [Prepared 
in cooperation with University of Idaho College of Agriculture, Idaho 
Agricultural Experiment Station, Text on p. 2 of cover.] + @Item 


ee A 57.38:M 66 


08386 Soil survey: Montgomery County, Miss. [with list of literature cited; 
by Abraham E. Thomas ]. [Dec. 1975.] cover title, [1]+50 p.il. 39 
p. of pl. and maps, 4° [Prepared in cooperation with Mississippi 
Agricultural and Forestry Experiment Station. Text on p. 2 of cover. 

One map is colored.] + @lItem 102(Rev. 1957) 
A 57.38:M 76/7 


08387 Soil survey: Nobles County, Minn. [with list of literature cited; by 
Dale Lorenzen and Donald W. Calkins ]. [Dec. 1975.] cover title, 
i+78 p.il. 63 p. of pl. and maps, 4° [Prepared in cooperation with 
Minnesota Agricultural a Station. Text on p. 2 of cover. 


One map is colored.] + @Item 102(Rev. 1957) 


A 57.38:N 66 
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os3s8 Soil survey: Ocala National Forest area, Florida, parts of Marion, Lake, 
and Putnam Counties [with list of literature cited: by D.Gray Aydelott 
, Henry C. Bullock , Albert L. Furman, Horace O. White, and 
James W. Spieth]. [1975.] cover title, i+64+ p.il. 4° [Prepared in 
cooperation with Forest Service and University of Florida Institute 
of Food and Agricultural Sciences, haladmend Experiment Stations 
Soil Science Department. Text on Pp. 2 of cover. Issued in portfolio 
oO 


with 19 pl. and maps. One map is colored.}] + @lItem 102(Rev.1957) 
A 57.38:Oc 1 


os389 Soil survey: Oliver County, N. Dak. [with list of literature cited; by 

Paul K. Weiser }. [Dec. 1975.] cover title, i+122 p.il. 71 p. of pl. 

and maps, 4° [Prepared in cooperation with North Dakota Agricul- 

tural Experiment Station. Text on p. 2 of cover] + @Item 
102(Rev.1957) 

A 57.38:01 4 


os390 Soil survey: Richland County, and Sheyenne National Grassland area 
of Ransom County, N.Dak. [with list of literature cited; by Donald 
G. Thompson and Lloyd L. Joos }. [Dec.1975.}] cover title, ii+14l 
p.il. 136 p. of pl. and maps, 4° [Prepared in cooperation with Forest 
Service and North Dakota Agricultural Experiment Station. Text on 

p. 2 of cover.] + @lItem 102 (Rev.1957) 
A 57.38:R 39/3 


os391 Soil survey: Rock County, Wis. [with list of literature cited; by Robert 
J. Engel , Howard F. Gundach , Keith O. Schmude, Carl L. Glocker, 
Edward L. Weber, and Frank L. Anderson]. July 1974. cover title, 
ii+160 p.il. 66 p. of pl. and maps, 4° [Prepared in cooperation with 
University of Wisconsin Department of Soil Science, Wisconsin 
Geological and Natural History Survey, and Wisconsin Agricultural 
Experiment Station. Text on p. 2 of cover. One map is colored.] 
+ (Information incorrect in publication as to sale by Superindendent 
of Documents). @Item 102(Rev 1957) 

A 57.38:R 59 


08392 Soil survey: Sussex County, Del. [with list of literature cited; by Wil- 
liam Ireland , jr. and Earle D. Matthews ]. [May 1974.] cover title, 
i+74 p.il. 86 p. of pl. and maps, 4° [Prepared in cooperation with 
Delaware Agricultural Experiment Station. Text on p. 2 of cover. 
One map is colored. Errata, | p., issued also.}] + (Information incor- 
rect in publication as to sale by Superintendent of Documents). 

@ltem 102(1957) 
A 57.38:Su 8/5 


08393 Soil survey: Venango County, Pa. [with list of literature cited; by 
Norman J. Churchill }]. [Dec.1975.] cover title, i+86 p.il. 61 p. of 
pl. and maps, 4° [Prepared in cooperation with Pennsylvania State 
University, College of Agriculture, and Pennsylvania Department of 
Environmental Resources, State Conservation Commission. Text on 


p. 2 of cover. One map is colored.] + @lItem 102(Rev.1957) 
A 57.38:V 55 


08394 Soil survey: Worth County, Iowa [with list of literature cited; by Russell 
L. Buckner and John D. Highland }. [Jan. 1976.] cover title, [1]+12l 
p.il. 64 p. of pl. and maps, 4° [Prepared in cooperation with Iowa 
Agriculture and Home Economics Experiment Station, Cooperative 
Extension Service, Iowa State University, and Department of Soil 


*For Sale by Superintendent of Documents 
+ Distribution Made by Issuing Office 
Page 146 #Not Available for Sale or Distribution 





APRIL 1976 


Conservation, State of Iowa. Text on p. 2 of cover.] + @Item 
102(Rev. 1957) 
A 57.38:W 89/3 


03395 Soil survey: Yakima Indian Reservation irrigated area, Washington, 
we of Yakima County [with list of literature cited; by Jack J. 
asmussen ]. [Jan. 1976.] cover title, i+5l p.il. 44 p. of pl. and maps, 

4° [Prepared in cooperation with Department of Interior, Bureau of 
Indian Affairs, and Washington State Agricultural Experiment Station. 

Text on p. 2 of cover. One map is colored.] + (Information incorrect 

a og as to sale by Superintendent of Documents). @Item 


ev. 1957) 
A 57.38:Y 1/2 


08396 Soil survey: Hughes County, S. Dak. [with list of literature cited; b 
Miles W. Smalley }. [Jan. 1975.] cover title, i+104 p.il. 73 p. of pL 
and maps, 4° [Prepared in cooperation with Department of Interior, 
Bureau of Indian Affairs, and South Dakota Agricultural Experiment 
Station. Text on p. 2 of cover. One map is colored.}] + @lItem 


102(Rev. 1957) 
A 57.38:H 87/2 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 
08397 Sport fishery and wildlife research 1972 [with list of publications]; edited 
by Van T. Harris and Paul H. Eschmeyer . 1974. iv+124 p.il. 4° 
(Division of Sport Fishery and Wildlife Research.) [Activities for 
calendar year 1972.] * Paper, $2.25 (S/N 2410-00383). @Item te 
I 49.1/6:972 


STATE DEPARTMENT Washington, DC 20520 


Background notes. ({Office of Media Service, Bureau of Public Af- 
fairs.]) [Issued with perforations.) * Paper, $23.10 a year, add $5.80 
for foreign mailing; single copy 30c. 

Austria [with reading list]. [Revised Aug.1974.] Aug.1974. 6 p.il. 4° ({Publication 7955.}) 


@ltem 862-B 
S 1.123:Au 7/974 


Bermuda [with reading list]. [Revised Sept.1974.] Sept.1974. 4 p.il. 4° ({Publication 7907.]) 


@ltem 862-B 

S 1.123:B 45/974 

Haiti [with reading list]. [Revised Aug.1974.] Aug.1974. 4 p.il, 4° ({Publication 8287.}) 
@ltem 862-B 

S 1.123:H 12/974 


Hong Kong [with reading list]. [Revised May 1974.] May 1974. 4 p.il. 4° ([{Publication 
8126.]) @Item 862-B 
S 1.123:H 75/974 
Index. [Revised Apr.1975.}] Apr.1975. [2] p. 4° ({Publication 8739.]) @lItem 862-B 
S$ 1.123/2:975 
Indonesia [with reading list]. [Revised July 1974.] July 1974. 7 p.il. 4° @lItem 862- 
B 


S 1.123:In 2/974 
Libya [with reading list]. [Revised Sept.1974.] Sept.I974. 5 p.il. 4° ([{Publication 7815.]) 


@ltem 862-B 
S 1.123:L 61/974 
Macao [with reading list]. [Revised May 1974.] May 1974. 4 p.il. 4° ({Publication 8352.]) 


@ltem 862-B 
S 1.123:M 11/974 
Malta [with reading list]. [Revised Oct.1974.] Oct.I974. 4 p.il. 4° ({Publication 8220.]}) 


@ltem 862-B 

S 1.123:M 29/6/974 

Paraguay [with reading list]. [Revised Sept.1974.] Sept.1974. 5 p.il. 4° ({Publication 8098.]}) 
B 


Item 862- 
§ 1.123:P 21/974 
§For Sale by National Technical Information Service, 
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Spanish Sahara [with reading list]. [Revised May 1974.] May 1974. 4 p.il. 4° @lItem 
862-B 


S 1.123:Sp 2/974 
Swaziland [with reading list]. [Revised Mar.1975.] Mar.1975. 6 p.il. 4° ({Publication 8174.}) 


@ltem 862-B 
S 1123:Sw 2/975 
United Kingdom [with reading list]. [Revised May 1975.] May 1975S. 8 p.il. 4° @lItem 
86 


; S 1.123:Un 34 k/975 


Department and foreign service series. 


150. Nineteen seventy-four report of Visa Office. [May 1975.] [3]+84 p.il. 4° ([{Publication 
8810; Bureau of Security and Consular Affairs.]) * Paper, $1.70 (S/N 044-000-01570- 

6). @ltem 863 
S 1.69:150 


Inter-American series. 


109. Historical study: U.S. policy toward Latin America, recognition and non-recognition 
of governments and interruptions in diplomatic relations, 1933-74, tabular summary; 
{by Donald D. Landa }. June 1975. [2]+16 p. 4° ({Publication 8819]; Bureau of 
Public Affairs, Historical Office.) [Prepared at request of Bureau of Inter-American 
Affairs.|] + @lItem 877 

S 1.26:109 


Inventory of government-supported research projects on foreign af- 

fairs, projects completed and in progress in fy 1975. 

v.2. East Asia. Nov.1975. vi+[I]+95 p.il. 4° ({Publication 8833]; Office of External 
Research, Bureau of Intelligence and Research.) [Prepared by Subcommittee on 
Foreign Affairs Research of NSC Under Secretaries Committee (USC/ FAR).] 

§ (Price upon application). 
S 1.101/10:975/v.2 


Europe. Nov.1975. vi+[{I}+I4l p.il. 4° ({Publication 8834]; Office of External 
Research, Bureau of Intelligence and Research.) [Prepared by Subcommittee on 
Foreign Affairs Research of NSC Under Secretaries Committee. (USC/FAR).] 
§ (Price upon application). 

S 1.101/10:975/v.3 


. Near East, South Asia, and Africa. Nov.1975. vi+[l}+120 p.il. 4° ((Publication 8835); 
Office of External Research, Bureau of Intelligence and Research.) [Prepared by 
Subcommittee on Foreign Affiars Research of NSC Under Secretaries Committee. 
(USC/FAR.] § (Price upon application). 

S 1.101/10:975/v.4 


. International relations. Nov.1975. xii+309 p.il. 4° ({Publication 8836]; Office of Exter- 
nal Research, Bureau of Intelligence and Research.) [Prepared by Subcommittee 
on Foreign Affairs Research of NSC Under Secretaries Committee (USC/FAR).] 


§ (Price upon application). 
S 1.101/10:975/v.5 


Population fact sheet. [1976.] [2] p.il. oblong 8° folded into narrow 
8° size. + @Item 876 
S 1.2:P 81 


Treaties and other international acts series. * Paper, $27.00 a yr. 
(approximately 150 issues), add $6.75 for foreign mailing; single copies 
vary in price. (Issues of $1.00 or more are not furnished as part 
of the subscription.) 


7722. Space laboratory cooperative program, agreement between United States and certain 
other governments, done Neuilly-sur-Seine Aug.14,1973, with memorandum of un- 
derstanding between National Aeronautics and Space Administration and European 
Space Research Organization; [entered into force Aug.l4 1973}. [1974.] [2]+45 p. 
(English, French, and German.] * Paper, 5Sc. @lItem 899 senrm 


7817. Single convention on narcotic drugs, 1961, addition of difenoxin to schedule | and 
amendment of schedule 3, notificatic:. by United Nations dated Mar.22,1974; [entered 
into force with respect to United States Mar.22, 1974]. [1974.] [2]+2 p. * Paper, 
25c. @Item 899 

S 9.10:7817 


7830. Space research project, agreement between United States, Brazil, and Federal 
Republic of Germany, effected by exchange of notes dated Brasilia Oct.17-19, 1973, 
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with memorandum of understanding signed Oct.I2, 15, and 16, 1973: [entered into 
force Oct.19,1973}. [1974.] [2]+10 p. [English and Portuguese.] * Paper, 25c. @Item 
899 


S 9.10:7830 

7836. Food and Agriculture Organization, amendments to constitution, adopted by !7th 

session of FAO Conference, Rome, Nov.l6, and 26, 1973. [1974.] [2}+6 p. [English, 
French, Spanish, and Arabic.] * Paper, 25c. @lItem 899 

S 9.10:7836 


7837. Telec ications, promotion of safety on Great Lakes by means of radio, 
agreement between United States and Canada, signed Ottawa Feb.26, 1973 with 
exchange of notes signed Washington May 6, 1974; [date of entry into force May 
6, 1975]. [(1975.] [2]+32 p. [English and French.] * Paper, 40c. @lItem 899 

S 9.10:7837 

7840 International trade in textiles, arrangement between United States and other govern- 
ments, done Geneva Dec.20, 1973; [entered into force Apr.l, 1974]. [1974.] [2]+62 
p. (English, French, and Spanish.} * Paper, 65c. @Item 899 

S 9.10:7840 


7843. Tracking station, Kwajalein Island, agreement between United States and Japan, 
effected by exchange of notes dated Tokyo Mar.27, 1974: [entered into force Mar.27, 
1974}. [1975.] [2]+5 p. [English and Japanese.] * Paper, 25c. @lItem 899 

S 9.10:7843 


7858. Defense, relinquishment of certain land at Camp Wallace, agreement between 

United States and Philippines, effected by exchange of notes dated Manila May 

20 and 30, 1974; [entered into force May 30, 1974]. [1974.] [2]+3 p. map * Paper, 
5Sc. @ltem 899 

S 9.10:7858 


8118. Amendment of single convention on narcotic drugs, 1961, protocol between United 
States and other governments, done Geneva Mar.25, 1972; [entered into force Aug.8, 
1975}. [1975.} (2}+137 p. (English, Franch, Chinese, Russian, and Spanish.] * Paper, 
$2.00. @Item 899 

S 9.10:8118 


8121. Drought recovery program, —— between United States and Ethiopia, signed 
Addis Ababa Feb.20 , 1975, an tt signed Addis Ababa Apr.!7, 
1974; [entered into force Apr.!7, SST [1975. J) (2}+13 p. *Paper, 30c. @Item 899 

S 9.10:8121 

8125. Narcotic drugs, equipment and training to curb illegal traffic, agreement between 
United States and Mexico, effected by exchange of letters signed Mexico June 
25, 1975; [entered into force June 25, 1975]. [1975.] [2]+6 p. [English and Spanish.] 
* Paper, 25c. @ltem 899 

S 9.10:8125 


8126. Certificates of airworthiness for imported aeronautical products and components, 
agreement between United States and Australia, effected by exchange of notes 
signed Washington Dec.24, 1974 and June ll, 1975; [entered into force June ll, 1975.] 
[1975.] [2]+9 p. * Paper, 30c. @Item 899 

S 9.10:8126 


8128. Economic cooperation, agreement between United States and Saudi Arabia, done 
Washington Feb.27, 1975; [entered into force Feb.I7, 1975]. [1975.] [2]+10 p. * Paper, 
30c. @item 899 

S 9.10:8128 


8129. Remote sensing, acquisition of satellite data, memorandum of understanding between 
United States and Zaire, signed Washington Jan.6, 1975 and Kinshasa Jan.3l, 1975; 
[entered into force Jan.31, 1975}. [1975.] [2]+6 p. * Paper, 25c. @Item 899 

S 9.10:8129 


8131. Illegal entry of migratory workers, agreement between United States and Mexico, 
signed Washington July 18, 1973; [entered into force July 18, 1973]. [1975.] [(2]+18 

p. (English and Spanish.] * Paper, 35c. @Item 899 
S 9.10:8131 








08433 You and your passport. [Revised Sept.1974.] [1974.] 17 p.il. narrow 8° 
({Passport Office.]) * Paper, 45c. (S/N 4400-01530). @Item 876 
S 1.2:P 26/29/974-2 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


08434 Field crops, production, farm use, sales, value, 1973-74. May 12, 1975S. 


30 p. 4° (CrPr (75); Crop Reporting Board.) + @lItem 24-I 
A 92.19:973-74 


§For Sale by National Technical Information Service, 
Springfield, VA 22151 
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0s435 Indiana crop summary, 1974, field crops. Jan. 28, 1975. [2] p. ° (State 
Statistical Reporting Service.) [Prepared in cooperation with Indiana 
Crop and Livestock Reporting Service, Agricultural Experiment Sta- 
tion, Purdue University, Lafayette, Ind.] + 
A 92.36:In 2/C 88/974 


08436 Indiana, lamb crop continues to decline. Feb. 10, 1975. [2] p. f° (State 
Statistical Reporting Service.) [Prepared in cooperation with Indiana 
Crop and Livestock Reporting Service, Agricultural Experiment Sta- 
tion, Purdue University, Lafayette, Ind.] + 
A 92.36:In 2/L 16 


08437 Indiana, livestock inventory, livestock values show mixed changes. Feb. 
18, 1975. [2] p. f (State Statistical Reporting Service.) [Prepared 
in cooperation with Indiana Crop and Livestock Reporting Service, 
Agricultural Experiment Station, Purdue University, Lafayette, Inc.] 
+ 


A 92.36:In 2/L 76 


Indiana, sheep and lambs, sheep and lambs on feed down 6 percent, 
U.S. off 22 percent. Jan. 22, 1975. 2 p. 4° (State Statistical Reporting 
Service.) [Prepared in cooperation with Indiana Crop and Livestock 
Reporting Service, Agricultural Experiment Station, Purdue Universi- 


ty, Lafayette, Inc.] + 
A 92.36:In 2/Sh 3 
Noncitrus fruits and nuts, 1975 annual summary, production, use, value. 


Jan. 13, 1976. 42 p. 4 (FrNt 1-3(76); Crop Reporting Board.) + 
@ltem 122-A-4 
A 92.11/2-2:975 


Prices received by farmers, manufacturing grade milk in Minnesota 
and Wisconsin, 1972-74. July 1975. 6 p. 4° (Pr 1-4(7-75); Crop Reporting 


Board.) + 
A 92.16/3:972-74 


Prospective plantings. Mar. 17, 1975. A-7+B-I8 p. 4° (CrPr 2-4 (3-75); 
Crop Reporting Board.) + @lItem 20-B 
A 92.24/2:975-2 


Sheep and lambs on feed, 7 selected States. Nov. 1, 1974. 2 p. 4 
(MtAn 5-2 (1-74); Crop Reporting Board.) + 
A 92.18/9:974-3 


SUPREME COURT Washington, DC 20543 


08443 United States reports: v.4l6, Cases adjudged in Supreme Court at Oct. 
term, 1973, Apr.l- (in part) May 20, 1974: Henry Putzel , jr. reporter 
of decision. 1975. lxviii+1045 p. [Also issued in 3 preliminary prints, 
each case issued separately, Pages 867-900 omitted intentionally, this 
does not indicate omission in text.] *Cloth, $12.40 (S/N 028-001- 
00385-1). @Item 741 

Ju 6.8:416 


TAX COURT Washington, DC 20044 
Reports of Tax Court: v.63, Oct.1,1974-Mar.31,1975; Ella C. Thomas , 
reporter. 1975. xxv+857 p. * Cloth, $10.75 (S/N 028-005-001 31-4). 
@ltem 742 
Ju 11.7:63 
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TRANSPORTATION DEPARTMENT Washington DC 20590 


Bibliographic list. 
8. [compiled by Anne B. La Foy }. Apr. 1975. [I]+iv+39 p. 4° (Office of Administrative 
Operations, Library Services Division.) + @lItem 982-C-9 
TD L.15:8 


Bicycling for everyone. [July 1974.] [23] p.il. oblong 8° ({[DOT P 5600.3; 


Office of Public Affairs.]) * Paper, 5Sc. @lItem 982-C-l 
TD 1.2:B 47/2 


DOT TST-(series). 


74-12. Action plan for national network of transportation research information services 
(TRISNET), report of Committee on Transportation Research Information Systems. 
Dec. 1973. cover title, [I]+vi+38+A-2 p.il. 4° (Office of Assistant Secretary for 
Systems Development and Technology.) [Prepared by Highway Research Board, 
Division of Engineering, National Research Council, National Academy of Sciences, 
under contract DOT-OS-00035.] § (Price upon application). 

TD 1.20:74-12 


74-20. Truck noise 3-C: Source analysis and experiments with noise control treatments 
applied to Freightliner quieted truck, 3d report [with list of references; by] Erich 
K. Bender , William N. Patterson , Michael C. Kaye. Jan. 1974. cover title, xiv+1l6 
p.il. 4° (Office of Noise Abatement.) [Prepared by Bolt, Beranek & Newman, Inc., 
Cambridge, Mass., under contract DOT-OS-20095.]_ § (Price upon application). 
TD 1.20:74-20 
74-21. Truck noise |-A: Noise evaluation tests of military truck tires, final report [with 
lists of references; by] William A. Leasure , jr., Denzil E. Mathews , William 
J. Rinkinen. Feb. 1974. cover title, [I]+i+52 p.il. 4° (Office of Noise Abatement.) 
[Prepared by National Bureau of Standards, Mechanics Division, under contract 
DOT-AS-10004.]  § (Price upon application). 
TD 1.20:74-21 


74-22. Truck noise 4-C: reduction of cooling system noise on heavy duty diesel trucks, 
3d report [with list of references; by] James T. Shrader and W.H. Page . May 
1974. cover title, [165] p.il. 4° (Office of Noise Abatement.) [Prepared by International 
Harvester Co., Truck Division Engineering, Fort Wayne, Ind., under contract DOT- 
OS-20222.] § (Price upon application). 

TD 1.20:74-22 


75-3. Airport noise reduction forecast: v.1, Summary report for 23 airports, final report 
{with list of references; by] Carroll Bartel , Louis C. Sutherland , and Leroy Simpson. 
Oct. 1974. cover title, [227] p.il. 4° (Office of Noise Abatement.) [Prepared by 
Wyle Research, Wyle Laboratories, El Segundo, Calif., and R. Dixon Speas As- 
sociates, Manhasset, Long Island, N.Y., under contract DOT-OS-20088.} § (Price 
upon application). 

TD 1.20:75-3 


75-4. Airport noise reduction forecast: v.2, NEF computer program description and user's 

manual, final report [with list of references; by] Carroll Bartel , Charles Coughlin 

, John Moran, and Larry Watkins. Oct. 1974. cover title, [229] p.il. 4° (Office 

of Noise Abatement.) [Prepared by Wyle Research, Wyle Laboratories, El Segundo, 
Calif., under contract DOT-OS-20088.] § (Price upon application). 

TD 1.20:75-4 


75-14. Truck noise 4-D: Reduction of intake and exhaust system noise on heavy duty 
diesel trucks, 4th report [with list of references; by] J.T. Shrader and N. Priadka 
. Oct. 1974. cover title, [144] p.il. 4° (Office of Noise Abatement.) [Prepared by 
International Harvester Co., Truck Division Engineering, Fort Wayne, Ind., under 
contract DOT-OS-20222. Indludes copyright material.} § (Price upon application). 
TD 1.20:75-14 
75-21. Sound and vibration measurements for Concorde supersonic transport and subsonic 
jet aircraft, final report; [by John H. Wiggins }. July 1974. cover title, [123] p.il. 
4° (Office of Noise Abatement.) [Prepared by J.H. Wiggins Co., Redondo Beach, 
Calif., under contract DOT-OS-40121.] § (Price upon application). 
TD 1.20:75-21 


75-22. Truck noise 3-D; Economics of quieting Freightliner cab-over-engine diesel truck, 
4th report [with list of references; by] Gene E. Fax , Michael C. Kaye . Oct. 
1974. cover title, xvi+106 p.il. 4° (Office of Noise Abatement.) [Prepared by Bolt, 
Beranek & Newman, Inc., Cambridge, Mass.] § (Price upon application). 

TD 1.20:75-22 

75-23. Truck noise 3-F: Final configuration of Freightliner quieted truck, 6th report 
{with list of references; by] Michael C. Kaye , Erich K. Bender . Oct. 1974. cover 
title, viii+58 p.il. 4° (Office of Noise Abatement.) [Prepared by Freightliner Corp., 


§For Sale by National Technical Information Service, 
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Portland, Oreg., and Bolt, Beranek & Newman, Inc., Cambridge, Mass.] § (Price 
upon application). 
TD 1.20:75-23 


75-27. Scotlandville before highway, analysis of land use, population density and minority 
business before Scotlandville Bypass, Ist year final report [with list of references). 
Aug. 1974. cover title, [I]+vii+50 p.il. 4° (Office of University Research.) [Prepared 
by Economic Research and Transportation Center, Southern University, Baton 
Rouge, La., under contract DOT-OS-30094.] § (Price upon application). 

TD 1.20:75-27 

75-41. Thermodynamics of bridges, roadways, and runways, final report [with list of 
references; by K.M. Pell , J.E. Nydahl , V.A. Cundy]. Nov. 1974. cover title, 
[7]+iii+66 p.il. 4° (Office of University Research.) [Prepared by University of 
Wyoming, Department of Mechanical Engineering, Laramie, Wyo., under contract 
DOT-OS-40017.] § (Price upon application). 

TD 1.20:75-41 


75-60. Truck noise 7-A: Experimental investigation of truck tire sound and vibration, 
Ist report [with list of references; by] William F. Reiter , jr., Allen C. Eberhardt 
, Leon J. Harper, Thomas L. Atkinson. Dec. 1974. cover title, vii+291 p.il. 4° 
(Office of Noise Abatement.) [Prepared by Center for Acoustical Studies, Department 
of Mechanical and Aerospace Engineering, North Carolina State University, Raleigh, 
N.C., under contract DOT-OS-20105.] § (Price upon application). 
TD 1.20:75-60 


75-62. Closed loop control of internal combustion engine exhaust emissions, final report 
{with list of references; by J.David Powell , Mont Hubbard ]. Feb. 1974. cover 
title, vi+63 p.il. 4° (Office of University Research.) [Prepared by Stanford Universi- 
ty, Department of Aeronautics and Astronautics, Stanford, Calif., under contract 
DOT-OS-30lll.] § (Price upon application). 

TD 1.20:75-62 


75-66. Feasibility study of hydraulic jet kerfing to improve efficiency of mechanical 
disc cutting; [by] Fun-Den Wang , Richard Robbins , John Olsen. Sept. 1974. cover 
title, [3]+54 p.il. 4° (Office of Systems Engineering.) [Prepared by Excavation En- 
gineer and Earth Mechanics Institute, Colorado School of Mines Golden, Colo., 
under contract DOT-OS-40033.]  § (Price upon application). 

TD 1.20:75-66 


75-94. Development and evaluation of incident detection algorithms for electronic detector 
systems on freeways, interim report [with list of references: by Masami Sakasita 
and Adolf D. May }. Aug. 1974. cover title, xi+213 p.il. 4° (Office of University 
Research.) [Prepared by Institute of Transportation and Traffic Engineering, Universi- 
ty of California, Berkeley, Calif.] § (Price upon application). esseases 

TS 1.20:75- 


75-96. Freeway on-ramp traffic-responsive control methodology, interim report [with list 
of references: by Menahem Eldor and Adolf D. May ]. Apr. 1975. cover title, 
vii+105 p.il. 4° (Office of University Research.) [Prepared by Institution of Transpor- 
tation and Traffic Engineering, University of California, Berkeley, Calif., under 
contract DOT-OS-400K4.]  § (Price upon application). om isesses 


75-104. Dynamic interactions of PRT vehicles and elevated guideways, final report [with 
list of references; by Peter W. Likins }. Mar. 1975. cover title, [3]+55 p.il. 4° 
(Office of University Research.) [Prepared by Department of Mechanics and Struc- 
tures, School of Engineering and Applied Science, University of California, Los 
Angeles, Calif., under contract DOT-OS-40080.] § (Price upon application). 

TD 1.20:75-104 

75-109. Truck noise 4-B: Identifying sources of noise on heavy duty, diesel truck, 2nd 
report (with list of references; by] J.T. Shrader . May 1975. cover title, [89] p.il. 
4° (Office of Noise Abatement.) [Prepared by International Harvester Co., Truck 
Division Engineering, under contract DOT-OS-20222. Includes copyright material.] 
§ (Price upon application). 

TD 1.20:75-109 


76-5. Summary of awards under supplementary solicitation for interdisciplinary research, 
fiscal year 1975 program of university research. Sept. 1, 1975. cover title, [4]+6 
p. 4° (Office of University Research.) § (Price upon application). 73190068 


76-29. Truck noise 3-G: Field test of Freightliner quieted truck [with list of references; 
by] Erich K. Bender , Michael C. Kaye . Sept. 1975. cover title, xii+i62 p.il. 4° 
(Office of Noise Abatement.) [Prepared by Bolt, Beraneck & Newman, Inc., Cam- 
bridge, Mass., and Freightliner Corp., Portland, Oreg.] § (Price upon application). 

TD 1.20:76-29 

76-33. Truck noise 3-E: Freightliner quieted truck cooling system, Sth report [with list 
of references; by] Thomas D. Hutton jr., Michael C. Kaye . Sept. 1975. cover 
title, vii+47 p.il. 4° (Office of Noise Abatement.) [Prepared by Freightliner Corp., 
under contract DOT-OS-20095.] § (Price upon application). 

TD 1.20:76-33/ * 
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08469 74-42. Evaluation of diesel engine performance with intake and exhaust system throttling: 
v.l, Text and appendices A through H; [by] R. Hern , B. Eccleston , W. Marshall. 
Nov. 1975. cover title, ix+137 p.il. 4° (Office of Assistant Secretary for Systems 
Development and Technology; Office of Noise Abatement.) [Prepared by Energy 
Research and Development Administration, Bartlesville Energy Research Center, 
Bartlesville, Ohio, under contract RA-73-2.] § (Price upon application). 

TD 1.20/2:74-42/v.1 

74-42. Evaluation of diesel engine performance with intake and exhaust system throttling: 

v.2, Appendix i; [by] R. Hern , B. Eccleston , W. Marshall. Nov. 1975. cover 

title, iii+139-324 p. 4° (Office of Assistant Secretary for Systems Development 

and Technology; Office of Noise Abatement.) [Perpared by Energy Research and 

Development Administration, Bartlesville Energy Research Center, Bartlesville, Ohio, 
under contract RA-73-2.] § (Price upon application). 

TD 1.20/2:74-42/v.2 


75-22. Summary of opportunities to conserve transportation energy, final report [with 
list of references; by] John Pollard , David Hiatt , David Rubin. Revised Aug. 
1975. [1975.] cover title, [109] p.il. 4° (Office of Transportation Energy Policy.) 
[Prepared by Transportation Systems Center, Cambridge, Mass., under work unit 
OPS02/R6815.] § (Price upon application). 

TD 1.20/2:75-22 


75-33. Energy statistics, supplement to summary of national transportation statistics, 
final report [with bibliography; by William F. Gay ]. Aug. 1975. cover title, viii+160 
p.il. 4° (Assistant Secretary for Policy, Plans, and International Affairs.) [Prepared 
by Transportation Systems Center, Cambridge, Mass.] * Paper, 2.35. @lItem 982- 


TD 1.20/2:75-33 

75-36. Social impacts of energy shortage, behavioral and attitude shifts, final report 
{with list of references; by] Mary D. Stearns . Sept. 1975. cover title, [123] p. 
4° (Office of Transportation Energy Policy.) § (Price upon application). 

TD 1.20/2:75-36 

75-40. See National Aeronautics and Space Administration, NASA technical memorandum 
T™ X-3295. 

75-44. Engine performance test of 1975 Chrysler-Nissan model CN633 diesel engine, 
interim report; [by] W.F. Marshall , K.R. Stamper . Sept. 1975. cover title, iii+31 
p.il. 4° (Office of Systems Engineering.) [Prepared by U.S. Energy Research and 
Development Administration, Bartlesville Energy Research Center, Bartlesville, 
Okla., under contract RA-75-10.] § (Price upon application). 

TD 1.20/2:75-44 


75-46. Study of technological improvements to optimize truck configurations for fuel 
economy, final report [with list of references; by] Donald A. Hurter , W. David 
Lee . Sept. 1975. cover title, [166] p.il. 4° (Office of Assistant Secretary for Systems 
Develop t and Technology; Office of Systems Engineering.) [Prepared by Arthur 
D. Little, Inc., Cambridge, Mass., under contract DOT-TSC-627.] § (Price upon 


application). TD 1.20/2:75-46 


Eighth annual report, fiscal year 1974. [1975.] 63 p.il. 4° * Paper, $1.60. 
@ltem 982-C 
TD 1.1:974 





OST/TST (series). 


72-2. Truck noise 2, interior and exterior A-weighted sound levels of typical highway 
trucks, final report [with list of references; by] William H. Close and Robert M. 
Clarke . July 1972. cover title, viii+90 p.il. 4° (Office of Noise Abatement.) § 


(Price upon application). 
TD 1.20/3:72-2 


os479 Status of urban corridor demonstration program, July 1974, Dallas, 
Louisville, Minneapolis, New York, Philadelphia, Washington, Cincin- 
nati. [1974.] cover title, [3]+86 p.il. oblong 8° (DOT P 6500.2.) 
[Prepared by Alan M. Voorhees and Associates, Inc., for Federal 
Highway Administration and Urban Mass Transportation Administra- 


Paper, $1.80. (S/N 5001-00080). @Item 982-C-1 


tion.] 
TD 1.2:Ur 1/10/974 
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os4g0 Today’s R & D, building base for better transportation. [Apr. 1975.] 
44 p.il. 4° (Office of Assistant Secretary for Systems Development 
and Technology.) + @lItem 982-C-1 a 


TREASURY DEPARTMENT Washington, DC 20220 


Department circular, public debt series. 


7-75. 7 3/4 percent Treasury notes of series B-1981, dated Nov. 1S, 1974, with interest 


from Mar. 19, 1975, due Nov. 15, 1981. Mar. 5, 1975.2 p. 4° + @lItem 924 
T 1.4/3:7-75 


30-75. Treasury notes of series H-1978, dated and bearing interest from Oct. 22, 1975, 


due Dec. 31, 1978. Oct. 2, 1975.3 p. 4° + @ltem 924 
T 1.4/3:30-75 


31-75. Treasury notes of series N-1977, dated and bearing interest from Oct. 31, 1975, 


due Oct. 31, 1977. Oct. 10, 1975.3 p. 4° + @Item 924 
T 1.4/3:31-75 


UNEMPLOYMENT INSURANCE SERVICE, Labor Department 
Washington, DC 20213 


Significant provisions of State unemployment insurance laws, Jan.l, 
1969. [1969.] [2] p. f° folded into oblong 12° size. [Issued semiannually.] 
+ 


L 33.10:969-2 


Significant provisions of State unemployment insurance laws, Jan.4, 
1970. [1970.] [2] p. f° folded into oblong 12° size. [Issued semiannually.] 
+ 


L 33.10:970 


Significant provisions of State unemployment insurance laws, July 5, 


1970. [1970.] [2] p. £0 folded into oblong 12° size. [Issued semiannually.] 
+ 
L 33.10:970-2 


Significant provisions of State unemployment insurance laws, Jan.4, 
1971. [1971.] [2] p. f° folded into oblong 12° size. [Issued semiannually.] 
+ 


L 33.10:971 


Significant provisions of State unemployment insurance laws, July 4, 
1971. [1971.] [2] p. f° folded into oblong 12° size. [Issued semiannually.] 
+ 


L 33.10:971-2 


Significant provisions of State unemployment insurance laws, Jan. 2, 
1972. [1972.] [2] p. f° folded into oblong 12° size. [Issued semiannually.) 
+ 


L 33.10:972 


os490 Significant provisions of State unemployment insurance laws, Jan.7, 
1973. [1973.] [2] p. f° folded into oblong 12° size. [Issued semiannually.] 
+ 


L, 33.10:973 


os491 Significant provisions of State unemployment insurance laws, July 1, 
1973. [1973.] [2] p. f° folded into oblong 12° size. [Issued semiannually.] 
+ 


L 33.10:973-2 
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os492 Significant provisions of State unemployment insurance laws, Jan.6, 
1974. [1974.] [2] p. f° folded into oblong 12° size. [Issued semiannually.] 
+ 


L 33.10:974 


08493 Significant provisions of State unemployment insurance laws, July 8, 
1974. [1974.] [2] p. f° folded into oblong 12° size. [Issued semiannually.]} 


+ 
L 33.10:974-2 


os494 Significant provisions of State unemployment insurance laws, July 15, 
1975. [1975.] [5] p. 4° [Issued semiannually.] + 
L 33.10:975-2 


UNITED STATES INTERNATIONAL TRADE COMMISSION 
Washington, DC 20436 
os49s Synthetic organic chemicals, United States production and sales, 1972, 
under provisions of sec.332 of Tariff act of 1930, as amended. 1974. 
iii+260 p. 4° (TC publication 681.) * Paper, $2.70 (S/N 4900-00038). 
@ltem 982-A 
TC 1.33:972 


UNITED STATES POSTAL SERVICE Washington, DC 20260 
Methods handbook, series M. 


08496 31. Air service instructions. Revised edition. [1974.] cover title, [97] p.il. [Includes transmit- 


tal letter 6, Apr. 26, 1974. Issued with perforations.] * Paper, $1.20. @lItem 843 
P 1.31/7:31/2 


UNITED STATES TRAVEL SERVICE, Commerce Dept. Washington, 
DC 20230 


os497 Visit USA outlets abroad. 1976. cover title, 32 p. + @lItem 271-A- 
l 
C 47.2:V 82/7/9176 


VETERANS ADMINISTRATION Washington, DC 20420 


os498 Index to Veterans Administration publications. Nov. 1, 1975. cover title, 
vi+213 P- 4° (VA index 1-03-l.) [Rescission of VA index 1-03-l, Nov. 

1, 1974. Issued with perforations.] + @Item 986 
VA 1.20:975 


[Information bulletin] IB (series). 


08499 1-49. Cooperative studies in mental health & behavioral sciences, annotated bibliography 
summarizing 2 decades of cooperative research in mental health and behavioral 
sciences, 1956-75; [prepared by Susan Abrams and Sandra Ciufo }. 1975. cover title, 
xiv+7l p.il. 4° (Department of Medicine and Surgery.) + @lItem 986-A 

VA 1.22:11-49 

08500 ll-Sl. Highlights of 20th annual conference, Veterans Administration studies in mental 
health and behavioral sciences, Chicago, Ill., Apr. 9-ll, 1975. [1975.] cover title, 
xvii+132 p.il. 4° [Prepared by staff of Central NP Research Laboratory, Veterans 
Administration Hospital, Perry Point, Md. Co-sponsored by Department of 
Psychiatry, Division of Biological Sciences, Pritzker School of Medicine, University 
of Chicago.}] + @lItem 986-A wa tenes 


VA pamphlet. 


08501 06-76-1. Veterans Administration, past and present. [Jan. 1976.] cover title, 16 p.il. narrow 
+ @ltem 988 
VA 119:06-76-1 


§For Sale by National Technical Information Service, 
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08502 29-9. Service-disabled veterans insurance, RH, information and premium rates. [Revised 
Nov. 1975.] [1975.] 1S p. narrow 12° [Rescinds VA pamphlet 29-9, revised May 1972.] 


+ @lItem 988 
VA L19:29-9/4 


WAGE AND HOUR DIVISION, Labor Dept. Washington, DC 20210 
osso3 Executive, administrative, professional and outside salesmen exe 
tions under Fair labor standards act. Revised Sept. 1975. [1975.] 
p. 4° (WH Publication 1263.) + @lItem 777 
L 36.202:Sa 3/975 


Interpretive bulletin, title 29 of Code of Federal Regulations. 


08504 778. Overtime compensation under Fair labor standards act of 1938, as amended. [1974.] 
iv+52 p. 4° (WH Publication 1262.) [Conforms to Code of Federal Regulations 

as of Jan. 31, 1969.] + @lItem 778 
L 36.209:778 


Regulations, title 29, Code of Federal Regulations. 


08505 5. Regulations; pt.5, Labor standards provisions applicable to contracts covering Federally 
financed and assisted construction. Revised Aug. 1975. [1975.] [24] p. 4° (WH publica- 
tion 1244.) (Conforms to Code of Federal Regulations as of Feb. 19, 1975. Issued 
with perforations.} + @lItem 780 

L 36.206/2:5 


08506 541. Defining terms ‘executive,’ ‘administrative, ‘professional, and ‘outside salesman.‘ 
Revised 1975. [1975.] [23] p. 4° (WH Publication 1281.) + @lItem 780 
L 36.206/2:541 


osso7 Wage garnishment law. Revised Dec. 1975. [1975.] [I]+9 p. 4° (WH 
Publication 1324.) + @lItem 777 
L 36.202:W 12/3 


WATER PROGRAMS OPERATIONS OFFICE, Environmental 
Protection Agency Washington, DC 20460 


ossos Oil a and spills of hazardous substances. [Mar. 3, 1974., [2]+28+[I] 
il. 


p.i , (Oil and Special Materials Control Division.) + @Item 
473-A- 
EP 2.2:0i 5/4/ * 
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A 


Abelson, Donald S., Guide to standards activi- 
ties of Federal agencies, 06668 

Abrams, Susan, Cooperative studies in mental 
health & behavioral sciences, 08499 

Adams, Catherine F., Nutritive value of Amer- 
ican foods in common units, 06519 

Adams, Gene W., Sources and sinks of energy 
in lower thermosphere, 08278 

Aderhold, Monroe E., Marketing in India, 07441 

Aikele, J.H., Survey of field laboratories of Bu- 
reau of Reclamation, 08346 

Albright, John L.: 
Mineral industry of Iraq, 08072 
Mineral industry of Kuwait and Saudi Arabia, 

08073 

Alley, William E., Feasibility of estimating per- 
sonnel turnover from survey data, longitudinal 
study, 06544 

Alverson, Larry J., Rhenium, 08083 

Au, Shu-fun, Vegetation and ecological 
processes on Shackleford Bank, N.C., 08302 

Aydelott, D.Gray, Soil survey of Ocala National 
Forest area, Florida, parts of Marion, Lake, 
and Putnam Counties, 08388 


B 


Baker, Margaret A., Adherence of porcelain 

enamel to aluminum, 08193 

Bandeen, William R., Possible relationships 
between solar activity and meteorological 

phenomena, symposinm, 08128 

Barger, Raymond L., ion of Theodorsen 
theory to representation ‘of airfoil as combina- 

tion of lifting line and thickness distribution , 

08175 

Barker, L., HEGIS 9, requirements and specifi- 

cations for survey, 08214 

Barsky, Carl, Union wages and hours, building 
trades, 07964 
Bartel, Carroll: 

Airport noise reduction forecast, 
puter program description 
manual, 08452 

Airport noise reduction forecast, summary re- 
port for 23 airports, 08451 

Bartlett, Dewey F., Activities related to resettle- 

ment of refugees in Somalia, 07200 

Baugh, Thomas Michael, Land at river's end, 
‘Copper River delta, 07681 

Beatty, Marvin E., Effects of l- and 2-MeV elec- 
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Authorization of appropriations for fiscal year 
transition, 07119 

Authorizing additional appropriations to carry 
out Peace Corps act, 06817 

Authorizing additional expenditures by Commit- 
tee on Appropriations for routine purposes, 
07092 


Authorizing and modifying various Federal recla- 
mation projects and programs, 06862 

Authorizing appointment of Marine Corps of- 
ficers to be Assistant Commandant of Marine 
Corps in grade of general, 07162 

Authorizing appropriations for Indian Claims 
Commission, 06818 

Authorizing appropriations for Nuclear Regulato- 
ry Commission, 06814 

Authorizing exchange of lands for entrance road 
at Guadalupe Mountains National Park, Tex., 
06857 

Authorizing printing as House document of 
revised edition of publication entitled History 
of United States House of Representatives, 
07104 

Authorizing printing as Senate document of com- 
pilation entitled Majority and minority leaders 
of Senate, 07105 
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Authorizing printing of additional copies of 
House hearing of 93d Congress, entitled Am- 
nestv, 07103 

Authorizing printing of hearings and panels of 
House Select Committee on Committees as 
House document, 07094 

Authorizing printing of revised edition of House 
document entitled Our American Government, 
what is it? how does it function? as House 
document, 07093 

Authorizing printing revised edition of booklet 
entitled History and operation of House 
majority organization, 94th Congress, as 
House document, 07095 

Authorizing Secretary of Interior to engage in 
feasibility investigations of certain potential 
water resource developments , 06834 

Authorizing Smithsonian Institution 
museum support facilities, 06813 

Authorizing U.S. contributions to United Na- 
tions peacekeeping forces, 06804 

Authorizing voluntary withholding of State in- 
come taxes in case of Members and congres- 
sional employees, 06839 

Auto safety program, identifying defects and re- 
calling defective vehicles, 07809 

Automation of railroad shunting yards, 07918 

Auxiliary instructors guide, 06652 

Availability of U.S. primary lead resources, 
08041 

Available publications of USDA's Agricultural 
Marketing Service, 06512 

Aviation education series, 07603 

Aviation industries profiles and energy usage 
characteristics, 07635 

Aviation plan, 06653 

Awards register, grants 
07540 


to plan 


assistance programs, 


B 


Background and status of multilateral trade 
negotiations, 07049 

Background materials relating to United States- 
Soviet Union commercial agreements, 07234 

Background notes, 08398-404, 08406-10 

Balanced program plan, analysis for biomedical 
and environmental research, 07494 

Banning of 2 toys and certain aerosol spray ad- 
hesives, 07790 

Basic problems of studying pheromonal commu- 
nication in insects, 07895 

Beef research and information act, 06867, 07117 

Better controls needed for health maintenance 
organizations under Medicaid in California, 
07691 

Better office skills and service, 06640 

Beverage containers, Vermont experience, 07594 

Beverages, 06592 

Bibliography on Canadian new towns, 07855 

Bibliography on new towns in French language, 
07856 

Bicentennial and national parks, 08286 

Bicycling for everyone, 

Big Hole National Battlefield, 08287 

Biochemical profiles of submariners, longitudinal 
health study, 08001 

Biographical treatment of creative individual, 
07890 


Black lung benefits act of 1972, first annual re- 
port on administration, 07455 
Blackwell family, Carrie Chapman Catt, and Na- 
tional American Women Suffrage Association, 
registers of papers in Manuscript Division of 
Library of Congress, 07993 
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Blasting tests in porphyry copper. deposit in 
preparation for in situ extraction, 08090 

Board for International Broadcasting authoriza- 
tion, 06970 

Bomb summary, 07620-2 

BOMEX rawinsonde atlas, 07537 

Booster rocket guidance system, 07892 

Brices Cross Roads National Battlefield Site, 
08288 


Brief summary of H.R. 17488, Energy tax and in- 
dividual relief act, 07050 

Briefing of Conference of Great Lakes Con- 
gressmen, 07021 

Briefing on military airlift capability during Mid- 
dle East conflict, 06919 

Briefings on Diego Garcia and patrol frigate, 
07242 

Budget rescission bill, 06913 

Building science series, 08193, 08195-6 

Bureau of Mines films catalog, 08019 

Bureau of Mines test procedures for rocks, 
08040 

Buying for retail stores, 08364 


¢ 


Cambrian and Ordovician rocks of southern 
Arizona and New Mexico and westernmost 
Texas, 07844 

Campaign Finance Director nomination, 07232 

Career with FHWA, typists and stenographers, 
07656 

Case studies of selected manpower programs, 
07295 

Casemates and cannonballs, archeological in- 
vestigations at Fort Stanwix National Monu- 
ment, 08300 

Catalog of copyright entries, 07327 

Catalyst deactivation in hot-gas-recycle methana- 
tion reactors, mathematical model, 07503 

Catalytic desulfurization and denitrogenation, 
07564 

Causes of excessive profits on defense and 
space contracts, 07804 

Celebrate the American worker, 07936 

Census of construction industries, special report, 
06591 

Census of manufactures, industry series, 06592-3 

Census of manufactures, special report series, 
06594 

Census of manufactures, subject series, 06595-6 

Census of population, supplementary report, 
06597-9 

Census of retail trade, area statistics, 06600-1 

Census of retail trade, major retail centers in 
standard metropolitan statistical areas, 06602- 
10 

Census of retail trade, subject series, 06611 

Census of selected service industries, 
statistics, 066 12-3 

Census of selected service industries, subject se- 
ries, 06614-7 

Census of wholesale trade, 06619 

Census of wholesale trade, area statistics, 06618 

Census of wholesale trade, subject series, 06620 

Certificates of airworthiness for imported 
aeronautical products and components, 08429 

Chance to grow, careers for nurses in Bureau of 
Medical Services, 08000 

Changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in Natick 
quadrangle, eastern Mass., and their tentative 


area 
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correlations with rocks in Rhode Island and 
Connecticut, 07831 

Changes in per diem travel allowances 
Government employees, 06781, 06953 

Changes in stratigraphic nomenclature 
Geological Survey, 07829, 07833 

Chap. 9 bankruptcy revision, 06859 

Char oil energy development, 07497 

Characteristics of major collective bargaining 
agreements, 07963 

Characteristics of tether line for airborne vehi- 
cles at sea, 08323 

Chemistry of aluminum in natural water, 07849 

Children of working mothers, 07988 

City as biological community, urban ecosystem, 
08304 


for 


by 


Civil and human rights in Oregon State prisons, 
06637 

Civil engineering general, 
coatings, 06579 

Civil rights acts, 06997 

Civil rights aspects of general revenue sharing, 
07005 

Civil Service ane Lge aren 06643 

Civil Service C telep directory, 
06647 

Civilian personnel pamphlet CPP series, 06573 

Classified index of National Labor Relations 
Board decisions and related court decisions, 
08250 

Cleaning up Great Lakes, United States and 
Canada are making progress in controlling pol- 
lution from cities and towns, 07812 

Clinical aspects of effect of metric range elec- 
tromagnetic fields, 07905 

Closed basin investigations, 07840 

Closed loop control of internal combustion en- 
gine exhaust emissions, 08460 

Clustering phenomena in nuclei, proceedings of 
Second International Conference on Clustering 
Phenomena in Nuclei, 07501 

Coal conversion processes, assessment of mul- 
tienergy processes using COED char, oil and 
gas, 07496 

Coal processing by electrofluidics, 06648 

Coal Research Office research and development 
report, 06648-9 

Coal slurry pipelines, 07260 

Coast Guard boating safety circular, 06654 

Coastal Engineering Research Center miscellane- 
ous paper, 07509-10 

Cold Regions Research and Engineering Labora- 
tory research report, 07511-2, 07514-5 

Cold Regions Research and Engineering Labora- 
tory special report, 07516-24 

Cold Regions Research and Engineering Labora- 
tory technical report, 07525-6 

Collective bargaining summary series, 07966-7 

Collision of Southern Railway work train with 
Polk District school bus at Aragon, Ga., 08316 

Color for buildings, 06581 

Commercial pilot airplane, written test guide, 
07682 


paints and protective 





Committee reform amendments, 06929 

Commodity line sales, 06619 

Commodity programs and 
through the years, 06514 

Communications-electronics activities, 
ground communications-electronics 
implementation management, 06557 

Communications-electronics, USAF ground com- 
munications-electronics program management, 
06556 


related legislation 


USAF 
program 
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Comparability of mortality statistics for 7th and 
8th revisions of International classification of 
diseases, 08218 

Comparative analysis of regional blood supply 
systems, 08232 

Comparative anatomical analysis of structure 
and innervation of nasolabial region in certain 
mammals and man, 07923 

Comparison of biochemical responses between 
single and repeated exposures to air at 6.7 
ATA, 08003 

Comparison of measured and predicted sphere 
shock shapes in hypersonic fiows with density 
ratios, 08161 

Comparison of measured and predicted test flow 
in expansion tube with air and oxygen test 
gases, 08159 

Comparison of performance of all-bituminous 
concrete and reduced subgrade strength 
highway pavement test sections under freezing 
conditions, 07526 

Comparison of White House and Judiciary Com- 
mittee transcripts of 8 recorded Presidential 
conversations, 06998 

Comparison of 4 methodologies to project emis- 
sions for St. Louis metropolitan area, 07541 

Compendium of model correctional legislation 
and standards, 07928 

Compilation of methodology for measuring pollu- 
tion parameters of landfill leachate, 07547 

Completion of mission 66 bypass at Vicksburg, 
07128 

Composite engines for application 
Stage-to-orbit vehicle, 08121 

Computation of transonic perturbation flow 
fields around two- and three-dimensional oscil- 
lating wings, 08120 

Computer programs for structural chemistry, 
MATCH | and MATCH 2, FORTRAN pro- 
grams to predict and evaluate mutual orienta- 
tion of polycrystals, 08213 

lation of aircraft-based dif- 
ferential absorption and scattering system for 
retrieval of SO2 vertical profiles , 08162 

Computer technology in industry, 07907 

Computer-based information resources 
House of Representatives, 06962 

Computing your tax under income averaging 
method, 07870 

Concept, cost, and management of administra- 
tive support services provided by Department 
of State to other Federal agencies overseas, 
07768 

Condominium consumer protection act, 07208 

Conference on occupational health experience 
with uranium, 07488 

Conference report, 06835, 06891 

Congressional budget and impoundment control 
act, 07249 

Congressional Budget Office oversight, 07212 

Congressional franking reform, 07306 

Congressional record, 06674 

Congressional serial set, 06677-84 

Conservation highlights, 08370 

Conservation paper, 07625-31 

Consideration of H.R.9464, 06893 

Consideration of reports from Committee on 
Rules, 06898 

Construction and _ stabilization of coastal 
foredunes with vegetation, Padre Island, Tex., 
07510 

Construction Engineering Research Laboratory 
technical report, 07527-30 

Construction of mint buildings, 06822 

Construction with surface bonding, 06520 


to single- 





for 
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Consumer and marketing reserves, 07185 

Consumer energy act, 07219 

Consumer goods pricing act, 06827 

Consumer price index, short description, 07968 

Consumer Product Safety Commission oversight, 
06986 

Contempt proceedings against Secretary of Com- 
merce, Rogers C.B. Morton, 06990 

Continuance of civil government for Trust Terri- 
tory of Pacific Islands, 06967 

Contractions handbook, 06564 

Contributions of advisory groups to Federal 
motor vehicle and traffic safety programs, 
07808 

Contributions to paleontology, 07841 

Contributions to stratigraphy, 07829-31 

Control of ballistic missiles and 
07891 

Control of snow and ice on missile fields, 07523 

Controlled fusion and plasma research, literature 
search, 07506 

Controlled perimeter blasting in cold regions, 
07525 

Controlled substances act extension, 06985 

Convention for Conservation of Antarctic Seals, 
07082 

Conveying certain Federal lands to Valley Coun- 
ty, Idaho, 07173 

Cooperative agreements for certain Forest Ser- 
vice programs, 07124 

Cooperative studies in 
behavioral sciences, 08499 

Copyright law revision, 07122 

Cordell Hull, registers of papers in Manuscript 
Division of Library of Congress, 07994 

Corporate ownership and control, 07250 

Correspondence course program, subcourses, 
07531 

Cosmetic safety amdts., 07288 

Cost and benefits of U-S. 
reopening Suez Canal, 07765 

Cost and use of personnel in Agency for Interna- 
tional Development, 07692 

Cost of crimes against business, 07443 

Cotton gin operating costs in Midsouth, 07449 

Course on political economy, 07906 

Covert action in Chile, 07258 

Crash cushions, selection, criteria, and design, 
07657 

Crime in United States, 07623 

Critical surveys of data sources, ceramics, 08204 

Crude oil spills research, 08088 

Crystallochemical features of 
07904 

CTAB recommendations for national energy pro- 
gram, 06667 

Cumulative report on rescissions and deferrals, 
06767, 06774, 07073, 07076, 07079 

Cumulative report on rescissions and deferrals of 
budget authority, 06773, 06777 

Current developments in deep seabed mining, 
07263 

Current fiscal position of State and local govern- 
ments, 06751 

Current fisheries statistics, 08254-60 

Current population reports, population charac- 
teristics, 06621 

Current population reports, population estimates 
and projections, 06624-8 

Current population reports, 
06629 

Current population reports, special studies, 
06622-3 


spacecraft, 


mental health & 


participation in 


some ferrites, 


special censuses, 
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Cyclic debonding of unidirectional composite 
bonded to aluminum sheet for constant-am- 
plitude loading, 08180 


D 


Dairy price situation, 06904 

Data available to measure impact of minimum 
and overtime wage provisions of Fair labor 
standards act on working parents employing 
domestic service workers as babysitters, 07793 

Data base, potential for energy conservation in 9 
selected industries, copper, 07626 

Data base, potential for energy conservation in 9 
selected industries, glass, 07628 

Data base, potential for energy conservation in 9 
selected industries, selected paper products, 
07629 

Data base, potential for energy conservation in 9 
selected industries, steel, 07627 

Data base, potential for energy conservation in 9 
selected industries, styrene butadiene rubber, 
07630 

Data evaluation and methods research, 08217-8 

Data from national health survey, 08219-24 

Data from national vital statistics system, 08225 

Data index system, annual declassification list, 
07508 

DCAAM series, 07329 

Declaring that certain land of United States is, 
held by United States in trust for Pueblo of 
Laguna, 06831 

Declaring that certain submarginal land of 
United States shall be held in trust for certain 
Indian tribes, 06833 

Deepwater ports, 07865 

Defense Civil Preparedness Agency technical re- 
port TR series, 07328 

Defense contract audit manual, 07329 

Defense integrated data system 
procedures manual, 07330-3 

Defense production act amendments, 
07115 

Defense Supply Agency handbook DSAH series, 
07334-5 

Defense Supply Agency regulation DSAR series, 
07336 

Defense, relinquishment of certain land at Camp 
Wallace, 08425 

Deferral and rescission of appropriations, 06914 

Deficiencies in overall management of HUD-held 
multifamily mortgages, 06779 

Defining terms executive, administrative, profes- 
sional, and outside salesman, 08506 

Definitive designs for naval shore facilities, 
08318 

Delays in establishing uniform quality grading 
system for motor vehicle tires, 07813 

Demonstration of acoustical underground survey 
system in Washington metropolitan area, 07664 

Demonstration project series, 07658-9 

Department and foreign service series, 08411 

Department circular, public debt series, 08481-3 

Department of Agriculture proposed computer 
acquisition, 07195 

Department of Commerce energy conservation 
programs, 06670 

Department of Defense’ appropriations, 06869 

Department of Defense procedures for accumu- 
lating and controlling costs for aid to South 
Vietnam, 07778 


(DIDS) 
06855, 
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Department of Defense stockpiling of war 
reserve materials for use by United States al- 
lies, 07693 

Department of Defense's current patent and 
licensing policies and practices, 07694 

Department of HEW and related agencies ap- 
propriations bill, 06860 

Departments of State, Justice, and Commerce, 
judiciary and related agencies appropriations, 
07196 

Design and evaluation of sensor fail-operational 
control system for a digitally controlled tur- 
bofan engine, 08135 

Design and performance of no-single-failure con- 
trol system for mini-Brayton power conversion 
system, 08172 

Design and preliminary test of blade tip air mass 
injection system for vortex modification and 
possible noise reduction on _ full-scale 
helicopter rotor, 08142 

Design for wave protection, flood control, and 
prevention of shoaling, Cattaraugus Creek 
Harbor, N.Y., 07535 

Design guidelines for recreational roads, 07527 

Design manual DM series, 08319 

Design theory for constant-beamwidth trans- 
ducer, 08326 

Designating Great Bear area in State of Montana 
for study to determine its suitability for 
preservation as wilderness, 07167 

Destroy barberry bushes to control stem rust, 
06527 

Detection and delineation of faults by surface re- 
sistivity measurements, Conda mine, 08091 

Detection of stationary targets in sea clutter 
using CW dual-frequency radar, 08327 

Detection, diagnosis, and prognosis, 
08206 

Detente, prospects for increased trade with War- 
saw pact countries, 06945 

Determination of volatile organic compounds at 
mu g/l level in water by gas chromatography, 
07555 

Developing mathematical and physical-technolog- 
ical bases for automation of design and manu- 
facture of computers and their components, 
07920 

Develop t and d tration of flutter-sup- 
pression system using active controls, 08188 

Development and evaluation of incident detec- 
tion algorithms of electronic detector systems 
on freeways, 08462 

Development and utilization of data acquisition, 
computing, and processing systems at Morgan- 
town Energy Research Center, 07500 

Development document for effluent limitations 
guidelines and new source performance stan- 
dards, 07542 

Development document for interim final effluent 
limitations and new source performance stan- 
dards, 07543 

Development of a prototype airborne oil surveil- 
lance system, 06655 

Development of advanced anti-icing/deicing 
capability for U.S. Army helicopters, 06585-6 

Development of field grade officer requirements 
by military services, 07745 

Development of ground-based optical method for 
measuring atmospheric turbulence aloft, 08276 

Development of high seas oil recovery system, 
06663 


MFPG, 





Development of input data to energy code for 
analysis of reactor fuel bundles, 07468 

Development of methods of active vibration sup- 
pression, 07900 
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Development of new regulations by Corps of En- 
gineers, implementing sec.404 of Federal water 
pollution control act, 07028 

Development of on-shore treatment system for 
sewage from watercraft waste retention 
system, 07584 

Diesel fuel oils, 07459, 08063 

Dimorphism in two new genera of Devonian 
tabulate corals, 07841 

Directory of Federal agencies engaged in energy 
related activities, 07632 

Directory of on-going research in smoking and 
health, 06635 

Directory of USSR Academy of Sciences, 07925 

Disapproving act of District of Columbia Coun- 
cil, 1-57, entitled Refunding bond authorization 
act, 07129 

Discharge and fiow distribution, Columbia River 
estuary, 07838 

Disposal of excess property located within Indi- 
an reservations, 06954 

Distribution of potatoes, 07096 

Documentary background to Federal employees’ 
political activities act, 07307 

Documentation of vessel Bruja Mar, 07169 

DoD pamphlet, 06570 

Domestic crude oil pricing policy and related 
production, 07695 

DOT TSC OST series, 08469-76 

DOT TST series, 08447-68 

Draft environmental impact statement, 07859-60 

Draft environmental statement, 07858, 07861 

Drought recovery program, 08427 

Drug Abuse Office and treatment act amend- 
ments of 1975, 06987 

Drydocking facilities, 08319 

DSA fair housing assistance program, 07336 

Dust generation and comminution of coal, 08089 

Dynamic interactions of PRT vehicles and 
elevated guideways, 08464 

E 

Ecological research series, 07544-52 

Economic and logistical impact resulting from 
announced closure of Fort MacArthur, 07696 

Economic cooperation, 08430 

Economic development through cooperatives, 
06532 

Economic impact of energy shortages on com- 
mercial air transportation and aviation manu- 
facture, 07634-5 

Economic impact of Federal budget, 07213 

Economic organization of milling and bread in- 
dustry, 07304 

Economic rights of labor in construction indus- 
try, 06864, 07136 

Economic situation, 06752 

Economics of Federal subsidy programs, 06753 

Economy and fiscal policy, 07214 

Education, 06511 

Education amendments of 1974, 07083 

Education of handicapped children, 06849, 07113 

Education tuition assistance study, 07324 

Effect of commercial vehicle systematic preven- 
tive maintenance on specific causes of ac- 
cidents, 08117 

Effect of fuel sulfur on NOx emissions from 
premixed flames, 07568 

Effect of nature of oxygen interactions on fric- 
tion of titanium, aluminum, and molybdenum, 
08178 

Effect of porosity on hydrostatic compression of 
ice, 07518 
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Effectiveness evaluation of Air Force advertis- 
ing, 06542 

Effectiveness of financial disclosure system for 
employees of U.S. Geological Survey, 07744 

Effectiveness of Turkish opium control, 06971-2 

Effects and observations of soil compaction in 
Salem District, 07992 

Effects of administration of Occupational safety 
and health act on small business, 07041 

Effects of carbon and hafnium concentrations in 
wrought powder-metallurgy superalloys based 
on NASA 2B-ll alloy, 08173 

Effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and superheated 
walls, 07469 

Effects of engineering activities on ecology of 
Pismo clams, 07509 

Effects of Indian preference on employees of In- 
dian agencies, 07308 

Effects of |- and 2-MeV electrons on photomul- 
tiplier tubes, 08179 

Effects of non-ionizing electromagnetic radia- 
tion, 07915 

Effects of organic solutes on chemical reactions 
of aluminum, 07849 

Effects of propulsion-induced aerodynamic 
forces of vectoring partial-span rectangular jet 
at Mach numbers from 0.40 to 1.20, 08150 

Effects of transient operating conditions on 
steam-electric generator emissions, 07556 

Effects of variation in drawbar hitch location on 
vehicle performance, 07521 

Effects of 4 inlet and outlet tip-annulus-area 
blockage configurations on performance of 
axial-flow fan rotor, 08182 

Efficiency and effectiveness of pt. B section of 
medicare program, 07251 

Egg breaking and processing waste control and 
treatment, 07580 

Eighteen hundred eighty-three to present, 07022 

Eighth annual report of Equal Employment Op- 
portunity Commission, 06768 

Eighth FAA representatives program review con- 
ference, 07604 

El Dorado Micellar-Polymer Demonstration Pro- 
ject, 07462 

Electrets and their applications in contamination 
studies, 08190 

Electric motor and generator repair, 06580 

Electric utility automatic fuel adjustment clause, 
06993 

Electrical energy conservation act, 07224 

Electrical measuring and test instruments indus- 
try, review and analysis, 07444 

Electronic computer program for hydraulic anal- 
ysis of circular culverts, 07660 

Electronic computer program for hydraulic anal- 
ysis of pipe-arch culverts, 07661 

Emergency compensation and special unemploy- 
ment assistance extension act, 06810 

Emergency employment appropriations 
06789 

Emergency livestock credit, 06797 

Emergency loan program, 06808 

Emergency marine fisheries protection act, 07201 

Emergency rail passenger service, 

Empirical investigation of stradaptive testing 
model for measurement of human ability, 
06540 

Employee retirement income security act, 07289 

Employment in agricultural and agribusiness oc- 
cupations, 07448 

En route air traffic control handbook, 06565 

Energy advisory committees, 07252 


act, 
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Energy balance in large installations of Tokamak 
type, 07473 

Energy conservation, understanding and activi- 
ties for young people, 07636 

Energy consumption, fuel utilization and conser- 
vation in industry, 07573 

Energy impact analysis, profiles of scheduled air 
carrier operations at 25 U.S. airports, 07605 

Energy independence act of 1975 and related tax 
proposals, 07633 

Energy management case histories, 07625 

Energy requirements for food and fiber, 06910 

Energy Research and Development Administra- 
tion careers, 07456 

Energy statistics, supplement to summary of na- 
tional transportation statistics, 08472 

Engine performance test of 1975 Chrysler-Nissan 
model CN633 diesel engine, 08475 

Engineering design handbook, timing systems 
and components, 06571 

Entrainment separators for scrubbers, 07572 

Environment Midwest, together, 07553 

Environment, land use and growth policy, 06509 

Environmental factors in coal liquefaction plant 
design, 06649 

Environmental impact of electrical 
generation, nuclear and fossil, 07483 

Environmental monitoring series, 07554-5 

Environmental protection technology 
07556-86 

Environmental protection, design for multipro- 
tection, 07328 

Environmental R. & D. posture hearings, 07036 

EPA audit, 07587 

EPA program status report, synthetic fuels pro- 
gram, 07566 

Equal credit opportunity act amendments, 06807 

Equal employment opportunity court cases, 
0664 


power 


series, 


Equal employment opportunity program for 
Federal nonconstruction contractors can be 
improved, 07789 

Equal opportunity hearing in Denver, Colo., 
07015 

Equal treatment of craft and industrial workers, 
06936 


Equipment maintenance, maintenance manage- 
ment, avionics maintenance, 06550 


nt m t e 





ment, consolidated maintenance, 06551 

Equipment maintenance, maintenance manage- 
ment, organizational maintenance, 06549 
tenance, 06549 

ERDA research and development report, 07457- 
508 

Erosion control with wood chips on newly 
graded areas, 07669 

Erratum sheet, early warning system in Sinai, 
07243 

ERS series, 07448-9 

Establishment of American Indian Policy Review 
Commission, 06966 

Estimates of population of States, 06628 

Estimates of population of United States, 06624- 
5 


Estimates of population of United States, by 
age, sex, and race, 06627 

Evaluation and control of radon daughter 
hazards in uranium mines, 08241 

Evaluation of alternate wire fabric materials for 
articulated concrete mattresses, 07530 

Evaluation of Coast Guard oil-water separator 
and monitor systems, 06656 

Evaluation of diesel engine performance with in- 
take and exhaust system throttling, 08469-70 
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Evaluation of electrochemical NO2 analyzer, 
07460 

Evaluation of filtration equipment for Cresap 
testing, 07498 

Evaluation of ion-exchange pretreatment 
membrane desalting processes, 08344 

Evaluation of national boiler inventory, 07565 

Evaluation of radioactive aerosols in 
derground coal mines, 08115 

Evaluation of the strength and seakeeping ability 
of pollution control barriers, 06657 

Everglades National Park, Fla., 08289 

Evolution of role of Federal Government in 
housing and c ity development, 06922 

Examination into administration of Air Force in- 
dicator repair contracts with Pantronics, Inc., 
07799 


for 


un- 





Examination of financial statements of Federal 
Home Loan Mortgage Corporation, 07697 

Examination of financial statements of National 
Flood Insurance Program, 07698 

Examination of financial statements, Govern- 
ment Services, Inc., 07740 

Examination of grants awarded to Berkeley 
Unified School District and to Bilingual Chil- 
dren's Television, Inc., 07699 

Examination of pharmaceutical industry, 07290-1 

Examination of vapor-measuring devices for 
liquefied petroleum gas, 08198 

Excess defense articles provision in proposed 
Foreign assistance legislation, 07700 

Excluding substandard canned pineapple from 
United States, 07784 

Executive branch action on recommendations of 
Commission on Government Procurement, 
07801 

Executive branch actions on recommendations 
of Commission on Government Procurement, 
07803 

Executive Protection Service, 07171 

Executive Protective Service, 06801 , 07108 

Executive, administrative, professional and out- 
side salesmen exemptions under Fair labor 
standards, 08503 

Experimental aerodynamic characteristics for 
slender bodies with thin wings at angles of at- 
tack from 0° to 58° and Mach numbers from 
0.6 to 2.0, 08140 

Experimental methods for charged-particle ir- 
radiations, proceedings, 07467 

Experimental parametric studies of transonic T- 
tail flutter, 08158 

Experimental performance of 75-millimeter-bore 
arched outer-race ball bearings to 2.1 million 
DN, 08187 

Export licensing of private 
assistance to Vietnam, 06973 

Expert of U.S. manufactured aircraft, 07760 

Extending effective date of Food and Drug Ad- 
ministration’s diagnostic X-ray equipment 
standard, 07701 

Extension of existing duty on certain dyeing and 
tanning materials, 06824 

Extension of Federal insecticide, fungicide, and 
rodenticide act, 06851 

Extensive l-year survey of elements and com- 
pounds in airborne suspended particulate 
matter in Cleveland, Ohio, 08171 

Eye examination findings among youths aged 12- 
17 years, 08223 


humanitarian 
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Facility design and planning, Air Force design 
manual, definitive designs of Air Force struc- 
tures, 06555 

Fact sheet on solar energy, 07637 

Fair credit billing act amendments, 06923 

Family background, early development, and in- 
telligence of children 6-ll years, 08220 

Family housing manual, 06658 

Farm credit system loans to rural utility coopera- 
tives, 07156 

Farm production costs, 07186 

Farmers’ bulletin, 06521 

Fast complex convolution 
theoretic transforms, 08328 

FBI laboratory, 07619 

FBI uniform crime reports, 07620-2 

Feasibility of estimating personnel turnover from 
survey data, longitudinal study, 06544 

Feasibility study of hydraulic jet kerfing to im- 
prove efficiency of mechanical disc cutting, 
08461 

Federal agency occupational safety and health 
programming, 08330 

Federal assistance for Presidential transitions, 
recommendations for changes in legislation, 
07756 

Federal assistance to State boating safety pro- 
gram, 06848 

Federal Aviation Administration, 07606 

Federal Aviation Administration order series, 
07614 

Federal aviation regulations, 07607-8 

Federal budget and inflation, 07215 

Federal budget and its problems, 07216 

Federal civilian employment, women, 1973 study, 
06643 


using number 


dments act, 06856 
compensation act, as 


Federal coal | 
Federal employees’ 
amended, 07292 

Federal employees’ political activities, 07309 

Federal employees’ political activities act, 07132 

Federal Energy Administration draft environ- 
mental impact statement DES series, 07633 

Federal energy enforcement activities, 07253 

Federal formula grant-in-aid programs that use 
population as factor in allocating funds, 07018 

Federal Hall National Memorial, New York 
City, 08290 

Federal inventory of energy related biomedical 
and environmental research, 07491 -3 

Federal item identification guide, 07337-94 

Federal motor carrier safety regulations, 08118 

Federal pesticide registration program, is it pro- 
tecting the public and envir t adequately 
from pesticide hazards?, 07820 

Federal power act, 07673 

Federal Railroad Administration orders, 07677 

Federal reclamation policy, 07320 

Federal reclamation projects, water and land 
resource accomplishments, 08342-3 

Federal regulation of lobbying act, difficulties in 
enforcement and administration, 07754 

Federal reporting and recordkeeping as it affects 
small businesses, 07316 

Federal reserve reform and audit, 07209 

Federal Trade Commission amendments, 07164 

Federal-aid highway act, 06874 

Federal-State election law survey, analysis of 
State legislation, Federal legislation, and judi- 
cial decisions, 07624 

Federal/State rediation control legislation, 08338 

FHA emergency loan eligibility requirements, 
06902 
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FHWA program HY series, 07660-1 

Fiduciary standards, Employee 
come security act, 07937 

Field crops, 08434 

Field manual FM series, 06574 

Field study of wave environment vs. boating ac- 
tivity for seven sites in eastern U.S., 06659 

Final environmental assessment, 07862-3 

Final environmental impact statement, 07864-5 

Final environmental statement, 07680, 07866-7 

Final environmental statement, waste manage- 
ment operations, Hanford Reservation, 
Richland, Wash., 07495 

Final master plan, Bent’s Old Fort National 
Historic Site, Colo., 07862 

Final report, oil and gas resources, reserves, and 
productive capacities, 07638-9 

Findings of 1973 AFDC study, financial circum- 
stances, 08226 

Finite-difference analysis of the nozzle starting 
process in an expansion tunnel, 08168 

Firearms legislation, 07002 

Fiscal and personnel management, 06508 

Fiscal year 1977, Air Force technical objective 
document, 06546 

Fiscal year transition act, 07120 

Fisheries management and conservation act, 
07114, 07134 

Fishery facts, 08261 

Fixed-range optimum trajectories for short-haul 
aircraft, 08174 

Flag code revision, 07280 

Flood hazard analyses, Salzer, 
Lewis County, Wash., 08371 

Flood plains of Portage River, Livingston Coun- 
ty, Mich., 07835 

Flood plains of South Branch Shiawassee River, 
Livingston County, Mich., 07836 

Flora of Micronesia, 08367 

Flue-cured tobacco allotment leasing, 07160 

FNS series, 07684 

Focus, library services, 07588 

Food and Agriculture Organization, 08421 

Food and Drug Administration's investigation of 
defective cardiac pacemakers recalled by 
General Electric Company, 07791 

Food for youth, 07684 

Food labels, do they tell enough?, 07782 

Food stamp counterpoints, 06528 

Food stamp legislative alternatives, 07302 

Forecast of Postal Service self-sufficiency poten- 
tial, 07753 

Foreign assistance and 
propriation bill, 06790 

Foreign assistance and 
propriations, 07197 

Foreign economic trends and their implications 
for United States, 07873-85 

Foreign relations authorization act, 06847 

Forest pest control, 07089 

Forest Service roads, 06845 

Fort Union National Monument, 08291 

Fortieth annual report of National Labor Rela- 
tions Board, 08251 

Fossil energy research program summary status 
report, comprehensive addendum, 0747. 

Four bedroom house with 2 baths, 06525 

Fourth annual report of Emergency Loan 
Guarantee Board, 07453 

Fourth budget rescission bill, 07100 

FRA organization manual, 07677 

Freeway on-ramp _traffic-responsive 
methodology, 08463 


Coal Creeks, 


related programs ap- 


related programs ap- 


control 
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Friction differences between aliphatic and aro- 
matic structures in lubrication of titanium, 
08163 

From welfare to self-sufficiency, assessment of 
work incentive program in Wayne Co., Mich., 
07702 

Frost penetration measurements at USAF intru- 
sion sensor site, Rome, N.Y., 07519 

Frozen fishery products, 08254 

FT report, 06630 

Fuel and electrical standards, 06654 

Fuel management codes for fast reactors, 07464 

Fuels and electric energy consumed, 06594 

Full committee consideration of H.R.16136, mili- 
tary construction authorization, 06918 

Fundamental changes needed to achieve effec- 
tive regulation of communications common 
carriers, 06994 

Funding and reporting of Agency for Interna- 
tional Development overhead costs should be 
more realistic, 07763 

Funding of employment service and unemploy- 
ment insurance activities, 07788 

Funds for study of U.S. foreign policy, 07090 

Funeral financing, 06930 

Further action needed on recommendations for 
improving administration of Federal coal-leas- 
ing program, 07814 

Further continuing appropriations, 06783, 07135 

Fusibility of ash from lignite and its correlation 
with ash composition, 07499 

Future directions in social security, 07180 


G 


Gallium, 08081 

GAO study of CZ personnel policies, 07010 

GAO's recommendation that 12,000 small post 
offices be closed, 07016 

Gas inclusions in Antarctic ice sheet and their 
significance, 07512 

Gas-kinetic analysis of multicomponent vacuum 
systems by method of equivalent surfaces, 
07477 

Gem stones, 08076 

General Accounting Office assistance to Con- 
gress in improving access and usefulness to 
Congress of fiscal, budgetary, and program-re- 
lated information, 07703 

General aviation cost impact study, 07609-10 

General industry standards and interpretations, 
08331 

General revenue sharing program, 06754 

General Services Administration's methods for 
computing rent for Federally occupied 
buildings need further improvement, 07775 

Genus Aphelandra (Acanthaceae), 08366 

Geochemical exploration techniques applicable in 
search for copper deposits, 07845 

Geographical analysis of oil spill potential as- 
sociated with Alaskan oil production and 
systems, 06660 

Geologic investigations of underground coal min- 
ing problems, 08087 

Geologic reconnaissance of proposed powersite 
on Maksoutof River near Sitka, southeastern 
Alaska, 07826 

Geological Survey bulletin, 07826-34 

Geology and resources of base-metal vanadate 
deposits, 07846 

Geology and resources of vanadium deposits, 
07846-7 

Geology of Ice Age National Scientific Reserve 
of Wisconsin, 08301 
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Geology of water power sites in Alaska (series), 
07826 

George W. Andrews Forestry Sciences Labora- 
tory, 07123 

Geothermal energy, economic potential of three 
sites in Alaska, 08043 

Glacier Bay National Monument, 08292 

Glass filters as standard reference material for 
spectrophotometry, selection, preparation, cer- 
tification, 08203 

Golden nematode of potatoes and tomatoes, 
06526 

Government support of shipbuilding industrial 
base, 07800 

Grade and tonnage relationships among copper 
deposits, 07845 

Grain crop quality, 06513 

Grand Portage National Monument, 08293 

Grants to individual colleges and libraries, 06937 

Graphic communications standards, revised 
pages, 07938 

Gravimetric investigations, 07916 

Gravitational forces and moments on spacecraft, 
08122 

Great decisions in U.S. foreign policy, 06974 

Great Lakes region aviation system, 10 year plan 
1976-85, 07611 

Greater benefits can be derived from improved 
HUD audits of program participants, 07806 

Greece and Cyprus, 07244 

Greenhill’s formula and mechanics of cable 
hockling, 08329 

Guaranteed livestock loans, 07187 

Guide to more effective public service, 
framework, 06642 

Guide to programs, 
tion, 08306 

Guide to standards activities of Federal agencies, 


legal 


National Science Founda- 


Guideli for d 1 of small quantities of 
unused pesticides, 07586 

Guidelines on analytical methodology for pesti- 
cide residue monitoring, 07679 

Gulf fisheries, annual summary, 08260 

Gyroscopic systems and instruments of precision 
mechanics, 07914 





H 


Hampton National Historic Site, 08294 

Handbook of procedures for MUST laboratory, 
06582 

Harris Fork Creek, Obion, and Forked Deer 
Rivers and tributaries, 06770, 07532 

Health, 06510 

Health attitudes and behavior of youths 12-17 
years, 08221 

Hearing before Commission on Civil Rights, 
06638 

Hearing sensitivity and related medical findings 
among youths 12-17 years, 08222 

HEGIS 9, requirements and specifications for 
survey, 08214 

HEW procedures and resources for prevention 
and detection of fraud and program abuse, 
06955 

High energy physicists and graduate students, 
1975 census, 07489 

Higher education legislation, 07293-4 

Highlights of energy legislation in 94th Congress, 
07261 
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Highlights of 20th annual conference, Veterans 
tration studies in mental health and 

seven sciences, 08500 

Highway design, construction, and maintenance, 
07662 

Highway fund matching requirements, 07099 

Highway projects in New York, Vermont, and 
Connecticut, 06795 

Highway safety program manual, 08236-7 

Highway safety program standard, 07662 

Historic places, introduction to National Park 
Service preservation programs, 08295 

Historical study, U.S. policy toward Latin 
America, 08412 

Holiday administration overseas, improvement 
needed to achieve more equitable treatment of 
employees, 07761 

Home and garden bulletin, 06522 

Home mortgage disclosure act, 06884 

Honoring Jean Monnet, 06826 

Host records for Lepidiptera reared in eastern 
North America, 06539 

Hotels, motels, trailering parks, 
06614 

House document, 06763-77 

House report, 06778-898 

Housing and urban development in Australia, 
07854 

How criminal justice agencies use criminal histo- 
ry information, 07704 

How passenger sedans in Federal government 
are used and managed, 07705 

How States plan for and use Federal funds to 
provide health services, 07794 

How they do it, illustrations of practice in ad- 
ministration of AFDC, 06589 

How to build marine artificial reefs, 08261 

How to improve management of U.S. financed 
programs to develop free labor movements in 
less developed countries, 07770 

HUD handbook, 07853 

HUD international country profile, 07854 

HUD international information sources series, 
07855-7 

Human rights in Africa, 06946 

Hy envir embrittlement of As- 
troloy and Udimet 700 (nickel-base) and V-57 
(iron-base) superalloys, 08154 

Hydrographic Center publication, 07405-35 





and camps, 





I 


If imports cost you your job apply for worker 
adjustment assistance, 07454 

IFR off-airway routes, 06566 

Illegal entry of migratory workers, 08432 

Illustrative projections of first births for United 
States, 06626 

Immigration and Naturalization Service over- 
sight, 07000 

Impact of energy decontrol on agriculture, 07188 

Impact of environmental regulations on small 
farms, 07321 

Impact of Federal estate and gift taxes on small 
businessmen and farmers, 07317 

Impact of foreign competition on U.S. small 
business in customs brokerage, ocean and air 
freight forwarding, 07042 

Impact of transportation policies, 06906 

Implementation of Federal water pollution con- 
trol act amendments of 1972 is slow, 07706 

Implementation of new congressional budget 
procedures, 06784 

Implementation of sec. 8 and other housing pro- 
grams, 06924 
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Implementing comprehensive manpower legisla- 
tion, 07295 
Implementing Patent Cooperation Treaty, 06837 


Information on unresolved audit exceptions with 
Federal employees health benefit 
07710 


carriers, 





Improved liquid-solids separation by al 
compound in activated sludge treatment, 07560 

Improved procedures needed for implementing 
safety recommendations, 07811 

Improved procedures needed for justifying lease 
acquisitions of Federal buildings, 07772 

Improvements needed in land disposal 
radioactive wastes, 07823 

Improvements needed in Medicaid program 
management’ including investigations of 
suspected fraud and abuse, 07792 

Improvements needed in planning and using 
motor vehicle safety research, 07707 

Improvements still needed in coal mine dust- 
sampling program and penalty assessments and 
collections, 07824 

Improvements still needed in negotiating prices 
of noncompetitive contracts, 0770 

Improving legal representation for older Amer- 
icans, 07181 

In situ combustion of coal for energy, 08106 

Incident shock-wave characteristics in air, argon, 
carbon dioxide, and helium in shock tube with 
unheated helium driver, 08166 

Income security for Americans, recommenda- 
tions of public welfare study, 06756 

Income Tax Convention with Polish People's 
Republic, 07080 

Increase of temporary limit on public debt, 
06816, 06841 

Increasing world food supplies, crisis and chal- 
lenge, 07757 

Index to Veterans Administration publications, 


of 


Indiana crop summary, 08435, 08435 

Indiana Dunes National Lakeshore, 07264 

Indiana, lamb crop continues to decline, 08436 

Indiana, livestock inventory, livestock values 
show mixed changes, 08437 

Indiana, sheep and lambs on feed down 6 per- 
cent, U.S. off 22 percent, 08438 

Individual retirement accounts, 07051 

Indochina refugee children assistance act, 06877 

Industrial plant equip k, electrical 
and electronic properties, measuring and test- 
ing instruments, 07334 

Industrial plant eq nt 
and shapers, 07335 

Industry wage survey report, 07969-80 

Infant, maternal, and childhood mortality, 06671 

Inflation and consumer, 06759 

Influence of rainfall and ancient landslide 
deposits on recent landslides (1950-71) in urban 
areas of Contra Costa County, Calif., 07827 

Information available on estimated costs to reha- 
bilitate Nation's railroad track and summary of 
Federal assistance to industry, 07821 

Information bulletin IB series, 08499-500 

Information circular, 08040-4 

Information on loan guarantee programs under 
Rail passenger service act and Regional rail 
reorganization act, 07810 

Information on number, location, and cost as- 
sociated with construction and operation of 
military golf facilities throughout the world, 
07709 

Information on secondary mortgage market ac- 
tivities of Federal National Mortgage Associa- 
tion and Federal Home Loan Mortgage cor- 
poration, 07815 

Information on selected aspects of power opera- 
tions of Tennessee Valley Authority, 07817 
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Information to acc y H.R.10210, Unemploy- 
ment compensation amendments, 07052 

Initial report on oil and gas resources, reserves, 
and productive capacities, 07640 

Injury causation, 08240 

Inlet noise of 0.5-meter-diameter NASA QF-i fan 
as measured in unmodified compressor 
aerodynamic test facility and in anechoic 
chamber, 08177 

Innovations in industrial construction, 07893 

Installation solid waste survey guidelines, 07528 

Institutional characteristics of colleges and 
universities, 08214 

Interagency Auditor Training Center bulletin, 
06669 


Intergovernmental anti-recession assistance act, 
07107 

Intergovernmental emergency assistance act, 

Interim report on impact of Public Law 92-500 
on municipal pollution control technology, 
07571 

Interior nomination, 07265 

International community in Washington, 06933 

International Criminal Police Organization, 07198 

International development and food assistance 
act, O7111 

International Energy Agency with emphasis on 
Subgroup on Energy Research and Develop- 
ment and Energy Conservation Working Party, 
07471 

International energy analysis, proceedings, 07486 

International petroleum annual, 08045 

International trade in textiles, 08423 

Interparliamentary Union Conference, 07245 

Interpretation of young ice forms in Gulf of St. 
Lawrence using side-looking airborne radar 
and infrared imagery, 07511 

Introduction to Bureau of East-West Trade, 
07446 

Introduction to concrete polymer materials, 
07666 

Introduction to NOAA's National Ocean Survey, 
08263 

Inventory of economic relations between United 
States and OPEC countries, 07254 

Inventory of government-supported research 
projects on foreign affairs, 08413-4, 08416 

Inventory of government-supported research 
projects on foreign affairs, 08415 

Investigation of fracture toughness, fatigue-crack 
growth, sustained-load flaw growth, and im- 
pact properties of 3 pressure vessel steels, 
08143 

Investigation of interaction of high-frequency 
oscillations in decimeter range with plasma in 
Tokamak TM-3 unit, 07474 

Investigation of stimulation of ULF waves, 
08325 

Isolating high-level radioactive waste from en- 
vironment, 07807 

Issues in financing retirement income, 06761 

Issues in fire vehicle replacement, users’ views 
and synthesis, 08212 

It isn’t easy for people caught up in a racial 
dispute to find a way out, 06672 


J 


Jewelry, silverware, and plated ware, 06593 
Job tenure of American workers, 07989 
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Jobs for which college education is usually 
required, 07981 

Jobs for which high school education is generally 
required, 07982 

Jobs for which junior college, technical institute, 
or other specialized training is usually 


required, 07983 
Jobseeking methods used by American workers, 
07962 


John Fitzgerald Kennedy Lugar Historico Na- 
cional, Mass., 08296 

Joint resolution making further continuing ap- 
propriations, 06701 

Joint resolution to provide a 2-month extension 
of exemption for loans made to finance 
acquisition of previously occupied residential 
dwellings, 06739 

Joint resolution to provide for beginning of 2d 
session of 94th Congress and for other pur- 
poses, 06728 

Joint travel regulations, members of uniformed 
services, 07395 

Journal holdings report, 07589 

Journal of research of National Bureau of Stan- 
dards, 08199 

JPRS series, 97887-926 

Judicial conference of District 
07140 

Juvenile justice and delinquency prevention and 
runaway youth, 06938 


of Columbia, 


K 


Kaiser Ridge wilderness study, 07266 
Kentucky judgeships, 07282 


L 


Labor Statistics Bureau bulletin, 07952-65 

Labor Statistics Bureau report, 07986 

Labor-management reporting and disclosure act 
of 1959, as amended, 07939 

Land and water conservation fund, historic 
preservation, 07267 

Land at river's end, Copper River delta, 07681 

Land management activities on 3 Indian reserva- 
tions in South Dakota can be improved, 07816 

Land Management Bureau technical note, 07992 

Land subsidence due to ground-water 
withdrawal, Arvin-Maricopa area, Calif., 07839 

Landslides, 07837 

LEAA Emergency Energy Committee energy re- 
port, 07929-31 

Lease renewals and alterations, Nassif Parking 
Garage, 07310 

Legal form of organization and specialization in 
types of construction, 06591 

Legislative branch appropriation bill, 06806 

Legislative history of coverage of nonprofit 
hospitals under National labor relations act, 
07296 

Legislative history of Noise control act, 07311 

Lengthy delays in processing of overpayments 
under part A of Medicare program may result 
in losses of millions of dollars , 07825 

Library of Congress catalog, books, subjects, 
07995 


Library of Congress catalogs, 07996 

Light list, Atlantic Coast, 06661 

Like they say experience teaches, 06673 
Lime use in wastewater treatment, 07559 
Lincoln Home National Historic Site, 08297 


h 


Listing of national, regional, and local groups 
providing services to persons who have in- 
terest in sickle cell anemia, 08233 

Literature search, law enforcement facilities, 
planning, design, construction, 08211 

Local government modernization, 06506 

Local Public works capital development and in- 
vestment act, 06890, 07163 

Local public works capital development and in- 
vestment program, 07026 

Local service air carriers’ unit costs, 06636 

Longitudinal aerodynamic characteristics of 
deflected-thrust propulsive-lift transport 
model, 08134 

Loran table, North Atlantic, 07408 

Loran-A table, central Pacific, 07410 

Loran-A table, Gulf of Maine, 07409 

Loran-A table, North Atlantic, 07407 

Loran-A table, north Pacific, 07412 

Low friction coatings for icebreakers, 06662 

Low rents charged at personnel quarters of 
Veterans Administration Hospital, Hines, Ill., 
07711 

Low-income groups not helped by Agency for 
International Development's Housing Invest- 
ment Guaranty program, 07712 

Low-income neighborhoods in 
06597-8 

Low-interest loans for residential solar heating 
and cooling equipment, 06925 

Low-speed wind-tunnel investigation of four-en- 
gine upper surface blown model having swept 
wing and rectangular and D-shaped exhaust 
nozzles, 08157 

Low-speed wind-tunnel investigation of span 
load alteration, forward-located spoilers, and 
splines as trailing-vortex-hazard alleviation 
devices on transport aircraft model, 08183 


large cities, 


M 


Macao, 08405 

Machine boring of southern pine, 06538 

Machinery manufacturing industry wage survey 
and other industry studies, 07984 

Mailing privileges of former Members of Con- 
gress, 07145 

Main morphological distinctions of brain and 
cranial nerves of dolphins and other cetaceans, 
07922 

Making appropriations for Department of Interi- 
or and related agencies, 06865 

Making certain annuity entitlement provisions 
for survivors of non-regular retired personnel, 
07161 

Making further continuing appropriations, 06787 

Making multiple use decisions, 07991 

Making supplemental appropriations, 06699, 
06876 


Man converses with machine, 07901 

Management by objectives, corrections perspec- 
tive, 07934 

Management of 
mortgages, 06956 

Management practices used by Veterans Ad- 
ministration’s Denver regional office in assist- 
ing veterans, 07713 

Managing highway maintenance, training guide 
and catalog, 07663 

Managing recreation facilities at 
Reclamation reservoirs, 07714 

Mandatory tax withholding recommended for 
agricultural employees, 07751 


HUD-held multifamily 


Bureau of 





List of materials acceptable for use on tel 
systems of REA borrowers, 08349-50 
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Manpower program coordination, 08228 
Manual for deicing chemicals, 07582-3 
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Manual of Navy enlisted manpower and person- 
nel classifications and occupation standards, 
08321 

Manuscript holdings of military history research 
collection, 08004 

Marine casualty report, 08314-5 

Marine fisheries conservation act, 06828 

Marine hydrophysical research, 07913 

Marine protection, research, and sanctuaries act, 
07229 

Marine weather services, 08317 

Marital and family characteristics of workers, 
07990 

Marital status and living arrangements, 06621 

Maritime Administration authorization, 07085 

Maritime authorization, 06782, 06798 

Maritime authorizations, 07221 

Maritime standards and interpretations, 08332 

Market profiles for Africa, 07437 

Marketing agreements and orders for fruits and 
vegetables, 06533 

Marketing in Botswana, 07439 

Marketing in India, 07441 

Marketing in Taiwan, 07438 

Marketing research report, 06524 

Mass distribution of orbiting man-made space 
debris, 08170 

Master plan, Fort Bowie National Historic Site, 
Ariz., 07863 

Master plan, Saint Croix National Scenic River- 
way, Wisconsin-Minnesota, 07861 

Materials shortages, 07255 

Mean flow field and surface heating produced by 
unequal shock interactions at hypersonic 
speeds, 08164 

Measurement assurance program, case study, 
length measurements, 

Measurements of farfield sound generation from 
flow-excited cavity, 08137 

Medicare's kidney disease benefits 
07053 

Meeting America's resource needs, 06920 

Memorandum, division engineers, 07531 

Merits of including air traffic control specialists 
under Public law 92-297, 07014 

MESA [Marine EcoSystems Analysis Program] 
report, 08264 

MESA informational report IR series, 08114-6 

Metabolism of mercury compounds in microor- 
ganisms, 07545 

Metallic materials and elements for aerospace 
vehicle structures, 07397 

Methadone and pregnancy, 08247 

Methanation in coal gasification processes, 07502 

Method for optimizing and evaluating indirect 
dry-type cooling systems for large steam-elec- 
tric generating plants, 07485 

MFPG, detection, diagnosis, 
08206 


program, 


and prognosis, 


Microprofiling seismic system, 07909 

Middle Atlantic Region regional reports, 07985 

Military assistance program address directory, 
07396 

Military 06844, 
06915 

Military construction authorization, 07109 

Military hospitals should be provided criteria for 
Presidential and VIP accommodations, in- 
structed to discontinue separating officer and 
enlisted patients, 07715 

Military standard billing system, 07398-403 

Military standardization handbook MIL-HDBK 
series, 07397 

Milk price supports, 06868, 06881 

Milk pricing, 06516 


construction appropriations, 
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MILSBILLS, military standard billing system, 
07398-403 

Mineral industry of Alabama, 08069 

Mineral industry of Alaska, 08070 

Mineral industry of Arizona, 08071 

Mineral industry of Bulgaria, 08079 

Mineral industry of Iraq, 08072 

Minerai industry of Kansas, 08080 

Mineral industry of Kuwait and Saudi Arabia, 
08073 

Mineral industry of People’s Republic of China, 
08074 


Mineral industry of Puerto Rico, Panama Canal 
Zone, Virgin Islands, Pacific Island Posses- 
sions, and Trust Territory of Pacific Islands, 
08078 


Mineral industry surveys, 08005-18, 08020-39, 
08046-60, 08062-6, 08084-6, 08094-105, 08107- 
13 

Minority memorandum on facts and law, 07006 

Model income supplement bill, 06760 

Modern approach to problem of unconscious 
mental activity (the unconscious), 07911 

Modification of Dickinson Dam, 07158 

Mohair histogenesis, maturation, and shedding in 
angora goat, 06537 

Monitor and control instrumentation panels and 
displays, 07898 

Monitoring radon 222 content of mine waters, 
08116 

Monopolistic tendencies of auto emission war- 
ranty provisions, 06780 

Monte Carlo calculations of diatomic molecule 
gas flows including rotational mode excitation, 
08167 

More effective procedures are needed for 
establishing payment terms and development 
periods for irrigation projects, 07818 

Motion picture industry, 06615 

Motor vehicle information and cost savings act 
amdts., 06992 

Motor vehicle information and cost savings act 
amendments, 06897 

Motor vehicle information and cost savings act 
oversight, 06982, 07226 

Mount Abbot quadrangle, central Sierra Nevada, 
Calif., analytic data, 07842 


N 


Nantucket Sound Islands Trust, 07126 

Narcotic drugs, 08428 

NASA contractor report CR series, 08120-5 

NASA facts, 08126 

NASA publications manual, 1974, 08132 

NASA source evaluation board manual, 08127 

NASA SP series, 08128-32 

NASA technical memorandum TM series, 08133- 
7, 08139-48 

NASA technical note TN series, 08149-87 

NASA technical report R series, 08188-90 

National Academy of Sciences, National Acade- 
my of Engineering, Institute of Medicine, Na- 
tional Research Council, annual report, 07072 

National Aeronautics and Space Administration's 
equal employment opportunity program could 
be improved, 07743 

National ambulatory medical care survey, 08224 

National ambulatory medical care survey, symp- 
tom classification, 08217 

National aviation system 10 year plan, 1973-82, 
vu-graph presentation, 07612 

National biomedical heart, blood vessel, lung, 
blood, and research training act, 07130 

National Bureau of Standards, 08205 
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National Bureau of Standards annual report, 
08192 

National Bureau of Standards h k, 08197-8 

National Bureau of Standards special publica- 
tion, 08201-8 

National Bureau of Standards technical note, 
08194, 08209-13 

National cancer act amdts., 06983 

National Commission for Manpower Policy 
special report, 08228 

National Conference on Medical Malpractice, 
06995 

National Credit Union Administration rules and 
regulations, 08229 

National disaster survey report, 08265 

National electric rate book, 07674-6 

National Energy Production Board, 07268 

National Guard technicians, supervisor's hand- 
book, 08231 

National Institute of Law Enforcement 
Criminal Justice monograph series, 07932-3 

National Labor Relations Board casehandling 
manual, representation proceedings, 08253 

National Labor Relations Board casehandling 
manual, unfair labor practice proceedings, 
08252 

National nutrition policy study, 07303 

National overseas education act, 06939 

National parks of United States, map and guide, 


dh 





and 


08298 
National public works investment policy, 07023, 
07025 


National public works investment policy, strate- 
gy for balanced population growth and 
ec ic devel nt, 07024 

National reading improvement act amendments, 
06878 





National Saint Elizabeth Seton Day, 06829 

National school lunch act and Child nutrition 
act, 06830 

National school lunch act and Child nutrition act 
of 1966 amendments, 07110 

National Science Board NSB series, 08307 

National Science Foundation briefing to Commit- 
tee on Science and Technology, 07035 

National search and rescue manual, 06650, 06665 

National Security Council membership for Secre- 
tary of Treasury, 07202 

National survey of ation, 1975, engi s 
and scientists in research and development, 
07490 





National survey of professional, administrative, 
technical, and clerical pay, 07965 

National Technical Information Service general 
catalog, 08311 

National union catalog, register of additional lo- 
cations, 07996 

National Women's Conference, 06957 

Natural gas pipeline safety act of 1968 amend- 
ments, 06984 

Natural gas production and conservation act, 
07225 

Natural gas supplies, declining deliverability at 
Bastian Bay Field, La., 06996 

Naval Submarine Medical Research Laboratory 
report, 08001 -3 

Navy aircraft overhaul depots could be more 
productive, 07777 

Navy Department, 
07203 

Navy enlisted classifications, 08321 

Navy's actions to acquire dependents school 
building in Athens, Greece, 07716 

NBS monograph, 08200 


F-14/Grumman financing, 
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Near East and North Africa, report to U.S. busi- 
ness, 07886 

Near-infrared spectra of Jupiter, Saturn, and 
Uranus, 08130 

Need for improved outreach efforts for veterans 
in prison or on parole, 07717 

Need for improving regulation of natural gas in- 
dustry and management of internal operations, 
07718 

Need for uniform method for paying interest on 
Government trust funds, 07719 

Need to improve benefit-cost analyses in setting 
motor vehicle safety standards, 07720 

Need to more <« istently reimburse health 
facilities under Medicare and Medicaid, 07721 

NEIC, National Enforcement Investigations 
Center, Denver, Colo., 07590 

Neighborhood team policing, 07935 

New and refined methods of trace analysis use- 
ful in geochemicai exploration, 07834 

New England fisheries, 08258 

New look at pedestrian safety, 08238 

New products, USA, free service to promote 
your company’s new products overseas, 07436 

Nineteen seventy-five annual aviation mechanic 
safety awards program, 07613 

Nineteen seventy-five food price study, 07304 

Nineteen seventy-five ride quality symposium, 
08138 

Nineteen seventy-five USSR state prizes in 
science and engineering, 07919 

Nineteen seventy-four agricultural 
07189 

Nineteen seventy-four annual report of Board of 
Trustees of Federal Old-Age and Survivors In- 
surance and Disability Insurance Trust Funds, 
06764 

Nineteen seventy-four ice breakup on Chena 
River, 07524 

Nineteen seventy-two petroleum supply and de- 
mand in non-Communist world, 07641 

Nineteenth meeting of North Atlantic Assembly, 
07246 

NIOSH research report, 08242 

Nitrogen in subsurface environment, 07551 

No-fault motor vehicle insurance, 06989 

NOAA atlas, 08266-75 

NOAA technical report, 08276-82 

Noble gases, 07591 

Noise control act extension, 06799 

Noise techni i t 





outlook, 





measurement techniques, quip 
systems and data interpretation, noise demon- 
stration equipment, 07659 

Noise source regulation in State and local noise 
ordinances, 07592 

Noise standards, aircraft type and airworthiness 
certification, 07607 

Nomination, 07297-8 

Nomination of Brown and Jones, 07204 

Nomination of Earl J. Silbert to be United States 
attorney, 07283-4 

Nomination of Forrest David Mathews, 07235 

Nomination of Richard A. Wiley, 07205 

Nomination of William D. Eberle, 07210 

Nomination, October, 07231 

Nominations, June, July, 07230 

Non-national-flag ocean shipping rates, 07223 

Noncitrus fruits and nuts, 08439 

Nonhuman primates, 08305 

Nonreactive mixing study of scramjet swept- 
strut fuel injector, 08160 

Nonregulated motor carriers 
warehousing, 06617 

Normapolles pollen from Mississippi embay- 
ment, 07843 


and public 


Page I-23 





TITLE INDEX 


NRL report, 08322-9 

NTIS information services, 
08312 

Nuclear reactors built, being built, or planned in 
United States, as of June 30, 1975, 07507 

Nucleon and heavy-ion total and absorption 
cross section for selected nuclei, 08169 

Numerous improvements still needed in manag- 
ing U.S. participation in international organiza- 
tions, 07722 

Nutrient inactivation 
procedure, 07550 

Nutrition and health, 07305 

Nutritive value of American foods in common 
units, 06519 


many new items, 


as lake restoration 


oO 


Observations of ELF signal and noise variability 
on northern latitude paths, 08324 

Observations on sole-source procurement and 
overruns, 07755 

Observing earth from Skylab, 08126 

Occupational safety and health, 08331-2 

Occupational safety and health act review, 07299 

Occupational safety and health amdt., 06843 

Ocean as dynamic system, 07926 

Office of Chief scientist annual report, 08299 

Office of Research and Development project re- 
ports, 06663 

Officer in United States Air Force, 06561 

Oil and gas lease New Mexico, 07121 

Oil spill and oil pollution reports, 07585 

Oil spills and spills of hazardous substances, 
08508 

Older Americans amdts., 06853 

Omega propagation correction tables for 10.2 
kHz, 07414, 07416, 07418, 07422-3 

Omega propagation correction tables for 3.4 
kHz, 07427-35 

Omega table, 07413, 07415, 07417, 07419-21, 
07424-6 

On formulation of aerodynamic characteristics in 
aircraft dynamics, 08189 

On giving a job, implementation and allocation 
of public service employment, 06748 

One hundred and First Airborne 
memorial, 07127 

Operation and maintenance of existing reclama- 
tion projects, 07269 

Operation of National Wildlife Refuge System, 
07858 

Operations auditing by Defense Contract Audit 
Agency, 07802 

Operations of John F. Kennedy Center for Per- 
forming Arts, 07749 

Optically coupled digital altitude encoder for 
general aviation altimeters, 08176 

Optimizing petrochemical waste bio-oxidation 
system through automation, 07581 

OST TST series, 08478 

Outline for saving energy, lighting and ther- 
mostats in commercial, public, and industrial 
buildings, 07642 

Overseas business reports, 07437-41 

Overseas citizens voting rights act, 06842 

Overseas military banking, how it is financed 
and managed, 07769 

Oversight hearing on Brookside Mine labor- 
management dispute, 06940 

Oversight hearing on community development 
block grant program, 06926 

Oversight hearing on Comprehensive employ- 
ment and training act, 06941 
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Oversight hearings on National Science Founda- 
tion science education programs, 07039 

Oversight hearings on new communities pro- 
gram, 06927 

Oversight of Civil Aeronautics Board practices 
and procedures, 07285 

Oversight on Federal incorporations, 07004 

Oversight on Real estate settlement procedures 
act, 07211 

Oversight on Wilderness act, 07270 

Oversight report on assistance to Indochina 
evacuation, 06805 

Overtime compensation under Fair labor stan- 
dards act of 1938, as amended, 08504 

Overview inquiry of Office of Research and 
Development of Environmental Protection 
Agency, 07312 

OWRT/WRSIC series, 07868 


P 


PA series, 06526-35 

Packers and stockyards act, 06529 

Panama Canal Company, Canal Zone Govern- 
ment, annual report, 06590 

Paper and aluminum, 07255 

Parole reorganization act, 06794, 06800 

Part-time employment in Federal agencies, 07747 

Partial report, in-depth investigation into inde- 
pendent research and development and bid and 
proposal programs, 07723 

Partial revision of radio regulations, 07081 

Particle detector by mechanical impact sensing, 
07558 

Pedestrian and vehicular access to Lyndon 
Baines Johnson Memorial Grove, 07141 

Peggy Bacon, personalities and places, 08227 

Pending rescissions before 94th Congress, 07065 

Pending service-connected disability compensa- 
tion and dependency and indemnity compensa- 
tion legislation, 07325 

Pennsylvania Avenue Development Corporation, 
07170 

Pension Benefit Guaranty Corporation annual re- 
port, 08337 

People's Republic of China, new industrial 
power with strong mineral base, 08061 

Perception of audio-visual stimuli, 07908 

Performance of J85-13 compressor with clean and 
distorted inlet flow, 08139 

Personnel bibliography series, 06644 

Personnel management improvements initiated or 
needed to help Farmers Home Administration 
meet its expanded missions, 07819 

Personnel, advanced personnel data system, 
APDS, AFMPC/HAF/MAJCOM data 
retrieval, 06547 

Persons with impaired hearing, 08219 

Petroleum allocation and pricing regulations for 
law enforcement agencies, 07931 

Phase 4 oil regulations and petroleum marketing 
problems, 06778 

Physics and chemistry, 08199 

Piping in earth dams constructed of dispersive 
clay, literature review and design of laboratory 
tests, 07536 

Planning session on software engineering hand- 
book, report, 08210 

Plant protection through chemistry, 07910 

Plasma physics and problems of controlled ther- 
monuclear fusion, 07475 

Police cars and energy conservation, 07929 

Police educational characteristics and curricula, 
07932 


Police traffic services, 08236 
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Political activities under Comprehensive employ- 
ment and training act, 06645 

Pollination and honey bee, 06534 

Polisters report on American consumers and 
businessmen, 06757 

Population fact sheet, 08417 

Population of United States, 
prospects, 06622 

Possibility of intelligent 
—, 07033 

ib 1 ship + anaes = activity and 


teorological ph p , 08128 


Potential uses “a Sunstions! ‘account code in 
describing job requirements, 06543 

Poverty status in 1969 and 1959 of persons and 
families, for States, SMSA's, central cities, 
and counties, 06599 

Pre-seminar manual for F.R.A. equal employ- 
ment opportunity awareness seminar, 07678 

Precipitation-frequency atlas of western United 
States, 08266-75 

Precutting seed potatoes for higher quality seed 
and greater returns, 06524 

Preliminary analysis of span-distributed-load 
concept for cargo aircraft design, 08144 

Preliminary LIBEC/FAMOUS cruise 
08322 

Preliminary performance criteria for bituminous 
membrane roofing, 08194 

Preprimary enrollment, 08215 

Preprint from Bulletin 667, 
problems, 08067-8 

Preprint from 1972 Minerals yearbook, 08069-74 

Preprint from 1973 Minerals yearbook, 08075-80 

Preprint from 1974 Minerals yearbook, 08081, 


trends and 


life elsewhere in 








results, 


Mineral facts and 


08083 

Preprint from 1974 minerals yearbooks, 08082 

Prescriptive package series, 07934-5 

Presentation by United States of statue to Israel, 
06875 

Prestressed concrete pavement construction, 
07671 

Prevention of preferential bridge icing using heat 
pipes, 07665 

Prices received by farmers, 08440 

Pricing of publications sold to public, 07724 

Problems and legislative opportunities in basic 
materials industries, 07034 

Problems in Federal Energy Administration's 
compliance and enforcement effort, 07726 

Problems in Federal Energy Office's implemen- 
tation of emergency petroleum allocation pro- 
grams at regional and State levels , 07725 

Problems in filling job orders and placing job ap- 
plicants in Massachusetts, 07727 

Problems in work incentive program in Los An- 
geles and San Diego, 07783 

Problems of independent refiners and gasoline 
retailers, 07798 

Procedure and guidelines for impeachment trials 
in United States Senate, 07064 

Proceeding of stated convention of 76th national 
encampment, United Spanish War Veterans, 
06771 


Proceedings against Henry A. Kissinger, 06861 

Proceedings of conference on challenge of load 
management, 07631 

Proceedings of first U.S.-Japan meeting on 
aquaculture at Tokyo, Japan, 08282 

Proceedings of Judicial Conference of United 
States, 06765 

Proceedings of NASA earth resources survey 
symposium, 08133 

Proceedings of seminar on international energy 
analysis, 07486 
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Proceedings of special session on plant and 
equipment design features for radiation protec- 
tion, 07457 

Proceedings of White House Science Advisory 
Conference, 07300 

Proceedings of workshop on albumin, 08234 

Proceedings, energy conservation in Colorado, 
07643 

Process for identifying needs and establishing 
requirements for major weapon systems in De- 
partment of Defense, 07728 

Procurement of ground simulators for navigator 
training by Air Force, 07729 

Procurement of 20-ton dump trucks, 07730 

Production efficiency study on large-capacity, 
rubber-tired front-end loaders, 07667 

Production of Portland cement concrete by use 
of a continuous mixing process, 07670 

Production suitability of electroform conductive 
wax process for manufacture of fluidic 
systems, 06587 

Professional paper, 07838-47 

Professional sports antiblackout law extension, 
07131 

Program aid series, 06526-35 

Program of conference on technical utilization of 
superconductivity, 07896 

Progress and problems in allocating funds under 
titles | and 2, Comprehensive employment and 
training act, 07796 

Progress and problems in implementing Inter- 
governmental personnel act, 07742 

Progress and problems of Government's utility 
conservation program, 07780 

Prohibit unlawful use of motor vehicle, 06935 

Prohibition of weather modification as weapon 
of war, 06975 

Project in higher education, 
matics, engineering, 08308 

Project Independence Blueprint, 
public hearing, 07644 

Prophylactic therapy of deep vein thrombosis 
and pulmonary embolism, 08235 

Proposals to strengthen Foreign gifts and decora- 
tions act, 07764 

Proposed Forest 
06965 

Proposed increase in amount of enriched urani- 
um which may be distributed to European 
Atomic Energy Community, 07087 

Proposed increase in amount of enriched urani- 
um which may be distributed to International 
Atomic Energy Agency, 07086 

Proposed Kaiparowits project, 07859 

Proposed master plan, Grand Canyon Complex, 
Ariz., 07866 

Proposed master plan, Hawaii Volcanoes Na- 
tional Park, Hawaii, 07867 

Proposed modification of restrictions on en- 
richment of foreign uranium for domestic use, 
06746 

Proposed reductions in export promotion budget 
and changes in fees for Commerce Department 
services, 07227 

Proposed rescission of budget authority, 07069 

Proposed reservoir on Middle Fork of Powder 
River, 07: 

Proposed Transpark Road, Bighorn Canyon Na- 
tional Recreation Area, Montana-Wyoming, 
07864 

Proposed use of steel shot for hunting waterfowl 
in United States, 07680 

Proposed wilderness areas, 07271-2 

Prosecution in juvenile courts, guidelines for fu- 
ture, 07933 


science, mathe- 


transcript of 


Service mining regulations, 
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Prospective plantings, 08441 

Protecting ability of United States to trade 
abroad, 07236 

Protein resources and technology, status and 
research needs, 08309 

Provide for annual investigations by Administra- 
tor of Veterans’ Affairs into cost of travel by 
veterans to VA facilities , 

Providing authorization for ex gratia payment to 
people of Bikini Atoll, 06802 

Providing for appointment of Joint Committee on 
Arrangements for Commemoration of Bicen- 
tennial, 07106 

Providing for consideration of H.R.3884, 06820 

Providing for consideration of H.R.5358, 06821 

Providing for consideration of H.R .6674, 06809 

Providing for disposition of funds appropriated 
to pay judgment in favor of Cowlitz Tribe of 
Indians, 06832 

Providing for disposition of funds appropriated 
to pay judgments in favor of Sac and Fox In- 
dians, 06870 

Providing for establishment of American Folklife 
Center in Library of Congress, 06819 

Providing for establishment of Father Marquette 
National Memorial, 07125 

Providing funds for Committee on Judiciary, 
06791 

Providing funds for expenses of Committee on 
Ways and Means, 06786 

Providing funds for expenses of investigation 
and study of welfare and pension plans to be 
conducted by Committee on Education and 
Labor, 06811 

Providing funds for expenses of investigations 
and studies authorized by Committee on 
Public Works and Transportation, 06785 

Providing funds for expenses of investigations 
and studies to be conducted by Committee on 
Interior and Insular Affairs, 06793 

Providing representation of District of Columbia 
in Congress, 06872 

Providing under or by amendment of Alaska na- 
tive claims settlement act, for late enrollment 
of certain natives, 06887 

Provision of housing benefits for post-Vietnam 
era veterans, 07043 

Public broadcasting financing act, 06871 

Public hearings on national health insurance, 
07054-6 

Public law, 06685-745 

Public safety officers benefits act, 07003 

Public works for water and power development 
and energy research appropriations, 07199 

Publications in archeology, 08300 

Publications list, 07182 

Publications of Maritime Administration, 07998 

Puerto Rican compact, 07273 

Pyroelectric power meter for measurement of 
low level laser radiation, 08209 


Q 


Q and A about patents, 08336 

Qualitative characteristics of vestibular nuclei of 
brain of dolphins and man, 07887 

Quality assurance of media devices and cour- 
seware, 06541 

Quarterly agricultural review, 07190 

Quarterly payments to Virgin Islands, 07152 

Question of endemic nature of influenza A, 
07897 

Questionable aspects of military's study of land 
needs in Hawaii, 07771 
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Questionable use of domestic aeromedical 
evacuation system, 07787 

Questions and answers about Bicentennial, 06568 

Questions and answers on new Railroad retire- 


ment act, 07301 
R 


R. & D. portions of Airport and airway develop- 
ment act, 07037 

Radiowave resistivity measurements in northern 
Maine for identifying bedrock type, 07522 

Rail revitalization and regulatory reform act, 
06883 


Railroad accident investigation summary report, 

08353- 

Railroad employee accident investigation report, 
08359-60 

Railroad retirement and survivor benefits for 
railroad workers and their families, 08340 

Railroad/highway accident report NTSB-RHR 
series, 08316 

Railroads, 07228 

Railway labor act and current railway labor- 
management dispute, 06981 

Rapid analysis of silicate, 
phosphate rocks, 07832 

Rare-earth minerals and metals, 08082 

Rate IHS Loran table, West Coast, 
07411 

REA bulletin, 08351 

Readings in industrial psychology, 07917 

Real estate settlement procedures, 06850 

Reassessment of U.S. foreign policy, 06976 

REC-ERC series, 08344-6 

Recovering polyurethane foam and other plastics 
from auto-shredder reject, 08092 

Regional air pollution study program objectives 
and plans, 07548 

Regional develop it act d its, 06885 

Regional disaster response operations, 07853 

Registry of toxic effects of chemical substances, 
08243 

Regulation of mining activities within areas of 
national park system, 07165 

Regulation of political campaigns, 07233 

Regulations of various Federal regulatory agen- 
cies and their effect on small business, 07040 

Regulations, labor standards applicable to con- 
tracts covering Federally financed and assisted 
construction, 08505 

Rehabilitation act amendments, 06879 

Reimbursements from foreign governments for 
military personnel services provided under 
Foreign military sales act, 07731 

Relating to Commission on Revision of Federal 
Court Appellate System, 06999 

Relating to election contest in Ist Congressional 
District of State of Maine, 06895 

Relating to election contest in 10th Congressional 
District of State of Illinois, 06894 

Relating to election contest in 2lst Congressional 
District of State of Ohio, 06896 

Relationship between whole body vibration and 
morbidity patterns among heavy equipment 
operators, 08244 

Relationships with labor organizations, 06573 

Remarks by Frank G. Zarb, 07645 

Remarks by John C. Sawhill, 07646 

Remarks of John C. Sawhill, 07647-8 

Remote sensing, 08431 

Remote sensing of pollutants computerized 
reduction of long-path absorption data, 08277 

Renegotiation Board 20th annual report, 08348 

Rental accomodations act, 06934 


carbonate, and 


U.S.A., 
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Reorganization of Sth judicial circuit, 07133 


Replacement rail terminal for Union Station, 


07220 

Report by Comptroller General of United States, 
07687-825 

Report FHWA-RD series, 07664-6 

Report FHWA-RDDP series, 07667-71 

Report in improving productivity of electric 
power plants, 07649 

Report of activities during 93d Congress, 07091 

Report of Administrator, Rural Electrification 
Administration, 08352 

Report of investigations, 08087-93 

Report of 1975 subpanel on new facilities of High 
Energy Physics Advisory Panel, 07487 

Report of Office of Federal Elections of General 
Accounting Office in administering Federal 
election campaign act, 07739 

Report of Panel on Social Security Financing, 
07237 

Report of special survey of level of quality of 
patient care at Veterans Administration 
hospitals and clinics, 07044 

Report of Visa Office, 08411 

Report on civil aviation activities of Federal 
government of Nigeria, 07615 

Report on Postal Service sales of postal related 
items, 07019 

Report on rescissions and deferrals of budget 
authority, 07071 

Report to Congress on economic impact of ener- 
gy actions, 07650 

Report to Congress on foreign ownership, con- 
trol and influence on domestic energy sources 
and supply, 07651 

Report UAG series, 07538 

Reports of Tax Court, 08444 

Requiring compilation of current data on total 
population between censuses, 07013 

Rescinding certain budget authority, 06796 

Rescissions and deferrals, 06775-6 

Research status on effects .‘ land application of 
animal wastes, 07577 

Reserve base of U.S. coals by sulfur content, 
08044 


Reserve call-up, 07206 

Reserving site for use of Smithsonian, 06812 

Resolution disapproving deferral of budget 
authority, 06788 

Resource management can be improved by 
greater use of productivity techniques, 07752 

Resources for health R & D report, 08249 

Restoration of excess annual leave lost due to 
certain personnel action, 07012 

Restrictions on assistance to Angola, 07176 

Retailing, 08363 

Revenue adjustment act, 07153 

Review of automobile fuel economy testing and 
labeling program, 07732 

Review of deferrals of budget authority, 07067 

Review of deferrals submitted in President's 4th 
special message, 07074 

Review of meat grading standards, 06903 

Review of NASA V-G/VGH general aviation 
program, 08156 

Review of preliminary estimates of evacuation 
costs, temporary care, and resettlement costs 
of Vietnamese and Cambodian refugees, 07767 

Review of proposed deferrals and supplementary 
reports revising proposed rescissions and 
deferrals, 07068 

Review of rescission of budget, 07070 

Review of revised deferrals submitted in Pre- 
sident’s Sth special message, 07075 


Do not order from index; see indicated entry 





Review of United States Postal Service's con- 
tracting and procurement policies, 07020 

Revising proposed rescission and deferral re- 
ports, 07066 

Revisions of 1974 deferral reports, 06769 

Rhenium, 08083 

Rhode Island landings, 08255 

Rice production act, 07159 

Roles of Corps of Engineers and U.S. Fish and 
Wildlife Service in Foster City, Calif., 06958 

Rural development literature, 08191 

Russian grain sale, 07191 


S 


Sac and Fox Indians judgment funds distribution 
act, 07157 

Sac and Fox judgment fund distribution act, 
06968 

Safety during construction of concrete buildings, 
status report, 08196 

Sailing directions for Philippine Islands, central 
islands, including eastern Negros, southern 
Samar, and northern Mindanao, 07406 

Sailing directions for Soenda Strait and western 
and northeast coasts of Borneo and off-lying 
islands, 07405 

Sample preparation of metal alloys by electric 
discharge machining, 08146 

Sanitary landfill stabilization with leachate recy- 
cle and residual treatment, 07561 

Santa Monica Mountains and Seashore Urban 
Recreation Area, 07175 

SBA investigation report, 06921 

SBA, what it is, what it does, 08361 

Science and the challenges ahead, 08307 

Scientific and technological revolution and for- 
mation of new man, 07894 

Scientific monograph series, 08301 -2 

Scotlandville before highway, 08457 

Second annotated bibliography on biological ef- 
fects of metals in aquatic environments, 07546 

Second concurrent resolution on budget, 07217 

Second report on learning through aviation, 
07603 

Second symposium on low pollution power 
systems development, 07598 

Secondary and tertiary recovery of oil, 07031 

Secondary and tertiary recovery of oil and natu- 
ral gas, 07274 

Security controls for 
need improving, 07750 

Selected annotated bibliography on analysis of 
water resource system, 07) 

Selected annotated bibliography on housing and 
planning, 07857 

Selected geologic factors affecting mining of 
Pittsburgh coalbed, 08093 

Selected list of Bureau of Mines publications on 
petroleum and natural gas, 07458 

Selected materials consumed, 06596 

Selected medicare issues, 07057 

Selected technical publications, Food and Drug 
Administration, 07683 

Selected vital and health statistics in poverty and 
nonpoverty areas of 19 large cities, 08225 

Seminar, economic and budget outlook, 07218 

Senate document, 07064-79 

Senate executive document, 07080-2 

Senate report, 07083-178 

Serial set (congressional), 06677-84 

Serrated soft-rock cut slopes, 07668 

Service-disabled veterans insurance, RH, infor- 
mation and premium rates, 08502 


methadone distribution 


Page I-27 





TiITLe INDEX 


Seven and three quarters Treasury 
notes, 08481 

Shear-flexible finite-element models of laminated 
composite plates and shells, 08153 

Sheep and lambs on feed, 08442 

Shipboard oil-in-water content monitor based on 
light scattering at ninety degrees, 06664 

Shipbuilding technology in developing offshore 
equipment to exploit riches of world ocean, 
07924 

Shorter contributions to general geology, 07842 

Significant provisions of State unemployment in- 
surance laws, 08484-94 

Silt removal from lake bottom, 07549 

Simplified analytical solution for thermal 
response of one-dimensional steady-state 
transpiration cooling system in radiative and 
convective environment, 08181 

Simultaneous measurement of laser extinction in 
warm fog at wavelengths of 0.6328, 1.15, and 
10.6 microns, 07515 

Single convention on narcotic drugs, 08419 

Siting energy facilities at Camp Gruber, Okla., 
07652-3 

Slow implementation of work incentive program 
in New York City, 07785 

Small Business Administration free management 
assistance publications, 08362 

Small business bibliography, 08363-4 

Small business emergency relief act, 06882 

Small business tax reform, 07318 

Smithsonian contributions to botany, 08366-7 

Smithsonian contributions to zoology, 08368-9 

Social and economic status of black population 
in United States, 06623 

Social impacts of energy shortage, behavioral 
and attitude shifts, 08473 

Social science and your career, 07987 

Social security, 06899 

Social security appeals and administration, 07155 

Social, economic, and physiological problems 
caused by industrial noise, 07319 

Society's responsibilities to elderly, 06900 

Soil survey of Adams County, Colo., 08372 

Soil survey of Coal County, Okla., 08373 

Soil survey of Dakota County, Nebr., 08374 

Soil survey of Dawson County, Mont., 08375 

Soil survey of eastern Santa Clara area, Califor- 
nia, 08376 

Soil survey of Estill and Lee Counties, Ky., 
08377 

Soil survey of Guthrie County, lowa, 08378 

Soil survey of Henrico County, Va., 08379 

Soil survey of Hughes County, S. Dak., 08396 

Soil survey of Lipscomb County, Tex., 08380 

Soil survey of Madison County, lowa, 08381 

Soil survey of Martin County, Tex., 08382 

Soil survey of Mayaguez area of western Puerto 
Rico, 08383 

Soil survey of Mexcalo-Apache area, New Mex- 
ico, 08384 

Soil survey of Minidoka area, Idaho, 08385 

Soil survey of Montgomery County, Miss., 08386 

Soil survey of Nobles County, Minn., 08387 

Soil survey of Ocala National Forest area, 
Florida, parts of Marion, Lake, and Putnam 
Counties, 08388 

Soil survey of Oliver County, N.Dak., 08389 

Soil survey of Richland County, and Sheyenne 
National Grassland area of Ransom County, 
N.Dak., 08390 

Soil survey of Rock County, Wis., 08391 

Soil survey of Sussex County, Del., 08392 

Soil survey of Venango County, Pa., 08393 

Soil survey of Worth County, lowa, 08394 


percent 
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Soil survey of Yakima Indian Reservation ir- 
rigated area, Washington, part of Yakima 
County, 08395 

Soils exploration and testing supplement, 07658 

Solar energy projects of Federal government, 
07654 

Solid waste disposal activities, 07733 

Solid waste management SW series, 07593-4 

Solute balance at Abert and Summer Lakes, 
south-central Oreg., 07840 

Some dimensions of world trade impact on New 
York labor market, 07985 

Some effects of cadmium on coniferous forest 
soil/litter microcosms, 07552 

Some NASA contributions to human factors en- 
gineering, survey, 08131 

Sound and vibration measurements for Concorde 
supersonic transport and subsonic jet aircraft, 
08454 


Sound recordings, 07327 

Source book, nursing personnel, 07851 

Sources and sinks of energy in lower thermo- 
sphere, 08278 

Sources and sinks of water vapor in strato- 
sphere, 08279 

South Atlantic fisheries, 08259 

South Carolina landings, 08256 

Southeastern Federal Power Program, financial 
management and program operations, 07822 

Soviet rice research, 07921 

Soybean research in Soviet Far East, 07903 

SO2 reduction in non-utility combustion sources, 

17567 


Space flight investigations and mission definition 
study for lunar polar orbiter, LPO, 08119 

Space laboratory cooperative program, 08418 

Space research project, 08420 

Space Telescope project, 07805 

Special bibliographies, 08247 

Special labor force report, 07988-90 

Special summer food service program for chil- 
dren, 06531 

Special survey report on level of quality of pa- 
tient care at Veterans’ Administration 

ahospitals and clinics, 07326 

Sport fishery and wildlife research, 08397 

Sports broadcasting act, 06880, 06991 

Standard reference materials, 08203 

Standard reference materials, calibrated glass 
standards for fission track use, 08202 

Standard reference materials, description and 
use of precision thermometers for clinical 
laboratory, SRM 933 and SRM 934 , 08201 

Standardization of friction testing of industrial 
working surfaces, 08242 

Standardization of work measurement, 07404 

Standards for calculating strength of reactor 
components, steam generators, vessels, and 
piping of atomic power stations, test and 
research reactors, and installations, 07472 

State air pollution implementation .plan progress 
report, 07595 

State and Federal legal regulation of alien and 
corporate land ownership and farm operation, 
06515 

State and local revenues, 06507 

State Department authorization act, 06815 

State Department's oil floor price proposal, 
06758 

State government structure and processes, 06505 

State of aging, 06901 

State taxation of Federal tax rebates, 07102 

State veterans’ laws, 07045 

State-of-art of structural test methods for walls, 
floors, roofs, and complete buildings, 08195 
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Statement of information, background an- 
dum, White House staff and President Nixon's 
campaign organizations, 07007 

Statistical summary, air carrier enforcement 
cases, 1972, 07616 

Statistics of public elementary and secondary 
day schools, 97451 

Status and implementation of title 10, Job oppor- 
tunities program, 07027 

Status of efforts to offset balance-of-payment 
deficit for fiscal year 1974 attributable to main- 
taining U.S. forces in Europe, 07762 

Status of urban corridor demonstration program, 


Status report on Law of Sea Conference, 07275 

Status, progress, and problems in Federal agency 
accounting, 07734 

Statute of limitations for retirement benefits, 
07147 

Steel demand, capital costs, and imports, impact 
on steel industry's capital needs, 07445 

Stenographers and typists, announcement, 06646 

Stratigraphic and structural relationships of 
Brimfield Group in northeast-central Connec- 
ticut and adjacent Massachusetts , 07828 

Stratigraphic nomenclature of Thirtynine Mile 
Mo nei field, central Colorado, 07830 

Student tudies projects, 08310 

Studies i in “price stability and economic growth, 
06759 

Studies in public welfare, 06760-1 

Studies of effects of thermal 
Biscayne Bay, Fla., 07544 

Studies of land subsidence, 07839 

Study of child variance, 07452 

Study of employment of women in Federal 
Government, 06643 

Study of ferroalloy furnace product flexibility, 
07575 

Study of lower stratospheric thermal structure 
and total ozone from Nimbus-4 IRIS, 08184 

Study of national cemetery system, California 
cemetery site selection, 07 

Study of relationships between Government and 
petroleum industry in selected foreign coun- 
tries, 07262 

Study of technological improv ts to optimize 
truck configurations for fuel economy, 08476 

Subfile of NIOSH toxic substances list, 08245 

Subsonic and tr ic dynamic stability charac- 
teristics of space shuttle orbiter, 08151 

Subsonic stability and control derivatives for un- 
powered, remotely piloted 3/8-scale F-IS air- 
plane model obtained from flight test, 08185 

Substantial improvements needed in Government 
Printing Office's services to Federal depart- 
ments and agencies, 07779 

Substantial impro in work incen- 
tive program, Atlanta, Ga., 07735 

Successful experiences in teaching metric, 08208 

Sugar act extension, 06905 

Suggested energy conservation measures for 
courts and correctional institutions, 07930 





pollution in 








dad 





tation energy, 08471 
Summary of proposed rescissions and deferrals, 
07078 


Summary of proposed rescissions and deferrals 
of budget authority, 07077 

Summary of Senate amendments to H.R.10710, 
Trade act, 07058 

Summary of special censuses conducted by Bu- 
reau of census between Jan. |-June 30, 1975, 
06629 


Summary report of automotive power systems 
contractors coordination meeting, 07597, 07599 
Summary report, conference on industrial and 
buildings conservation, relationships with 
Federal laboratories, 07470 
Summary, proposed rescissions of budget 
authority pending before Congress, 06766 
Summation of conditions and investigations for 
te combustion of organic pesticides, 





07562 

Supersonic dynamic stability characteristics of 
space shuttle orbiter, 08152 

Supervisory case review system, Minnesota, 
06589 

Supplement for 1973 and 1974 to wool statistics 
and related data, 06536 

Supplemental appropriations, 06916-7 

Supplemental digest and index of published deci- 
sions of Assistant Secretary of Labor for 
Labor-Management Relations pursuant to Ex- 
ecutive order 11491, as amended, 07940 

Support of hunting and fishing at Matagorda 
Island, Tex., 07741 

Surface transportation, 07029-30 

Survey of Federal and electric utility procure- 
ments of power equipment, 07736 

Survey of field laboratories of Bureau of Recla- 
mation, 08346 

Survey of future requirements for large space 
structures, 08123 

Suspected carcinogens, 08245 

Suspended particulate matter in New York Bight 
apex, 08280 

Syncrisis, dynamics of health, analytic series on 
interactions of health and socioeconomic 
development, 07850 

Synoptic observations of solar corona during 
Carrington rotations, 07538 

Synthetic gasoline, 06959 

Synthetic organic chemicals, 
production and sales, 08495 

System for incident detection and core surveil- 
lance for fast reactor, 07463 

Systems engineering for power, 
prospects, 07466 


United States 


status and 


T 


Tables and statistical material on U.S. balance of 
trade and balance of payments, 07240 

Tabulation of population for purposes of appor- 
tionment of State legislative bodies, 07011 

Tabulations of population for State legislative 





Summaries of GAO conclusions and rec 
dations on appropriation matters for civil de- 
partments and agencies, 07786 

Summary and analysis of physical oceanography 
data collected in New York Bight, 08264 

Summary of awards under supplementary sol- 
icitation for interdisciplinary research, 08466 

Summary of grants and contracts administered 
by National Center for Health Services 
Research, 08216 

Summary of information, 97008 
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apport t or districting, 07146 

Take a look at all the things you've been taking 
for granted, 06577 

Target prices and loan figures for feed grains 
and cotton, 06908 

Tax exempt status of obligations used to provide 
certain irrigation facilities, 07168 

Tax information on accounting periods and 
methods, 07871 

Tax information on investment income and ex- 
penses, 07872 
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Tax reform bill, 07059-60 

Teacher's guide, environmental impact of electri- 
cal power generation, nuclear and fossil, 07484 

Technical and economic analysis of trends to 
develop large computers, 07899 

Technical manual TM series, 06579-84 

Technical progress report, 08106 

Technician personnel pamphlet, 08231 

Technology utilization, 07179 

Technology utilization series, 08131 

Telecommunications, 08422 

Temporary assistance for U.S. citizens returned 
from abroad, 07101 

Temporary enclosures and heating during con- 
struction, 07517 

Temporary suspension of duty on certain forms 
of zinc, 06825 

Temporary suspension of duty on natural gra- 
phite, 06823 

Terrestrial photovoltaic 
workshop proceedings, 08148 

Terrorist bombings and law enforcement intel- 
ligence, 07286 

Terroristic activity, 07286 

Test equipment management handbook, 07614 

Test method for volatile component stripping of 
waste water, 07576 

Test plan and preliminary report of airborne 
electromagnetic environment survey over 
U.S.A. urban areas 0.4 to 18.0 GHz, 08125 

Testing bulk compressive strength of rocks, 
07889 

Texas landings, 08257 

Theoretical monochromatic-wave-induced cur- 
rents in intermediate water with viscosity and 
nonzero mass transport, 08141 

Theoretical study of refraction effects on noise 
produced by turbulent jets, 08124 

Thermal conductance of and heat generation in 
tire-pavement interface and effect on aircraft 
braking, 08165 

Thermodynamics of bridges, roadways, and run- 
ways, 08458 

Third generation computer exhibit, 07912 

Third quarterly report to Congress and East- 
West Foreign Trade Board, 07061 

This is TECOM, 06578 

Three-P sampling, annotated bibliography, 07685 

Thrust and wing loading requirements for short 
haul aircraft constrained by engine noise and 
field length, 08186 

To amend Wild and scenic rivers act, 07276-7 

To amend Youth Conservation Corps act, 06942 

To authorize limited waiver of child labor provi- 
sions of Fair labor standards act, 06943 

To authorize U.S. participation in financial sup- 
port fund, 06928 

To establish American Folklife Foundation in 
Library of Congress, 06963 

To establish Indian Nations Scenic Trail, 07097 

To make technical amendments to Federal rules 
of evidence, 06691 

To provide funds for expenses of investigations 
and studies to be conducted by Committee on 
Interstate and Foreign Commerce, 06792 

Today's R & D, building base for better trans- 
portation, 08480 

Total energy management, practical handbook on 
energy conservation and management, 07655 

Toxic substances control act, 06988 

Trace element analysis of normal lung tissue and 
hilar lymph nodes by spark source mass spec- 
trometry, 08246 

Tracking station, Kwajalein Island, 08424 

Trade act, 07241 


measurements, 
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Trading with German Democratic Republic (East 
Germany), 07440 

Traffic laws commentary, 08239 

Traffic safety, 06772 

Training manual for inspection for decent, safe, 
and sanitary housing, 07672 

Transfer of technology to Soviet Union and 
Eastern Europe, 07256 

Transplutonium elements, bibliography, 07504-5 

Transportation and elderly, problems and 


progress, 07183 
Transportation Department 
08445 


bibliographic list, 


Transportation for handicapped, selected 
references, 08445 

Transportation in countryside, 06911 

Transportation of radioactive material by pas- 
senger aircraft, 06747 

Treasury notes of series H-1978, 08482 

Treasury notes of series N-1977, 08483 

Treaties and other international acts series, 
08418-32 

Treatment of textile wastewater by activated 
sludge and alum coagulation, 07563 

Trends in long-term care, 07184 

Tri-level accident investigation summaries, 08240 

Truck noise 2, interior and exterior A-weighted 
sound levels of typical highway trucks, 08478 

Truck noise, economics of quieting Freightliner 
cab-over-engine diesel truck, 08455 

Truck noise, experimental investigation of truck 
tire sound and vibration, 08459 

Truck noise, field test of Freightliner quieted 
truck, 7 

Truck noise, final configuration of Freightliner 
quieted truck, 08456 

Truck noise, Freightliner quieted truck cooling 
system, 

Truck noise, identifying sources of noise on 
heavy duty, diesel truck, 08465 

Truck noise, noise evaluation tests of military 
truck tires, 08449 

Truck noise, reduction of cooling system noise 
on heavy duty diesel trucks, 08450 

Truck noise, reduction of intake and exhaust 
system noise on heavy duty diesel trucks, 
08453 


Truck noise, source analysis ne experiments 
with noise control treat pp to 
Freightliner quieted truck, 08448. 

Tumacacori Monumento Nacional, Ariz., 08303 

Tupelo National Battlefield Site, 08288 

Turkish opium ban negotiations, 06947 

TVA bonding authority, 07116 

Twenty-fifth annual report of Select Committee 
on Small Business, 07088 

Twenty-second northeastern forest tree improve- 
ment conference, 07686 

Type 16 flood insurance study, tsunami predic- 
tions for Monterey and San Francisco Bays 
and Puget Sound, 07534 

Type-of-membership classification for Federally- 
insured credit unions, 08230 





U 


U.S. citizens imprisoned in Mexico, 06977 

U.S. Coast Guard addendum to National search 
and rescue manual, 06665 

U.S. foreign agricultural trade statistical report, 
07450 

U.S. general imports, world area by commodity 
groupings, 06630 


U.S. grain standards act amdts., 06907 
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U.S. industrial outlook, 1976, with projections to 
1985, 07442 

U.S. inspected meatpacking plants, 06518 

U.S. intelligence agencies and activities, intel- 
ligence costs and fiscal procedures, 

U.S. nonmilitary assistance to Southeast Asia, 
06960 

U.S. participation in African Development Fund, 
07247 


U.S. policy toward Latin America, 08412 

U.S. private foundation support of health 
research and development, 08249 

U.S. trade and investment in Soviet Union and 
Eastern Europe, 07248 

U.S. trade status with Socialist countries, 07447 

Unemployment and sickness benefits for railroad 
workers, 08341 

Unemployment compensation amendments, 
06892 

Unemployment compensation program costs and 
tax revenues, 07063 

Unemployment problem, 06762 

Uniform crime reports, 07623 

Union wages and hours, building trades, 07964 

United States agreements for cooperation in 
atomic energy, 07257 

United States civil aircraft register, 07617 

United States coast pilot, 08262 

United States Code, 1970 edition, 06675-6 

United States grain and oil agreements with 
Soviet Union, 06978 

United States LPPSD technical 
exchange document, 07596-9 

United States policy on review of United Na- 
tions Charter, 06979 

United States policy toward Portugal, 06980 

United States post-disaster assistance 
Nicaragua, 06949 

United States reports, 
Supreme Court, 08443 

United States standard flight inspection manual, 
07618 

United States-Canadian broadcasting relations, 
0694 

Unrecovered costs for utility services furnished 
to non-appropriated-fund and non-government 
activities, 07773 

Updated cost evaluation of metal and mineral 
recovery process for treating municipal in- 
cinerator residues, 08042 

Upper Mississippi, wild and scenic river study, 
report of study progress, 08334 

Uranium enrichment conference on modified 
contract option, 07465 

Urban atlas, tract data for standard metropolitan 
statistical areas, 06631-4 

Urban ecology series, 08304 

Urgent need for Department of Defense marginal 
performer discharge program, 07746 

USA CRREL snow and ice testing equipment, 
07516 

USAAMRDL technical report, 06585-7 

USAF evaluation of automated adaptive flight 
training system, 06545 

USDA and low-income nations, 06535 

USDA grade standards for food, 06530 

Use of advisory committees by Food and Drug 
Administration, 06961 

Use of artificial electromagnetic 
medicine, 07888 

Use of climatic data in design of soils treatment 
systems, 07579 

Use of current population data in administration 
of Federal laws, 07149 

Use of iodine-I25 for interstitial implants, 08339 


information 


to 


cases adjudged in 


fields in 
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Use of solid waste as fuel by investor-owned 
electric utility coipanies, 07593 

Use of statutory authority for providing inmate 
release funds, 07737 

Use of United States-owned foreign currencies, 
07738 

User | for comp -aided environmental 
legislative data system, 07529 

USHBP, uniformed services health benefits pro- 
gram, including CHAMPUS, 06569 

USIA film, Wilma Rudolph olympic champion, 
06854 





Using phenoxy herbicides effectively, 06521 
Vv 


VA pamphlet, 08501 -2 

Value of Federal employees’ life insurance after 
retirement, 07017 

Value produced, capital expenditures, fixed as- 
sets, rental payments, and supplemental labor 
costs of merchant wholesalers , 06620 

Vanadium resources in titaniferous magnetite 
deposits, 07847 

Vegetation and ecological 
Shackleford Bank, N.C., 08302 

Vessel inventory report, U.S. flag dry cargo and 
tanker fleets, 07999 

Veterans Administration past and present, 08501 

Veterans and survivors pension interim adjust- 
ment act, 07166 

Vietnam era reconciliation act, 07009 

Visit USA outlets abroad, 08497 

Visual evoked responses and EEGs for divers 
breathing hyperbaric air, assessment of in- 
dividual differences, 08002 

Vital and health statistics, 08217-25 

Voter registration act, 06852 


processes on 


Ww 


Wage and Hour Division interpretive bulletin, 
08504 

Wage and Hour Division regulations, 08505-6 

Wage garnishment law, 08507 

Waiver of 60-day notice period on Trans-Alaska 
pipeline authorization act, 07278 

Waiver under sec. 303(a) of Congressional 
budget act, 07177 

Waiver under sec. 303(a) of Congressional 
budget act with respect to consideration of 
$.2635, 07150 

Waiver under sec. 303(a) of Congressional 
budget act with respect to consideration of 
$2711, 07142 

Waiving sec. 303(a) of Congressional budget act 
of 1974 with respect to consideration of 
S.2635, 07138 

War claims act amendments, 06836 

Warning lights for special purpose vehicles, 
08239 

Water resources data for New Mexico, 07848 

Water resources research catalog, 07869 

Water-supply paper, 07849 

Waterborne debris in marine pollution incidents, 
06666 

Waterways Experiment 
paper, 07533 

Waterways Experiment Station technical report, 
07534-6 

Ways of increasing productivity in maintenance 
of commercial-type vehicles, 07776 

West African Myodocopid Ostracoda, 08368 

Westport Small-Boat Basin revision study, 
hydraulic model investigation, 07533 


Station miscellaneous 
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What every employer needs to know about 
OSHA recordkeeping, 07986 

What you always wanted to know about Air 
Force but didn't know who to ask, 06562 

What you should know about WIN, 07997 

Where and how to get a farm, 96523 

Widespread tornado outbreak, 08265 

Wild and scenic rivers, 08335 

Will family farm survive in America, 07320-1 

Wood siding, installing, finishing, maintaining, 
06522 

Work incentive program modifications, 07172 

Work-hardening and strain rate sensitivity of 
flow stress in high purity ice single crystals, 
07514 

Worker protection must be insured when em- 
ployers request permission to deviate from 
safety and health standards, 07795 

World Data Center A_ for Solar-Terrestrial 
Physics, 07538 

World energy resources, annotated bibliography, 
07481 


y 

Yellowtail Dam and Powerplant, technical record 
of design and construction, 08347 

You and law overseas, 06570 

You and your passport, 08433 

Your Army, 200 years, 06588: 
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Abalone: 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Abbreviations: 
contractions handbook, 06564 
Abert Lake: 
solute balance at Abert and Summer Lakes, 
south-central Oreg., 07840 
Ability: 
empirical investigation of stradaptive testing 
model for measurement of human ability, 
06540 
Abrasives: 
abrasive material, mineral industry surveys, 
mineral industry surveys, 08005 
Absorbers: 
absorption of sulfur dioxide in spray column 
and turbulent contracting absorbers, 07557 
Absorption: 
absorption of sulfur dioxide in spray column 
and turbulent contracting absorbers, 07557 
of aircraft-based dif- 
ferential absorption and scattering system 
for retrieval of SO2 vertical profiles, 
08162 
nucleon and heavy-ion total and absorption 
cross section for selected nuclei, 08169 
remote seusing of pollutants computerized 
reduction of long-path absorption data, 
08277 
Abstracts: 
United States and foreign open literature on 
noise, 07569-70 
Academy of Sciences, USSR: 
directory, USSR study, 07925 
Acanthaceae: 
genus Aphelandra (Acanthaceae), 08366 
Accidents: 
tri-level 
082 





accident investigation summaries, 
see also Aircraft accidents-Marine accidents- 
Motor vehicle accidents-Railroad  ac- 
cidents. 
Accounting, see Accounts and accounting. 
Accounts and accounting: 
accounting and finance, joint uniform military 
pay system leave policy and procedures, 
0655 
impact of NOW accounts in Massachusetts 
and New Hampshire — 
hearings, 07207 
individual retirement accounts — 
hearings, 07051 
Status, progress, and problems in Federal 
agency accounting, GAO report, 07734 
tax information on accounting periods and 
methods, 07871 
ACIR, see Advisory Commission on 
governmental Relations. 
Acoustics, see Sound. 


Inter- 
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ACTION: 
foreign assistance appropriations, 1976— 
hearings, 07197 
Action Planning Commission: 
authorization, increase — 
law, 06730 
Activated sludge, see Sludge. 
Acts of Congress, see Law. 
Adams County, Colo.: 
soil survey report, 08372 
Adams National Historic Site: 
colored poster, 08283 
Addresses, lectures, etc.: 
by- 
Sawhill, John C., 07646-8 
Zarb, Frank G., 07645 
Aders, Robert O.: 
nomination — 
hearings, 07297 
Adhesion: 
adherence of porcelain enamel to aluminum, 
08193 
Adhesives: 
banning of 2 toys and certain aerosol spray ad- 
hesives, GAO report, 07790 
Administration, see Administrative management. 
Administrative management: 
administration of training, bibliography, 06644 
alleged improper personnel practices at Drug 
Enforcement Administration, GAO report, 
07748 
Canal Zone personnel policies, GAO study — 
hearings, 07010 
cost and use of personnel in Agency for Inter- 
national Development, GAO report, 07692 
defining terms executive, administrative, 
professional, and outside salesman, 08506 
fiscal and personnel management, ACIR State 
legislative program, 06508 
holiday administration overseas, improvement 
needed to achieve more equitable treat- 
ment of employees, GAO report, 07761 
personnel bibliography series, 06644 
progress and probl in ting Inter- 
governmental personnel act, GAO 1 report, 
07742 
Administrators: 
executive, administrative, professional and 
outside salesmen exemptions under Fair 
labor standards act, 08503 
national survey of professional, administrative, 
technical, and clerical pay, 07965 
Adoption: 
alien child adopted by unmarried citizen, grant 
same immigrant status as one adopted by 
citizen and his spouse — 
law, 06697 
baby selling and children with special needs — 
hearings, 07287 
Advertising: 
effectiveness evaluation of Air Force advertis- 
ing, 06542 
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Advisory Commission on Intergovernmental 
Relations: 
State legislative program - 
education, 06511 


environment, land use and growth policy, 


06509 
fiscal and personnel management, 06508 
health, 06510 
local government modernization, 06506 
State and local revenues, 06507 
State government structure and processes, 
06505 
Advisory committees: 
energy adivsory committees 
hearings, 07252 
Food and Drug Administration use of advisory 
committees - 
hearings, 06961 
Aerodynamics 
aerodynamic characteristics of powered, exter- 
nally blown flap STOL transport model 
with two engine simulator sizes, 08155 
effects of propulsion-induced aerodynamic 
forces of vectoring partial-span rectangu- 
lar jet at Mach numbers from 0.40 to 1.20, 
08150 
experimental aerodynamic charactistics for 
slender bodies with thin wings at angles of 
attack from 0° to 58° and Mach numbers 
from 0.6 to 2.0, 08140 
longitudinal aerodynamic characteristics of 
deflected-thrust propulsive-lift transport 
model, 08134 
on formulation of aerodynamic characteristics 
in aircraft dynamics, 08189 
Aeronautical and Space Sciences Committee, 
Senate: 
activities, 93d Congress - 
report, 07091 
hearings, 07179 
report, 07091 
Aeronautical supplies: 
certificates of airworthiness for imported 
aeronautical products and components, 
agreement with Australia, 08429 
equipment maintenance, maintenance manage- 
ment, avionics maintenance, 06550 
Aeronautics: 
air taxi operators and commercial operators of 
small aircraft, Federal aviation regula- 
tions, 07608 
aviation education series, 07603 
general aviation cost impact study, 07609-10 
Great Lakes region aviation system, 10 year 
plan, 1976-85, 07611 
national aviation system 10 year plan, 1973-82, 
vu-graph presentation, 07612 
report of civil aviation activities of Federal 
government of Nigeria, 07615 
review of NASA V-G/VGH general aviation 
program, 08156 
second report on learning through aviation, 
07603 
Aerosols 
banning of 2 toys and certain aerosol spray ad- 
hesives, GAO report, 07790 
radioactive aerosols in underground 
mines, evaluation, 08115 
Aerospace vehicles, see Spacecraft. 
AFDC, see Public Welfare. 
AFHRL, see Air Force 
Laboratory. 
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Africa: 
African Development Fund, U.S. participa- 


tion - 
hearings, 07247 
eighth FAA representatives program review 
conference, Europe, Africa, and Middle 
East region, 07604 
human rights in Africa— 
hearings, 06946 
inventory of government-supported research 
projects on foreign affairs, 08415 
market profiles, 07437 
omega propagation correction tables for 3.4 
kHz, 07433-4 
southern, omega propagation correction tables 
for 3.4 kHz, 07432 
West African Myodocopid Ostracoda, Cylin- 
droleberididae, 08368 
Aged: 
improving legal representation for older Amer- 
icans — 
hearings, 07181 
Older Americans act, amend -— 
report, 06853 
society's responsibilities to elderly — 
hearings, 
transportation 
progress - 
hearings, 07183 
Agency for International Development, see In- 
ternational Development Agency. 
Aging: 
long-term care under medicaid, trends - 
hearings, 07184 
state of aging 
hearings, 06901 
Aging, Select Committee on, House: 
hearings, 06899-901 
Aging, Special Committee on, Senate: 
committee print, 07182 
hearings, 07180-1, 07183-4 
publications, 87th-94th Congress, list, 07182 
Agreements (industrial), see Industrial agree- 
ments. 
Agribusiness, see Agriculture. 
Agricultural attaches: 
agricultural attache role overseas, what he 
does and how he can be more effective, 
GAO report, 07759 
Agricultural credit: 
Emergency livestock credit act, amend - 
report, 06797 
Farm credit act, amend - 
law, 06726 
report, 07156 
Agricultural economics, see Agriculture. 
Agricultural laborers, see Farm labor. 
Agricultural Marketing Service: 
AMS series, 06512-3 
available publications, 06512 
Agricultural occupations: 
employment in agricultural and agribusiness 
occupations, 07448 
Agricultural products: 
commodity programs and related legislation 
through the years, 06514 
farm production costs — 
hearings, 07186 
marketing research report, 06524 
Agricultural Stabilization and Conservation 
Service: 
ASCS background BI 
06514 
Agriculture: 
agricultural economic report, 06515-6 


and elderly, problems and 


information series, 
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Agriculture — Con. 
agricultural situation — 
hearings, 06750 
agricultural statistics, 06517 
agriculture handbook, 06518-9 
agriculture information bulletin, 06520 
employment in agricultural and agribusiness 
occupations, 07448 
impact of energy decontrol on agriculture — 
hearings, 07188 
mandatory tax withholding recommended for 
agricultural employees, GAO report, 
07751 
NASA earth resources survey symposium, 
proceedings, 08133 
quarterly agricultural review - 
hearings, 07190 
U.S. agricultural outlook, 1976, 07189 
U.S. foreign agricultural trade statistical re- 
port, 07450 
U.S.-Japan meeting 
proceedings, 08282 
Agriculture and Forestry Committee, Senate: 
committee print, 07189 
hearings, 07185-8, 07190-1, 07321 
report, 07089, 07096, 07111, 07117, 07123-4, 
07156, 07159-60 
Agriculture Committee, House: 
committee print, 06911 
hearings, 06902-10 
report, 06797, 06808 
Agriculture Department: 
agricultural attache role overseas, what he 
does and how he can be more effective, 
GAO report, 07759 
agricultural economic report, 06515-6 
agriculture handbook, 06518-9 
agriculture information bulletin AIB series, 
06520 


on aquaculture, 


appropriations, 1976- 
hearings, 06912, 07193 
available publications of USDA's Agricultural 
Marketing Service, 06512 
computer acquisition - 
hearings, 07195 
farmers’ bulletin, 06521 
Federal inventory of energy related biomedical 
and environmental research, 07493 
food labels, do they tell enough?, summary of 
report to Congress, GAO report, 07782 
home and garden bulletin, 06522 
leaflet, 06523 
marketing research report, 06524 
miscellaneous publication, 06525 
PA [program aid] series, 06526-35 
personnel management improvements initiated 
or needed to help Farmers Home Ad- 
ministration meet its expanded missions, 
GAO report, 07819 
statistical bulletin, 06536 
technical bulletin, 06537-9 
USDA and low-income nations, 06535 
USDA grade standards for food, 06530 
Agrometeorology: 
agronometeorological conditions and winter 
wheat yields, USSR study, 07902 
Aid to families with dependent children, see 
Families-Public welfare. 
Air: 
comparison of biochemical responses between 
single and repeated exposures to air at 6.7 
ATA, 08003 
comparison of measured and predicted test 
flow in expansion tube with air and ox- 
ygen test gases, 08159 





incident shock-wave characteristics in air, 
argon, carbon dioxide, and helium in 
shock tube with unheated helium driver , 
08166 
Air carriers: 
air taxi operators and commercial operators of 
small aircraft, Federal aviation regula- 
tions, 07608 
airport design standards, airports served by air 
carriers, surface gradient and line-of-sight, 
06567 
economic impact of energy shortages on com- 
mercial air transportation and aviation 
manufacture, 07634-5 
energy impact analysis, profiles of scheduled 
air carrier operations at 25 U.S. airports, 
07605 
local service, unit costs, 06636 
Statistical summary, air carrier enforcement 
cases, 1972, 07616 
transportation of radioactive material by com- 
mercial aviation, 06747 
Air conditioning: 
air conditioning equipment, 
identification guide, 07376 
Air drop operations: 
airdrop of suppl 
containers, 
Air Force: 
Chief of Staff, nomination of David C. Jones - 
hearings, 07204 
communications-electronics activities, USAF 
ground communications-electronics pro- 
gram implementation management, 06557 
communications-electronics, USAF ground 
communications-electronics program 
management, 06556 
effectiveness evaluation of Air Force advertis- 
ing, 06542 
examination into administration of Air Force 
indicator repair contracts with Pantronics, 
Inc., GAO report, 07799 
facility design and planning, Air Force design 
manual, definitive designs of Air Force 
structures, 06555 
fiscal year 1977, Air Force technical objective 
document, 06546 
frost penetration measurements at USAF in- 
trusion sensor site, Rome, N.Y., 07519 
officer in United States Air Force, 06561 
personnel, advanced personnel data system, 
APDS, AFMPC/HAF/MAJCOM data 
retrievel, 06547 
procurement of ground simulators for naviga- 
tor training by Air Force, GAO report, 
07729 
travel regulations, 07395 
USAF evaluation of automated adaptive flight 
training system, 06545 
what you always wanted to know about Air 
Force but didn't know who to ask, 06562 
Air Force Department: 
Air Force Human Resources Laboratory tech- 
nical report, 06543 
Air Force Human Resources Laboratory techni- 
cal report, 06540-2, 06544-6 
Air Force manual, 06547-58 
Air Force pamphiet AFP Series, 06559 
Air Force technical order TO series, 06560 
appropriations, 1975, military construction — 
hearings, 06918 
appropriations, 1976, military construction — 
hearings, 06915 
report, 06844 


Federal item 


rigging 


* 
nt, 





i and ip 
583 


Do not order from index; see indicated entry 


204-742 O- 76 - 14 





SUBJECT INDEX 


Air Force Department —Con. 
development of field grade officer require- 
ments by military services, GAO report, 
07745 
examination into administration of Air Force 
indicator repair contracts with Pantronics, 
Inc., GAO report, 07799 
support of hunting and fishing at Matagorda 
Island, Tex., GAO report, 07741 
Air Force Human Resources Laboratory: 
technical report, 06540-6 
Air Force installations, 
(military). 
Air freight forwarders, see Freight forwarders. 
Air inlets (aircraft): 
effects of 4 inlet and outlet tip-annulus-area 
blockage configurations on performance 
of axial-flow fan rotor, 08182 
inlet noise of 0.5-meter-diameter NASA QF-1l 
fan as ed in dified compres- 
sor aerodynamic test facility and in 
anechoic chamber, 08177 
performance of J85-13 compressor with clean 
and distorted inlet flow, 08139 
Air mail: 
air service instructions, 08496 
Air mass: 
design and preliminary test of blade tip air 
mass injection system for vortex modifi- 
cation and possible noise reduction on 
full-scale helicopter rotor, 08142 
Air pollution: 
development document for effluent limitations 
guidelines and new source performance 
standards, 07542 
development document for interim final ef- 
fluent limitations and new source per- 
formance standards, 07543 
regional air pollution study program objectives 
and plans, 07548 
State air pollution implementation 
progress report, 07595 
Air routes, see Airways. 
Air speed: 
experimental parametric studies of transonic 
T-tail flutter, 08158 
mean flow field and surface heating produced 
by unequal shock interactions at hyper- 
sonic speeds, 08164 
Air taxi operators, see Air carriers. 
Air traffic: 
air traffic control, 06563 
contractions handbook, 06564 
en route air traffic control handbook, 06565 
Air traffic controllers: 
merits of including air traffic control spe- 
cialists under Public law 92-297- 
hearings, 07014 
opportunities in Federal Government, 06639 
Air transportation, see Air carriers. 
Airborne operations: 
development of a prototype airborne oil sur- 
veillance system, 06655 
Airborne troops 
ist air borne division memorial - 
report, 07127 
Aircraft: 
aerodynamic characteristics of powered, exter- 
nally blown flap STOL transport model 
with two engine simulator sizes, 08155 
air taxi operators and commercial operators of 
small aircraft, Federal aviation regula- 
tions, 07608 
aviation plan, 06653 


see _ Installations 
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certificates of airworthiness for imported 
aeronautical products and components, 
agreement with Australia, 08429 
characteristics of tether line for airborne vehi- 
cles at sea, 08323 
economic impact of energy shortages on com- 
mercial air transportation and aviation 
manufacture, 07634-5 
effects of propulsion-induced aerodynamic 
forces of vectoring partial-span rectangu- 
lar jet at Mach numbers from 0.40 to 1.20, 
08150 
export of U.S. manufactured aircraft financing 
and competitiveness, GAO report, 07760 
fixed-range optimum trajectories for short-haul 
aircraft, 08174 
low-speed wind-tunnel investigation of span 
load alteration, forward-located spoilers, 
and splines as trailing-vortex-hazard al- 
leviation devices on transport aircraft 
model, 08183 
Navy aircraft overhaul depots could be more 
productive, GAO report, 07777 
noise standards, aircraft type and airworthi- 
ness certification, 07607 
on formulation of aerodynamic characteristics 
in aircraft dynamics, 08189 
optically coupled digital altitude encoder for 
general aviation altimeters, 08176 
preliminary analysis of span-distributed-load 
concept for cargo aircraft design, 08144 
sound and vibration measurements for Con- 
corde supersonic transport and subsonic 
jet aircraft, 08454 
thermal conductance of and heat generation in 
tire-pavement interface and effect on air- 
craft braking, 08165 
thrust and wing loading requirements for short 
haul aircraft constrained by engine noise 
and field length, 08186 
United States civil aircraft register, 07617 
United States standard flight inspection 
manual, 07618 
see also Fighter planes. 
Aircraft accidents: 
NTSB-AAR series, 08313 
Airdrop operations, see Air drop operations. 
Airfoils: 
adaptation of Theodorsen theory to represen- 
tation of airfoil as combination of lifting 
line and thickness distribution , 08175 
Airlift, see Transportation. 
Airlift service: 
military airlift capability during Middle East 
conflict — 
hearings, 06919 
Airplanes: 
longitudinal 
deflected-thrust 
model, 08134 
subsonic stability and control derivatives for 
unpowered, remotely piloted 3/8-scale F-15 
airplane model obtained from flight test, 
08185 
Airports: 
Airport and airway development act, R. & D. 
portions — 
hearings, 07037 
airport design standards, airports served by air 
carriers, surface gradient and line-of-sight, 
06567 
airport directory, 07600 
airport noise reduction forecast, NEF com- 
puter program description and user's 
manual, 08452 


aerodynamic characteristics of 
propulsive-lift transport 
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Airports — Con. 
airport noise reduction forecast, summary re- 
port for 23 airport, 08451 


airport operations specifications, 07601 
energy impact analysis, profiles of scheduled 
air carrier operations at 25 U.S. airports, 
605 


Airspace: 
application of area navigation in national air- 
space system, 07602 
Airways: 
Airport and airway development act, R. & D. 
portions — 
hearings, 07037 
IFR off-airway routes, 06566 
Airworthiness, see Aircraft. 
Alabama: 
mineral industry, 08069 
national electric rate book, 07674 
Alaska: 
air transport for Defense Dept. — 
hearings, 07194 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06602 


geographical analysis of oil spill potential as- 
sociated with Alaskan oil production and 
transportation systems, 06660 
geologic reconnaissance of proposed powersite 
on Maksoutof River near Sitka9, 07826 
geology of waterpower sites in Alaska (series), 
07826 
geothermal energy, economic potential 
three sites in Alaska, 08043 
highway repair — 
report, 07178 
mineral industry, 08070 
native claims settlement act, amend-— 
law, 06744 
report, 06887 
omega propagation correction tables for 10.2 
kHz, 07416 
omega table, 07415 
reconstruction of highway in Canada— 
law, 06689 
report, 06846 
Trans-Alaska pipeline authorization 
waiver of 60-day notice period-— 
hearings, 07278 
Albany, N.Y.: 
area wage survey advance report, 07941 
area wage survey report, 07942 
Albumin: 
workshop on 
Albuquerque, N.Mex.: 
Civil Rights Commission hearings, 06638 
Alcohol, Tobacco, and Firearms Bureau: 
audit by GAO- 
hearings, 06951 
Alcoholism: 
Alcohol abuse and alcoholism prevention, 
treatment, and rehabilitation act, amend — 
hearings, 06987 
Aldo Leopold Wilderness: 
designate as wilderness area- 
hearings, 07272 
Algorithms, see Mathematics. 
Alibates Flint Quarries and Texas Panhandle 
Pueblo Culture National Monument: 
general information, 08284 
Alibates Nati t, see Alibates Flint 
Quarries and Texas Panhandle Pueblo Cul- 
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act, 
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ture Nati 





Aliens: 

administration of alien labor certification pro- 
gram should be strengthened, GAO re- 
port, 07781 

alien child adopted by unmarried citizen, grant 
same immigrant status as one adopted by 
citizen and his spouse — 

law, 06697 

State and Federal legal regulation of alien and 
corporate land ownership and farm opera- 
tion, 06515 

Aliphatic compounds: 

friction differences between aliphatic and aro- 
matic structures in lubrication of titanium, 
08163 

Allegheny River and Valley: 

possible inclusion in national wild and scenic 

rivers system — 
hearings, 07277 
Alliances: 

Department of Defense stockpiling of war 
reserve materials for use by United States 
allies, GAO report, 07693 

Allies, see Alliances. 
Alloys: 

effects of carbon and hafnium concentrations 
in wrought powder-metallurgy superalloys 
based on NASA 2B.-ll alloy, 08173 

hydrogen environment embrittlement of As- 
troloy and Udimet 700 (nickel-base) and 
V-57 (iron-base) superalloys, 08154 

sample preparation of metal alloys by electric 
discharge machining, 08146 

Almanacs: 

American ephemeris and nautical almanac, 

08320 


Altimeters: 
optically coupled digital altitude encoder for 
general aviation altimeters, 08176 
Alum: 
treatment of textile wastewater by activated 
sludge and alum coagulation, 07563 
Aluminum: 
adherence of porcelain enamel to aluminum, 
08193 
chemistry of aluminum in natural water, 07849 
cyclic debonding of unidirectional composite 
to sheet for constant- 
amplitude loading, 08180 
effect of nature of oxygen interactions on fric- 
tion of titanium, aluminum, and molyb- 
denum, 08178 
effects of organic solutes on ¢ 
tions of aluminum, 07849 
improved liquid-solids separation by aluminum 
compound in activated sludge treatment, 
07560 
materials shortages — 
hearings, 07255 
mineral industry surveys, 08007 
Ambulatory care, see Medical care. 
AMC, see Army Materiel Command. 
American Folklife Center: 
establish in Library of Congress — 
hearings, 06963, 07315 
law, 06741 
report, 06819 
American Indian Policy Review Commission: 
establish — 
hearings, 06966 
American Indians, see Indians. 
American Revolution Bicentennial 
Administration: 
appropriations, 1976— 
law, 06707 
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American Revolution Bicentennial 
Administration — Con. 
report, 06865 
Ames Research Center, Moffett Field, Calif.: 
Ames collaborative study of cosmic 
neutrons, 08147 
Amnesty 
grant under certain conditions to persons who 
refused to serve in Armed Forces during 
war in Southeast Asia, hearing, print addi- 
tional copies 
report, 07103 
AMS, see Agricultural Marketing Service. 
Anatomy 
structure and innervation of nasolabial region 
in certain mammals and man, USSR 
study, 07923 
Andrews, George W. Forestry Sciences Labora- 
tory, see George W. Andrews Forestry 
Sciences Laboratory. 
Anechoic chambers: 
inlet noise of 0.5-meter-diameter NASA QF-1l 
fan as measured in unmodified compres- 
sor aerodynamic test facility and in 
anechoic chamber, 08177 
Anemia: 
national, regional, and local groups providing 
services to persons who have interest in 
sickle cell anemia, list, 08233 
Angle of attack: 
experimental aerodynamic charactistics for 
slender bodies with thin wings at angles of 
attack from 0° to 58° and Mach numbers 
from 0.6 to 2.0, 08140 
Angola: 
restrictions on assistance - 
report, 07176 
Angora goats: 
mohair histogenesis, maturation, and shedding 
in angora goat, 06537 
Animal waste, see Waste products. 
Animals: 
animal welfare amendments - 
report, 07174 
Annual leave, see Leave of absence. 
Annuities: 
allotments and assignments of payments from 
civil service retirement annuities - 
law, 06708 
report, 07144 
annuity entitlement provisions for survivors of 
non-regular retired personnel — 
report, 07161 
Antarctic regions: 
Convention for Conservation of Antarctic 
Seals, 07082 
gas inclusions in Antarctic ice sheet and their 
significance, 07512 
Antimony: 
mineral industry surveys, 08008 
Mineral yearbook chapter, 08075 
Appalachian region: 
development act, amend - 
law, 06730 
report, 06885 
Appalachian Regional Commission: 
public works appropriations, 1976 - 
hearings, 07199 
Apportionments: 
tabulations of population for State legislative 
apportionment or districting — 
hearings, 07011 
law, 06713 
report, 07146 
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Appropriations: 
deferral and rescission, 
tions — 
hearings, 06914 
fiscal year transition, authorization — 
law, 
report, 07119 
general Government matters, 1975, continue — 
report, 06783, 06787 
general Government matters, 1976, continue — 
law, 06701 
report, 07135 
legislative, 1976- 
report, 06806 
summaries of GAO conclusions and recom- 
mendations on appropriation matters for 
civil departments and agencies, GAO re- 
port , 07786 
supplemental, 1976 - 
hearings, 06916-7 
law, 06699 
report, 06876 
Appropriations Committee, House: 
hearings, 06912-7 
report, 06783, 06788-90, 06806 
Appropriations Committee, Senate: 
additional expenditures for routine purposes - 
report, 07092 
hearings, 07193-9 
report, 07100, 07135 
Aprons: 
aprons, dresses, and skirts, 
identification guide, 07366 
Aquaculture, see Agriculture. 
Aquatic environment, see Environment. 
Arab world, see East (Middle East). 
Aragon, Ga.: 
collision of Southern Railway work train with 
Polk District school bus at Aragon, Ga., 
08316 
Archeology: 
casemates and cannonballs, archeological in- 
vestigations at Fort Stanwix National 
Monument, 08300 
publications in archeology, 08300 
Architecture: 
definitive designs for Naval shore facilities, 
08318 
environmental protection, design for multipro- 
tection, 07328 
literature search, law enforcement facilities, 
planning, design, construction, 08211 
Arctic regions: 
airborne infrared imagery of Arctic Sea ice 
thickness, 08281 
omega table, north polar pair, 07413 
Area handbooks: 
area handbook for Guinea, 06576 
Area wage surveys, see Wages. 
Argon: 
incident shock-wave characteristics in air, 
argon, carbon dioxide, and helium in 
shock tube with unheated helium driver , 
08166 
Arizona: 
Cambrian and Ordovician rocks of southern 
Arizona and New Mexico and western- 
most Texas, 07844 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06603 
mineral industry, 08071 
Arkansas Post National Memorial: 
general information, 08285 


1975-76, appropria- 
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Arkansas River and Valiey: 
assessment of heavy metals pollution in upper 
Arkansas River of Colorado, 08345 
Armed Forces: 
access of service Secretaries to military infor- 
mation -— 
hearings, 06950 
reimbursements from foreign governments for 
military personnel services provided under 
Foreign military sales act, GAO report, 
07731 7 
status of efforts to offset balance-of-payment 
deficit for fiscal year 1974 attributable to 
maintaining U.S. forces in Europe, GAO 
report, 07762 
uniformed services, joint travel regulations, 
07395 
USHBP, uniformed services health benefits 
program, including CHAMPUS, 06569 
see also Overseas Service. 
Armed Forces Information Service: 
DoD pamphlet, 06570 
Armed services, see Armed Forces. 
Armed Services Committee, House: 
hearings, 06918-9 
report, 06888 
Armed Services Committee, Senate: 
committee print, 07200 
hearings, 07201-6 
report, 07134, 07161-2 
Arms Control and Disarmament Agency: 
appropriations, 1976- 
hearings, 07196 
Army: 
Army ephemeris, 1975, 06574 
Army ROTC facts, 06572 
development of advanced anti-icing/deicing 
capability for U.S. Army helicopters, 
06585-6 
take a look at all the things you've been taking 
for granted, 06577 
travel regulations, 07395 
your Army, 200 years, 06588 
Army Air Mobility Research and Development 
Laboratory: 
technical report, 06585-7 
Army Department: 
AMC pamphlet, 06571 
appropriations, 1975, military construction— 
hearings, 06918 
appropriations, 1976, military construction — 
hearings, 06915 
report, 06844 
Army Air Mobility Research and Development 
Laboratory technical report, 06585-7 
civiian personnel pamphlet CPP series, 06573 
development of field grade officer require- 
ments by military services, GAO report, 
07745 
field manual FM series, 06574 
financial management and program operations, 
GAO report, 07822 
pamphlet, 06575-6 
procurement of computer systems — 
hearings, 06952 
procurement of 20-ton dump trucks, GAO re- 
port, 07730 
technical manual TM series, 06579-84 
Army Materiel Command: 
AMC pamphlet, 06571 
Army Military Research Collection: 
special bibliography series, 08004 
Army ROTC, see Reserve Officers’ Training 
Corps. 
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Army Test and Evaluation Command, see Test 
and Evaluation Command, Army. 
Aromatic compounds: 
friction differences between aliphatic and aro- 
matic structures in lubrication of titanium, 
08163 
Art: 
Labor Department graphic communications 
standards, revised pages, 07938 
Artifacts: 
Arts and artifacts indemnity act— 
law, 06700 
Arts and crafts: 
Arts and artifacts indemnity act- 
law, 06700 
Arvin, Calif.: 
land subsidence due to ground-water 
withdrawal, Arvin-Maricopa area, Calif., 
07839 
Asbestos: 
asbestos fiber atlas, 07574 
mineral industry surveys, 08010-1 
ASCS, see Agricultural Stabilization and Conser- 
vation Service. 
Ashes: 
fusibility of ash from lignite and its correlation 
with ash composition, 07499 
Asia: 
American civilian internees in southeast Asia, 
increase benefits - 
report, 06836 
East Asia, inventory of government-supported 
research projects on foreign affairs, 08413 
omega propagation correction tables for 10.2 
kHz, 07422-3 
omega table, 07419-21 
South Asia, inventory of government-sup- 
ported research projects on foreign af- 
fairs, 08415 
nonmilitary 
Asia— 
hearings, 06960 
Asphalt: 
sales, mineral industry surveys, 08095 
Assistance Payments Administration: 
how they do it, illustrations of practice in ad- 
ministration of AFDC, 06589 
Astronomical instruments: 
geophysical, astronomical, and meteorological 
instruments, Federal item identification 
guide, 07371 
Atchison, Topeka, and Santa Fe Railway 
Company: 
railroad accident 
port, 08354 
Athens, Greece: 
Navy's actions to acquire dependents school 
building, GAO report, 07716 
Atlanta, Ga.: 
substantial improvements needed in work in- 
centive program, GAP report, 07735 
Atlantic coast: 
coast pilot, Eastport to Cape Cod, 08262 
light list, St. Croix River, Maine, to Little 
River, S.C., 06661 
Atlantic Ocean: 
Loran table, 07408 
Loran-A table, North Atlantic, 07407 
omega propagation correction tables for 3.4 
kHz, 07430-1, 07435 
omega table, 07425-6 
Atlases: 
BOMEX rawinsonde atlas, 07537 
precipitation-frequency atlas 
United States, 08266-75 
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Atlases —Con. 
urban atlas, tract data for standard 
metropolitan statistical areas, 06631-4 
Atmosphere: 
atmospheric particulate measurements in Nor- 
folk, Virginia, 08136 
visual evoked responses and EEGs for divers 
breathing hyperbaric air, assessment of in- 
dividual differences, 08002 
Atmospheric turbulence, see Turbulence. 
Atomic energy 
advanced nuclear research - 
hearings, 07032 
high energy physicists and graduate students, 
1975 census, 07489 
phaseout of governmental indemnity 
law, 06738 
report, 07112 
United States agreements for cooperation in 
atomic energy, 07257 
Atomic Energy Commission 
isolating high-level radioactive waste from en- 
vironment, GAO report, 07807 
Atomic Energy Joint Committee 
committee print, 06747 
hearings, 06746 
report, 06814, 07086-7, 07112 
Atomic power plants, see Nuclear reactor power 
plants 
Attachment 
wage garnishment law, 08507 
Attitude (psychology): 
health attitudes and behavior of youths 12-17 
years, 08221 
social impacts of energy shortage, behavioral 
and attitude shifts, 08473 
Attorney General, see Justice Department. 
Attorneys, see Lawyers. 
Auditing 
audit of financial statements of Safftt 
Lawrence Seaway Development Corpora- 
tion, GAO report, 07689 
audit of United States Capitol 
Society, GAO report, 07690 
defense contract audit manual, 07329 
EPA audit, 07587 
GAO audits of Internal Revenue Service and 
Bureau of Alcohol, Tobacco, and 
Firearms - 
hearings, 06951 
greater benefits can be derived from improved 
HUD audits of program participants, 
GAO report, 07806 
information on unresolved audit exceptions 
with Federal employees health benefit car- 
riers, GAO report, 07710 
operations auditing by Defense Contract Audit 
Agency, GAO report, 07802 
Auditors: 
Interagency Auditor Training Center bulletin, 
06669 


Historical 


Auditory perception, see Perception. 
Audits, see Auditing 
Australia 
certificates of airworthiness for imported 
aeronautical products and components, 
agreement, 08429 
economic trends and their implications for 
United States, 07882 
housing and urban development, 07854 
Austria: 
background notes, 08398 
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Automation: 
automation of railroad shunting yards, USSR 
study, 07918 
developing mathematical and _physical- 
technological bases for automation of 
design and manufacture of computers and 
their components, USSR study, 07920 
optimizing petrochemical waste bio-oxidation 
system through automation, 07581 
USAF eveluation of automated adaptive flight 
training system, 06545 
Automobile insurance: 
National no-fault motor vehicle insurance act- 
hearings, 06989 
Automobile wrecking and used parts industry, 
see Automobiles. 
Automobiles: 
advanced automotive power systems contrac- 
tors coordination meeting, 07596 
auto safety program, identifying defects and 
recalling defective vehicles, GAO report, 
07809 
automotive power systems contractors coor- 
dination meeting, summary report, 07597 
how passenger sedans in Federal government 
are used and managed, GAO report, 07705 
polistic tendencies of auto emission war- 
ranty provisions — 
report, 06780 
police cars and energy conservation, 07929 
recovering polyurethane foam and other 
plastics from auto-shredder reject, 08092 
review of automobile fuel economy testing and 
labeling program, GAO report, 07732 
summary report of Automotive Power Systems 
Contractors coordination meeting, 07599 
see also Vehicles. 
Aviation, see Aeronautics-Aircraft. 
Aviation fuels, see Motor fuel. 
Aviation mechanics, see Mechanics (persons). 
Aviators: 
commercial pilot airplane, written test guide, 
07682 
Avionics equipment, see Aeronautical supplies. 
Awards (incentive), see Rewards (prizes, etc.). 
Axial flow, see Flow. 





B 


Bacon, Peggy: 
personalities and places, 08227 
Baffles (mechanics): 
effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and super- 
heated walls, 07469 
Baker, James A., III: 
nomination — 
hearings, 07230 
Balance of payments: 
status of efforts to offset balance-of-payment 
deficit for fiscal year 1974 attributable to 
maintaining U.S. forces in Europe, GAO 
report, 07762 
U.S. balance of trade and balance of pay- 
ments, tables and statistical material, 
07240 
Ball bearings, see Bearings (machinery). 
Ballistic missiles, see Missiles. 
Baltimore, Md.: 
area wage survey, 07961 
Bands: 
hardware, bands, straps, strapping and com- 
ponents, Federal item identification guide, 
07391 
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Banking, see Banks and banking. 
Banking and Currency Committee, House: 
hearings, 06920-1 
Banking, Currency, and Housing Committee, 
House: 
committee print, 06922 
hearings, 06923-8 
report, 06807, 06850 
Banking, Housing, and Urban Affairs 
Committee, Senate: 
hearings, 07207-11 
report, 07137 
Bankruptcy: 
act, amend — 
report, 06859 
Banks and banking: 
Home mortgage disclosure act— 
report, 06884 
overseas military banking, how it is financed 
and managed, GAO report, 07769 
Barbados Oceanographic and Meteorological 
Experiment: 
BOMEX rawinsonde atlas, 07537 
Barberry: 
destroy barberry bushes to control stem rust, 
06527 


Barite: 
mineral industry surveys, 08012-3 
Barriers: 
evaluation of the strength and seakeeping abili- 
ty of pollution control barriers, 06657 
Bars (metal etc.): 
metal bars, rods, wires, sheets, plates, and 
shapes, Federal item identification guide, 
07348 
Basins: 
closed basin investigations, 07840 
Bastian Bay Field, La.: 
natural gas supplies, declining deliverability, 


Bauxite: 
mineral industry surveys, 08007 
Beams: 
design theory for constant-beamwidth trans- 
ducer, 08326 
Bearings (machinery): 
experimental performance of 75-millimeter- 
bore arched outer-race ball bearings to 2.1 
million DN, 08187 
Bedrock: 
radiowave resistivity measurements in 
northern Maine for identifying bedrock 
type, 07522 
Beef: 
Beef research and consumer information act— 
report, 06867, 07117 
Bees: 
pollination and honey bee, 06534 
Behavior: 
cooperative studies 
behavioral sciences, 
raphy, 08499 
health attitudes and behavior of youths 12-17 
years, 08221 
modern approach to problem of unconscious 
mental activity (the unconscious), USSR 
study, 07911 
social impacts of energy shortage, behavioral 
and attitude shifts, 08473 
Veterans Administration studies 
health and behavioral sciences, 
conference highlights, 08500 
Benjamin, Robert S.: 
nomination — 
hearings, 07230 


in mental health and 
annotated bibliog- 


in mental 
annual 
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Bent’s Old Fort National Historic Site: 
final master plan, final environmental assess- 
ment, 07862 
Berkeley Unified School District: 
examination of grants awarded, GAO report, 
07699 
Bermuda: 
background notes, 08399 
economic trends and their implications for 
United States, 07874 
Beryllium: 
mineral industry surveys, 08014 
Beverages: 
beverage 
07594 
census of manufactures, 06592 
Bibliography: 
administration of training, 06644 
Army Military Research Collection special 
bibliography series, 08004 
buying for retail stores, 08364 
Canadian new towns, 07855 
controlled fusion and plasma research, litera- 
ture search, 07506 
cooperative studies in mental health and 
behavioral sciences, annotated, 08499 
critical surveys of data sources, ceramics, 
04 


containers, Vermont experience, 


housing and planning, 07857 

HUD international information sources series, 
07855-7 

machinery manufacturing industry wage sur- 
vey and other industry studies, list, 07984 

ript holdings of military history 

research collection, 08004 

Maritime Administration, 07998 

methadone and pregnancy, 08247 

new towns, in French language, 07856 

personnel bibliography series, 06644 

retailing, 08363 

rural development literature, 08191 

second annotated bibliography on biological 
effects of metals in aquatic environments, 
07546 

selected list of Bureau of Mines publications 
on petroleum and natural gas, 07458 

small business, 08363-4 

special bibliographies, 08247 

three-P sampling, 07685 

transplutonium elements, 07504-5 

Transportation Department bibliographic list, 
08445 








transportation for handicapped, selected 
references, 08445 
water resource systems, analysis, 07868 
world energy resources, 07481 
Bicentennial celebrations: 
Bicentennial and 
questions and answers about 
06568 
Bicentennial of United States, Joint Committee 
on Arrangement for Commemoration of: 
establish — 
report, 07106 
Bicycles and tricycles: 
bicycling for everyone, 08446 
Bidding, see Government contracts. 
Big Hole National Battlefield: 
general information, 08287 
Bighorn Canyon National Recreation Area: 
proposed Transpark Road, final environmental 
impact statement, 07864 


1 parks, 08286 
Bicentennial, 
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Bikini Atoll: 
ex gratia payment to people of Bikini Atoll, 
authorization — 
report, 06802 
Bilingual Children’s Television, Inc.: 
examination of grants awarded, GAO report, 
07699 
Bills (invoices), see Invoices. 
Binghamton, N.Y.: 
area wage survey report, 07943 
metalworking industries, industry wage survey 
report, 07979 
Biochemistry: 
biochemical profiles of submariners, longitu- 
dinal health study, 08001 
comparison of biochemical responses between 
single and repeated exposures to air at 6.7 
ATA, 08003 
Biography: 
biographical treatment of creative individual, 
USSR study, 07890 
Biological sciences, see Biology. 
Biology: 
associate training programs in medical and 
biological sciences at National Institutes 
of Health, 08248 
second annotated bibliography on biological 
effects of metals in aquatic environments, 
07546 
Biomedicine: 
balanced program plan, analysis for biomedical 
and environmental research, 07494 
Federal inventory of energy related biomedical 
and environmental research, 07491-3 
National biomedical heart, lung, blood, blood 
vessel, and research training act— 
report, 07130 
nonhuman primates, usage and availability for 
biomedical programs, 08305 
Birth: 
illustrative projections 
United States, 06626 
Biscayne Bay, Fla.: 
studies of effects of thermal pollution, 07544 
Bituminous concrete, see Concrete. 
Bituminous materials: 
preliminary performance criteria for 
minous membrane roofing, 08194 

Black Americans, see Negroes. 

Black lung disease, see Pneumoconiosis. 

Black people (U.S.), see Negroes. 

Blackwell family: 

registers of papers in Manuscript Division of 
Library of Congress, 07993 
Blaine County, Idaho: 
soil survey report, 08385 
Blasting: 
blasting tests in porphyry copper deposit in 
preparation for in situ extraction, 08090 
controlled perimeter blasting in cold regions, 
07525 
Blood: 
comparative analysis of regional blood supply 
systems, 08232 
see also Blood vessels. 

Blood vessels: 

National biomedical heart, lung, blood, blood 
vessel, and research training act— 
report, 07130 

Board of International Broadcasting, see Interna- 
tional Broadcasting Board. 

Board of Trustees of Federal Old-Age and 
Survivors Insurance and Disability 
Insurance Trust Funds: 

annual report, 06764 


of first births for 


bitu- 
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Boating: 
almost everything you ever wanted to know 
about boating but were ashamed to ask, 
51 


066. 

Coast Guard boating safety circular, 06654 

Federal assistance to State boating safety pro- 
grams — 

report, 06848 

field study of wave environment vs. boating 
activity for seven sites in eastern U.S., 
06659 


Boats: 
development of on-shore treatment system for 
sewage from watercraft waste retention 
system, 07584 
Federal boat safety act, amend— 
report, 06848 
fuel and electrical standards, 06654 
Boilers: 
national boiler inventory, evaluation, 07565 
Bolivia: 
economic trends and their implications for 
United States, 07873 
Bombs: 
bomb summary, comprehensive report of in- 
cidents involving explosive and incendiary 
devices in Nation, 07620-2 
terrorist bombings and law enforcement intel- 
ligence, terroristic activity, 07286 
BOMEX, see Barbados Oceanographic and 
Meteorological Experiment. 
Bonding of materials: 
construction with surface bonding, 06520 
cyclic debonding of unidirectional composite 
bonded to aluminum sheet for constant- 
amplitude loading, 08180 
Bonds: 
District of Columbia, Refunding 
authorization act, disapproval — 
report, 07129 
Books: 
Library of Congress subject catalog, 07995 
Boosters (rocket), see Rockets. 
Booth, Tex.: 
railroad accident investigation summary re- 
port, 08354 
Boots and shoes: 
assistance to nonrubber footwear 
GAO report, 07758 
Boring: 
machine boring of southern pine, 06538 
Borneo: 
sailing directions, 07405 
Boron: 
mineral facts and problems, chapter preprint, 
7 


bond 


industry, 


mineral industry surveys, 08015-6 
Botany: 
Smithsonian contributions to botany, 08366-7 
Botswana: 
marketing, 07439 
Boxes: 
boxes, electrical components, 
identification guide, 07352 
Boy Scouts of America: 
annual report, 06763 
Brain: 
main morphological distinctions of brain and 
cranial nerves of dolphins and other 
cetaceans, USSR study, 07922 
qualitative characteristics of vestibular nuclei 
of brain of dolphins and man, USSR 
study, 07887 


Federal item 
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Brakes: 

thermal conductance of and heat generation in 
tire-pavement interface and effect on air- 
craft braking, 08165 

Brayton cycle: 

design and performance of no-single-failure 
control system for mini-Brayton power 
conversion system, 08172 

Brazil: 
space research project, agreement, 08420 
Bread: 

economic organization of milling and bread in- 

dustry, 1975 food price study, 07304 
Breathing, see Respiration. 
Brices Cross Roads National Battlefield Site: 

general information, 08288 

Bridges: 

prevention of preferential bridge icing using 
heat pipes, 07665 

thermodynamics of bridges, roadways, and 
runways, 08458 

Brimfield Group: 

Stratigraphic and structural relationships of 
Brimfield Group in northeast-central Con- 
necticut and adjacent Massachusetts, 
07828 

Broadcasting, see 
casting-Television. 
Brokerage: 

impact of foreign competition on U.S. small 
business in customs brokerage, ocean and 
air freight forwarding — 

hearings, 07042 
Bromine: 
mineral industry surveys, 08017-8 
Brookside Mine: 
labor 


Radio broadcasting-Tele- 


dispute, oversight — 


t 
nt 





hearings , 06940 


Brooms: 
brooms, mops, sponges, and squeegees, 
Federal item identification guide, 07383 
Brown, George S.: 
nomination — 
hearings, 07204 
Bruja Mar (motor vessel): 
document as vessel of United States with 
privileges — 
report, 07169 
Budget Committee, House: 
report, 06784 
Budget Committee, Senate: 
committee print, 07218 
hearings, 07212-7 
report, 07142, 07150, 07177 
Budget of United States: 
budget and economic 
seminar, 07218 
Congressional budget act, amend — 
report, 07138, 07142, 07150 
Congressional budget and impoundment con- 
trol act, amend — 
report, 07177 
Congressional budget and impoundment con- 
trol act, legislative history, 07249 
congressional budget procedures, 1976, imple- 
ment— 
report, 06784 
deferrals of budget authority — 
report, 06788 
review , 07067, 07074-5 
revised proposals, 06769 
economic impact of Federal budget — 
hearings, 07213 
Federal budget and inflation -— 
hearings, 07215 


outlook, 1976-80, 





Federal budget and its problems — 
hearings, 07216 
1976, second concurrent resolution — 
hearings, 07217 
rescission bill— 
hearings, 06913 
rescission of certain budget authority — 
report, 06796, 07100 
rescissions and deferrals of budget authority — 
cumulative report, 06767, 06773-4, 06777, 
07071, 07073, 07076, 07079 
proposals, 06775-6, 07069 
review, 07068, 07070 
revised proposals, 07066 
summary, 07077-8 
rescissions of budget authority — 
summary, 06766, 07065 
Buffalo, N.Y.: 
area wage survey report, 07944 
department stores, industry wage survey re- 
port, 07972 
fluid milk, industry wage survey report, 07975 
Building: 
building science series, 08193 
construction with surface bonding, 06520 
craft and industrial workers, protect economic 
rights — 
hearings, 06936 
report, 06864, 07136 
innovations in industrial construction, USSR 
study, 07893 
literature search, law enforcement facilities, 
planning, design, construction, 08211 
regulations, labor standards applicable to con- 
tracts covering Federally financed and 
assisted construction, 08505 
safety during construction of 
buildings, status report, 08196 
temporary enclosures and heating during con- 
struction, 07517 
Building trades: 
union wages and hours, building trades, 07964 
Buildings: 
acquisition of building in Laguna Niguel, 
Calif., in exchange for government-owned 
properties, GAO report, 07774 
Army, color, technical manual, 06581 
environmental protection, design for multipro- 
tection, 07328 
outline for saving energy, lighting and ther- 
mostats in commercial, public, and indus- 
trial buildings, 07642 
state-of-art of structural 
walls, floors, roofs, 
buildings, 08195 
summary report, conference on industrial and 
buildings conservation, relationships with 
Federal laboratories, 07470 
Bulgaria: 
mineral industry, Minerals yearbook chapter, 
08079 


concrete 


test methods for 
and complete 


Burgess, Isabel: 
nomination — 
hearings, 07231 
Business: 
cost of crimes against business, 07443 
Federal estate and gift taxes, impact on small 
businessmen and farmers - 
hearings, 07317 
Federal reporting and recordkeeping as it af- 
fects small businesses — 
hearings, 07316 
impact of foreign competition on U.S. small 
business — 
hearings, 07042 
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Business — Con. 
Near East and North Africa, report to U.S. 
business, 07886 
Occupational safety and health act, effects of 
administration on small business — 
hearings, 0704 
overseas business reports, 07437-41 
regulations of various Federal regulatory agen- 
cies and their effect on small business — 
hearings, 07040 
Scotlandville before highway, analysis of land 
use, population density and minority busi- 
ness before Scotlandville Bypass , 08457 
Small Business Administration free manage- 
ment assistance publications, 08362 
small business bibliography, 08363-4 
Small business emergency relief act— 
law, 06732 
report, 06882 
small business tax reform - 
hearings, 07318 
Business men: 
polisters report on American consumers and 
businessmen -— 
hearings, 06757 
Business recession: 
Intergovernmental 
act- 
report, 07107 
Businessmen, see Business men. 
Buying, see Purchasing. 


anti-recession assistance 


c 


Cables: 
Greenhill’s formula and mechanics of cable 
hockling, 08329 
Cadmium: 
mineral industry surveys, 08020 
some effects of cadmium on coniferous 
soil/litter microcosms, 07552 
Calibration: 
absolute calibration of hydrogen discharge 
lamp in vacuum ultraviolet, 08145 
Calibrations: 
standard reference materials, calibrated glass 
standards for fission track use, 08202 
California 
better controls needed for health maintenance 
organizations under Medicaid, GAO re- 
port, 07691 
national cemetery site selection, proposal -— 
hearings, 07046 
national electric rate book, 07675 
precipitation-frequency atlas 
United States, 08275 
Cambodian refugees, see Refugees. 
Cambrian period 
Cambrian and Ordovician rocks of southern 
Arizona and New Mexico and western- 
most Texas, 07844 
Camp Gruber, Okla. 
siting energy facilities at Camp Gruber, Okla., 
07652-3 
Camp Wallace, Philippines: 
defense, relinquishment of certain land, agree- 
ment, 08425 
Campaigns, see Elections. 
Campaigns (political), see Elections. 
Camps: 
census of selected service industries, 06614 
Canada: 
cleaning up Great Lakes, United States and 
Canada are making progress in controlling 


of western 
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pollution from cities and towns, GAO re- 
port, 07812 
new towns, bibliography, 07855 
omega propagation correction tables for 10.2 
kHz, 07418 
omega table, 07417 
ications promotion of safety on 
Great Lakes by means of radio, agree- 
ment, 08422 
United States-Canadian 
tions — 
hearings, 06948 
Canal Zone: 
mineral industry, Minerals yearbook chapter, 
08078 


telecc 





broadcasting _rela- 


personnel policies, GAO study — 
hearings, 07010 
Canal Zone Government: 
annual report, 06590 
Cancer: 
National cancer act, amend -— 
hearings, 
Canned foods: 
excluding substandard canned pineapple from 
United States, GAO report, 07784 
see also Food. 
Carbon: 
analysis of carbon-l4 and tritium in reactor 
stack gas, 07554 
effects of carbon and hafnium concentrations 
in wrought powder-metallurgy superalloys 
based on NASA 2B-ll alloy, 08173 
Carbon black: 
mineral industry surveys, 08021 
Carbon dioxide: 
incident shock-wave characteristics in air, 
argon, carbon dioxide, and helium in 
shock tube with unheated helium driver , 
08166 


Carbonates: 
rapid analysis of silicate, 
phosphate rocks, 07832 
Carcinogens: 
suspected carcinogens, subfile of NIOSH toxic 
substances list, 08245 
Cardiac pacemakers, see Heart. 
Careers, see Occupations. 
Cargo, see Freight. 
Caribou County, Idaho: 
detection and delineation of faults by surface 
resistivity measurements, Conda mine, 


carbonate, and 


08091 
Carlson, Jack W.: 
nomination — 
hearings, 07265 
Cars, see Automobiles. 
Cashiers: 
food 


stamp counterpoints, manual for 
cashiers, 06528 
Casper, Wyo.: 
aircraft accident report, 08313 
Catalog cards: 
Library of Congress, books, subjects, 07995 
Catalogs: 
catalog of copyright entries, 07327 
Library of Congress, books, subjects, 07995 
Library of Congress, national union catalog, 
register of additional locations, 07996 
managing highway maintenance, training guide 
and catalog, 07663 
Mines Bureau films, 08019 
water resources research catalog, 07869 
Catalysis: 
catalytic desulfurization and denitrogenation, 
07564 
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Catalysts: 
catalyst 
methanation 
model, 07503 
Catt, Carrie Chapman: 
registers of papers in Manuscript Division of 
Library of Congress, 07993 
Cattaraugus Creek Harbor, N.Y.: 
design for wave protection, flood control, and 
prevention of shoaling, 07535 
Cavities: 
measurements of farfield sound generation 
from flow-excited cavity, 08137 
Cement: 
mineral industry surveys, 08022 
production of Portland cement concrete by use 
of a continuous mixing process, 07670 
Census: 
compilation of current data on total population 
between censuses — 
hearings, 07013 
construction industries, special report, 06591 
high energy physicists and graduate students, 
1975 census, 07489 
manufactures, industry series, 06592-3 
manufactures, special report series, 06594 
manufactures, subject series, 06595-6 
population, current population reports, special 
censuses, 06629 
population, special censuses, summary, 06629 
population, supplementary report, 06597-9 
retail trade, area statistics, 06600-1 
retail trade, major retail centers in standard 
metropolitan statistical areas, 06602-10 
retail trade, subject series, 06611 
service industries, area statistics, 06612-3 
service industries, subject series, 06614-7 
wholesale trade, area statistics, 06618 
wholesale trade, commodity line sales, 06619 
wholesale trade, subject series, 06620 
Census Bureau: 
census of construction industries, special re- 
port, 06591 
census of manufactures, 
065 


hot-gas-recycle 
mathematical 


deactivation in 
reactors, 


industry series, 


census of manufactures, special report series, 
94 


census of manufactures, subject series, 06595- 
census of population, supplementary report, 
06597-9 


census of retail trade, area statistics, 06600-1 

census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06602-10 

census of retail trade, subject series, 06611 

census of selected service industries, 
statistics, 06612-3 

census of selected service industries, subject 
series, 06614-7 

census of wholesale trade, 
06618 

census of wholesale trade, commodity line 
sales, 06619 

census of wholesale trade, 
06620 


area 
area statistics, 


subject series, 


current population reports, population charac- 
teristics, 06621 

current population reports, population esti- 
mates and projections, 06624-8 

current population reports, special censuses, 
06629 


current population reports, special studies, 
066. 





urban atlas, tract data for standard 
metropolitan statistical areas, 06631-4 
Central Valley project: 
Federal reclamation policy, Westlands Water 
District, will family farm survive in Amer- 


ica— 
hearings, 07320 
Ceramics: 
critical surveys of data sources, ceramics, 
04 
CERC, see Coastal Engineering Research 
Center. 
CERL, see Construction Engineering Research 
Laboratory. 
Cesium: 
mineral industry surveys, 08023-4 
Cetacea: 
main morphological distinctions of brain and 
cranial nerves of dolphins and other 
cetaceans, USSR study, 07922 
Chad: 
economic trends and their implications for 
United States, 07878 
Chains: 
chain and wire rope, Federal item identifica- 
tion guide, 07344 
CHAMPUS (civilian health and medical program 
of uniformed services), see Health in- 
surance. 
Channels: 
amplified specifications for final design of 
U.S. channel for U-25, 07482 
Charts: 
test strips and color charts, 
identification guide, 07356 
Checks: 
impact of NOW accounts in Massachusetts 
and New Hampshire - 
hearings, 07207 
Chemical reactions: 
effects of organic solutes on chemical reac- 
tions of aluminum, 07849 
Chemicals: 
deicing chemicals, manual, 07582-3 
registry of toxic effects of chemical sub- 
stances, 08243 
subfile of NIOSH toxic substances list, 08245 
Toxic substances control act— 
hearings, 06988 
Chemistry: 
chemistry of aluminum in natural water, 07849 
computer programs for structural chemistry, 
MATCH 1 and MATCH 2, FORTRAN 
programs to predict and evaluate mutual 
orientation of polycrystals, 08213 
crystallochemical features of some ferrites, 
USSR study, 07904 
journal of research, National Bureau of Stan- 
dards, 08199 
plant protection through chemistry, 
study, 07910 
Chena River and Valley: 
nineteen seventy-four ice breakup on Chena 
River, 07524 
Chicago Transit Authority: 
railroad accident investigation summary re- 
port, 08358 
Chicago, IIl.: 
railroad accident investigation summary re- 
port, 08358 
Child labor: 
Fair labor st ds act, | 
child labor provisions — 
hearings, 06943 


Federal item 


USSR 


ro | 


waiver of 
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Child placing: 
children with special needs for foster care - 
hearings, 07287 
Child study, see Children. 
Children: 
assessment of reading activities funded under 
Federal program of aid for educationally 
deprived children, GAO report, 07797 
Child nutrition act, amend - 
report, 06830, 07110 
children of working mothers, 07988 
education for all handicapped children 
report, 06849, 07113 
family background, early development, and in- 
telligence of children 6-ll years, 08220 
Indochina refugee children assistance act 
report, 06877 
special summer food service program for chil- 
dren, 06531 
study of child variance, 07452 
see also Adoption. 
Chile 
covert action, 1963-73, staff report, 07258 
China 
People's Republic 
mineral industry, 08074 
new industrial power with strong mineral 
base, 08061 
Chromatography: 
determination of volatile organic compounds at 
mu g/l level in water by gas chromatog- 
raphy, 07555 
Chromium 
mineral industry surveys, 08025 
Chrysler Corporation: 
engine performance test of 1975 Chrysler-Nis- 
san model CN633 diesel engine, 08475 
Cincinnati, Ohio: 
status of urban corridor demonstration pro- 
gram, 08479 
Circuit Courts of Appeals: 
reorganization of Sth judicial circuit — 
report, 07133 
Cities and towns: 
bibliography on new towns in French lan- 
guage, 07856 
Canadian new towns, bibliography, 07855 
city as biological community, 
ecosystem, 08304 
cleaning up Great Lakes, United States and 
Canada are making progress in controlling 
pollution from cities and towns, GAO re- 
port, 07812 
demonstration of acoustical undergound sur- 
vey system in Washington metropolitan 
area, 07664 
interim report on impact of Public Law 92-500 
on municipal pollution control technology, 
07571 
low-income neighborhoods 
06598 


urban 


in large cities, 
new communities program, oversight — 
hearings, 06927 

selected vital and health statistics in poverty 
and nonpoverty areas of 19 large cities, 
08225 

status of urban corridor demonstration pro- 
gram, 08479 

student originated studies projects, 08310 

test plan and preliminary report of airborne 
electromagnetic environment survey over 
U.S.A. urban areas 0.4 to 18.0 GHz 
08125 

urban atlas, tract data for standard 
metropolitan statistical areas, 06631-4 
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Voluntary municipal reorganization act— 
report, 
Citizens of United States: 
imprisoned in Mexico-— -- 
hearings, 06977 2 
Overseas citizens voting rights act— 
law, 06743 
report, 06842 
temporary assistance for 
returned from abroad — 
report, 07101 
Civil, see also Government officials 
ployees. 
Civil Aeronautics Board: 
practices and procedures, oversight — 
hearings, 07285 
Civil aircraft, see Aircraft. 
Civil aviation, see Aeronautics. 
Civil engineering: 
civil engineering general, paints and protective 
coatings, 06579 
Civil rights: 
act amend — 
compilation, 06997 
aspects of general revenue sharing — 
hearings, 07005 
civil and human rights in Oregon State prisons, 
37 


U.S. citizens 


and em- 


equal employment opportunity court cases, 
06641 


human rights in Africa— 
hearings, 06946 
Civil Rights Commission: 
appropriations, 1976- 
hearings, 07196 
hearings, 06638 
Civil service: 
air traffic controllers, opportunities in Federal 
Government, 06639 
personnel bibliography series, 06644 
stenographers and typists, announcement, 
06646 


SEE Government officials and employees. 
Civil Service Commission: 
foreign assistance appropriations, 1976— 
hearings, 07197 

information on unresolved audit exceptions 
with Federal employees health benefit car- 
riers, GAO report, 07710 

National Aeronautics and Space Administra- 
tion's equal employment opportunity pro- 
gram could be improved, GAO report, 
07743 


pamphlet, 06643 
part-time employment 
GAO report, 07747 
progress and problems in implementing Inter- 
governmental personnel act, GAO report, 
07742 
telephone directory, 06647 
Civil service pensions: 
time limitations for application — 
law, 06725 
report, 07147 
SEE Retirement. 
Civilian components of Armed Forces: 
personnel strength for 1976, authorization— 
report, 06809 
Civilian employees, see National Guard. 
Civilians: 
American civilian internees in southeast Asia, 
increase benefits — 
report, 06836 
civilian personnel pamphlet CPP series, 06573 


in Federal agencies, 
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Claims: 
Alaska native claims settlement act, amend— 
law, 06744 
report, 06887 
War claims act, amend- 
report, 06836 
Clams: 
effects of engineering activities on ecology of 
Pismo clams, 07509 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Clark National Forest: 
wilderness areas within, designate - 
hearings, 07272 
report, 07167 
Classification: 
American national standard N540, classifica- 
tion of radioactive self-luminous light 


sources, 08197 
data index system, annual declassification list, 
07508 


manual of Navy enlisted manpower and per- 
sonnel classifications and occupation stan- 
dards, Navy enlisted classifications 
08321 
Classified matter, see Confidential material. 
Clay: 
piping in earth dams constructed of dispersive 
clay, literature review and design of 
laboratory tests, 07536 
Clays: 
mineral industry surveys, 08026-7 
Clemency: 
Vietnam era reconciliation act— 
information, 07009 
Clerk, House of Representatives, see House of 
Representatives. 
Clerks: 
national survey of professional, administrative, 
technical, and clerical pay, 07965 
see also Law clerks-Office employees. 
Cleveland, Ohio: 
extensive l-year survey of elements and com- 
pounds in airborne suspended particulate 
matter in Cleveland, Ohio, 08171 
Clifton, N.J.: 
area wage survey, 07957 
area wage survey report, 07948 
Climate: 
use of climatic data in design of soils treat- 
ment systems, 07579 
Clinical thermometers, see Thermometers. 
Clinics: 
quality of patient care at Veterans’ Adminis- 
tration clinics, 07326 
quality of patient care at Veternas Administra- 
tion clinics, 07044 
Clubs: 
General Federation of Women’s Clubs - 
law, 06693 
Clustering: 
clustering phenomena in nuclei, proceedings, 
07501 
Coagulation: 
treatment of textile wastewater by activated 
sludge and alum coagulation, 07563 
Coal: 
analyzing syncrude from western Kentucky 
coal, 07461 
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coal conversion processes, assessment of mul- 
tienergy processes using COED char, oil 
and gas, 07496 

coal processing by electrofluidics, 06648 

environmental factors in coal liquefaction 
plant design, 06649 

Federal coal leasing amendments act— 

report, 06856 

further action needed on recommendations for 
improving administration of Federal coal- 
leasing program, GAO report, 07814 

in situ combustion of coal for energy, 08106 

methanation in coal gasification processes, 
07502 

Pennsylvania anthracite, mineral industry sur- 
veys, 08028 

reserve base of U.S. coals by sulfur content, 


08044 
slurry pipelines — 
hearings, 07260 
see also Ashes-Coal dust-Coal mines and min- 


ing. 
Coal County, Okla.: 
soil survey report, 08373 
Coal Creek: 
flood hazard analyses, Salzer Creek, Lewis 
County, Wash., 08371 
Coal dust: 
dust generation and comminution of coal, 
08089 


improvements still needed in coal mine dust- 
sampling program and penalty assess- 
ments and collections, GAO report, 07824 
Coal mines and mining: 
geologic factors affecting mining of Pittsburgh 
coalbed, 08093 
geologic investigations of underground coal 
mining problems, 08087 
improvements still needed in coal mine dust- 
sampling program and penalty assess- 
ments and collections, GAO report, 07824 
radioactive aerosols in underground coal 
mines, evaluation, 08115 
Coal Research Office: 
research and development report, 06648-9 
Coast Guard: 
auxiliary instructors guide, 06652 
aviation plan, 06653 
boating safety circular, 06654 
family housing manual, 06658 
national search and rescue manual, addendum, 
06650, 06665 
Office of Research and Development project 
reports, 06663 
travel regulations, 07395 
Coast pilots: 
United States coast pilot, Atlantic coast, East- 
port to Cape Cod, 08262 
Coastal Engineering Research Center: 
miscellaneous paper, 07509-10 
Coasts, see also Shoreline areas. 
Coating materials: 
civil engineering general, paints and protective 
coatings, 06579 
low friction coatings for icebreakers, 06662 
Cobalt: 
mineral industry surveys, 08029 
Cocoa, Fla.: 
area wage survey, 07953 
Code of Federal Regulations, see Codes. 
Codes: 
Code of Federal Regulations, Wage and Hour 
Division interpretive bulletin, 08504 
Code of Federal Regulations, Wage and Hour 
Division regulations, 08505-6 
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Codes —Con. 
development of input data to energy code for 
analysis of reactor fuel bundles, 07468 
fuel management codes for fast reactors, 
7464 
potential uses of functional account code in 
describing job requirements, 06543 
see also Codes of Law. 
Codes of law: 
United States, 1970 edition, 06675-6 
Coke: 
producers, mineral industry surveys, 08030 
Cold regions 
controlled perimeter blasting in cold regions, 
07525 


Cold Regions Research and Engineering 
Laboratory: 
research report, 07511-2, 07514-5 
special report, 07516-24 
technical report, 07525-6 
USA CRREL snow and ice testing equipment, 
07516 
Collective bargaining: 
characteristics of major collective bargaining 
agreements, 07963 
collective bargaining summary series, 07966-7 
Colleges and universities: 
education tuition assistance study, 07324 
experience has taught us about racial disputes 
in high schools and colleges, 06673 
grants to individual colleges and libraries — 
hearings, 06937 
HEGIS 9, requirements and specifications for 
survey, 08214 
higher education legislation — 
hearings, 07293-4 
institutional characteristics of colleges and 
universities, 08214 
jobs for which college education is usually 
required, 07981 
projects in higher education, science, mathe- 
matics, engineering, 08308 
summary of awards under supplementary sol- 
icitation for interdisciplinary research, 
fiscal year 1975 program of university 
research, 08466 
Color: 
buildings, Army technical manual, 06581 
Colorado: 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 


energy conservation in Colorado, proceedings, 


precipitation-frequency atlas of western 
United States, 08268 
stratigraphic nomenclature of Thirtynine Mile 
volcanic field, central Colorado, 07830 
Columbia River and Valley: 
discharge and flow distribution, 
River estuary, 07838 
Columbium, see Niobium. 
Combustion: 
in situ combustion of coal for energy, 08106 
S$O2 reduction in non-utility combustion 
sources, technical and economic com- 
parison of alternatives, 07567 
summation of conditions and investigations for 
complete combustion of organic pesti- 
cides, 07562 
Comet (M/V): 
marine casualty report, 08314 
Commerce 
Bureau of East-West Trade, 
07446 


Columbia 


introduction, 
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detente, prospects for increased trade with 
Warsaw pact countries, 06945 

East-West trade between United States and 
nonmarket economy countries, 07061 

FT report, 06630 

impact of foreign competition on U.S. small 
business — 

hearings, 07042 

international trade in textiles, agreement with 
other governments, 08423 

new products, USA, free service to promote 
your company’s new products overseas, 
07436 


protecting ability of United States to trade 
abroad -— 
hearings, 07236 
some dimensions of world trade impact on 
New York labor market, 07985 
Trade act, provisions, 07241 
Trade act, Senate amendments, 07058 
trading with German Democratic 
(East Germany), 07440 
U.S. balance of trade and balance of pay- 
ments, tables and statistical material, 
07240 
U.S. foreign agricultural trade statistical re- 
port, 07450 
U.S. trade and investment in Soviet Union and 
Eastern Eruope, 07248 
U.S. trade status with Socialist 
07447 
see also Imports. 
Commerce Committee, Senate: 
hearings, 07219-27, 07227-31 
report, 07085, 07131, 07164, 07169, 07174 
Commerce Department: 
appropriations, 1976— 
hearings, 07196 
Assistant Secretary and Under Secretary, 
nominations of Travis Edwin Reed and 
James A. Baker, III- 
hearings, 07230 
energy conservation programs, 06670 
export of U.S. manufactured aircraft financing 
and competitiveness, GAO report, 07760 
Federal inventory of energy related biomedical 
and environmental research, 07493 
fees for services, changes — 
hearings, 07227 
food labels, do they tell enough?, summary of 
report to Congress, GAO report, 07782 
maritime programs, appropriations, 1974 and 
1975, authorize -— 
hearings, 07221 
maritime programs, 
authorization — 
report, 07085 
maritime programs, 
authorize — 
report, 06782 
maritime programs, 
authorize — 
report, 06798 
status of efforts to offset balance-of-payment 
deficit for fiscal year 1974 attributable to 
maintaining U.S. forces in Europe, GAO 
report, 07762 
Commerce Technical Advisory Board: 
national energy program, panel on Project In- 
dependence Blueprint, 06667 
Commercial aviation, see Air carriers. 
Commercial products: 
Consumer goods pricing act— 
report, 06827 


Republic 


countries, 


appropriations, 1975, 


1975, 


appropriations, 


appropriations, 1976, 
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Commercial products—Con. 
new products, USA, free service to promote 
your company’s new products overseas, 
07436 


Ait 


Composite materials: 
cyclic debonding of unidirectional composite 
bonded to aluminum sheet for constant- 
amplitude loading, 08180 





U.S. imports, world area by c 
groupings, 06630 
Commercial treaties: 
multilateral trade negotiations, background and 
status, 07049 
United States-Soviet Union commercial agree- 
ments, background materials, 07234 
Comminution: 
dust generation and comminution of coal, 
08089 


Commission on Government Procurement, see 
Government Procurement Commission. 
Committees, see also Congressional committees. 

Committees, Select Committee on, House: 
committee print, 06929 
hearings and panels, print as House docu- 
ment — 
report, 07094 
Commodities, see Agricultural 
mercial products. 
Common carriers, see Communications. 
Communications: 
act, amend — 
hearings, 06991 
law, 06733 
report, 06871 
basic problems of studying pheromonal com- 
munication in insects, USSR study, 07895 
common carriers, changes needed to achieve 
effective regulation, 06994 
communications-electronics activities, USAF 
ground communications-electronics pro- 
gram implementation management, 06557 
communications-electronics, USAF ground 
communications-electronics program 
management, 06556 
Labor Department graphic communications 
standards, revised pages, 07938 
Communist countries: 
trade between United States and nonmarketing 
economy countries, 07061 
Communities, see Cities and towns. 
Community development programs: 
community development block grant program, 
oversight — 
hearings, 06926 
housing and urban development in Australia, 
07854 
new communities program, oversight — 
hearings, 06927 
role of Federal Government in community 
development, evolution, 06922 
Community Services Administration: 
appropriations, 1976— 
report, 06860 
Compacting: 
soil compaction in Salem District, effects and 
observations, 07992 
Companies: 
new products, USA, free service to promote 
your company's new products overseas, 
07436 
Compensation, see Employers liability and work- 
men’s compensation-Salaries. 
Competition: 
impact of foreign competition on U.S. small 
business — 
hearings, 07042 


products-Com- 
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extensive l-year survey of elements and com- 
pounds in airborne suspended particulate 
matter in Cleveland, Ohio, 08171 
improved liquid-solids separation by aluminum 
compound in activated sludge treatment, 
60 


Comprehensive employment and training act, see 
Employment. 
Compressibility: 
testing bulk compressive strength of rocks, 
USSR study, 07889 
Compressing: 
effect of porosity on hydrostatic compression 
of ice, 07518 
Compressors: 
inlet noise of 0.5-meter-diameter NASA QF-1 
fan as measured in unmodified compres- 
sor aerodynamic test facility and in 
anechoic chamber, 08177 
performance of J85-13 compressor with clean 
and distorted inlet flow, 08139 
Comptroller General, see General Accounting 
Office. 
Computer programs/programming: 
airport noise reduction forecast, NEF com- 
puter program description and user's 
manual, 08452 
computer programs for structural chemistry, 
MATCH | and MATCH 2, FORTRAN 
programs to predict and evaluate mutual 
orientation of polycrystals, 08213 
electronic computer program for hydraulic 
analysis of circular culverts, 07660 
electronic computer program for hydraulic 
analysis of pipe-arch culverts, 07661 
FHWA program HY series, 07660-1 
planning session on software engineering hand- 
k, report, 08210 
Computers, see also Information storage and 
retrieval systems. 
Concorde (supersonic transport): 
sound and vibration measurements for Con- 
corde supersonic transport and subsonic 
jet aircraft, 08454 
Concrete: 
comparison of performance of all-bituminous 
concrete and reduced subgrade strength 
highway pavement test sections under 
freezing conditions, 07526 
evaluation of alternate wire fabric materials 
for articulated concrete mattresses, 07530 
introduction to concrete polymer materials, 
07666 
prestressed concrete pavement construction, 
07671 


production of Portland cement concrete by use 
of a continuous mixing process, 07670 
safety during construction of concrete 
buildings, status report, 08196 
Conda mine: 
detection and delineation of faults by surface 
resistivity measurements, Caribou County, 
Idaho, 08091 
Condominium housing, see Housing. 
Conference committee: 
report, 06787, 06796, 06830, 06835, 06844, 
06847, 06849, 06851, 06853, 06855, 06860, 
06864-5, 06867-9, 06871, 06876, 06881-2, 
06884-5, 06890-1, 07083, 07109-10, 07113, 
07115, 07136, 07163 
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Conference of Great Lakes Congressmen: 
briefing on Great Lakes water levels, 07021 
Confidential material: 
data index system, annual declassification list, 
07508 
Configurations: 
study of technological improvements to op- 
timize truck configurations for fuel econo- 
my, 08476 
Congress of United States: 
Congressional budget act, amend - 
report, 07138, 07142, 07150 
Congressional budget and impoundment con- 
trol act, legislative history, 07249 
congressional franking reform, legislative his- 
tory, 07306 
congressional record — 
93d Congress, Ist session, bound volume, 
06674 
congressional serial set, 06677-84 
food labels, do they tell enough?, summary of 
report to Congress, GAO report, 07782 
franking privilege for former Members, 
prohibit - 
law, 06719 
report, 07145 
General Accounting Office assistance in im- 
proving access and usefulness to Congress 
of fiscal, budgetary, and program-related 
information, GAO report, 07703 
law - 
public, 06685-745 
State Department's oil floor price proposal, 
should Congress endorse it?, 06758 
voluntary withholding of State income taxes 
by Members and employees -— 
report, 06839 
voting representation for District of Colum- 
bia- 
report, 06872 
94th Congress, provide for 2d session— 
law, 06728 
Congressional Budget Office: 
oversight — 
hearings, 07212 
Congressional committees: 
committee reform amendments in House, ex- 
planation, 06929 
Congressional districts: 
contest in 2Ist Congressional District of State 
of Ohio- 
report, 06896 
election contest in Ist congressional district of 
Maine - 
report, 06895 
election contest in 10th congressional district 
of Illinois — 
report, 06894 
Congressional record, see Congress of United 
States. 
Connecticut 
changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 
highway project environmental statements — 
report, 06795 
stratigraphic and structural relationships of 
Brimfield Group in northeast-central Con- 
necticut and adjacent Massachusetts, 
07828 
Connectors (electric): 
electrical connectors parts, 
identification guide, 07347 


Federal item 
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electrical posts, splices, and terminals, Federal 
item identification guide, 07338 
Consciousness: 
modern approach to problem of unconscious 
mental activity (the unconscious), USSR 
study, 07911 
Conservation, see Natural resources. 
Construction, see Building-Construction indus- 
try-Installations (military). 
Construction Engineering Research Laboratory: 
technical report, 07527-30 
Construction industry: 
census, special report, 06591 
legal form of organization and specialization in 
types of construction, census of construc- 
tion industries, 06591 
Nassau and Suffolk Counties, N.Y., industry 
wage survey report, 07969 
New York area, industry wage survey report, 


07970 
Newark, N.J., industry wage survey report, 
07971 
see also Building. 
Construction materials: 
mineral construction materials, bulk, Federal 
item identification guide, 07392 
miscellaneous construction materials, Federal 
item identification guide, 07375 
Consumer goods, see Commercial products. 
Consumer Product Safety Commission: 
banning of 2 toys and certain aerosol spray ad- 
hesives, GAO report, 07790 
oversight — 
hearings, 06986 
Consumers: 
Beef research and 
report, 06867, 07117 
Condominium consumer protection act— 
hearings, 07208 
consumer and marketing reserves — 
hearings, 07185 
Consumer energy act— 
hearings, 07219 
consumer price index, short description, 07968 
inflation and consumer, price stability and 
economic growth, 06759 
lower prices for consumers — 
law , 06687 
report, 07118 
polisters report on American consumers and 
businessmen— 
hearings, 06757 
Containers: 
airdrop of supplies and equipment, rigging 
containers, 06583 
beverage containers, Vermont 
07594 





information act— 


experience, 


Contamination: 
electrets and their applications in contamina- 
tion studies, 08190 
Contempt of Congress: 
contempt proceedings against Secretary of 
Commerce, Rogers C.B. Morton-— 
hearings, 
Contra Costa County, Calif.: 
influence of rainfall and ancient landslide 
deposits on recent landslides in urban 
areas of Contra Costa County, Calif. 
07827 
Contractions, see Abbreviations. 
Contractors: 
automotive power systems contractors coor- 
dinati ting, y report, 07597 
see also Government contracts. 
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Contracts: 
summary of grants and contracts administered 
by National Center for Health Services 
Research, 08216 
tax exempt status of obligations used to pro- 
vide certain irrigation facilites— 
law, 06706 
tax exempt status of obligations used to pro- 
vide certain irrigation facilities — 
report, 07168 
uranium enrichment conference on modified 
contract option, 07465 
see also Government contracts. 
Control (vehicle), see Remote control. 
Control systems: 
closed loop control of internal combustion en- 
gine exhaust emissions, 08460 
design and evaluation of sensor fail-opera- 
tional control system for a digitally con- 
trolled turbofan engine, 08135 
design and performance of no-single-failure 
control system for mini-Brayton power 
conversion system, 08172 
development and demonstration of flutter-sup- 
pression system using active controls, 
08188 


miscellaneous controls, Federal item identifi- 
cation guide, 07362-3 
Controlled cabetedees, see Drugs. 
Convertors: 
design and performance of no-single-failure 
control system for mini-Brayton power 
conversion system, 08172 
Convolutions: 
fast complex convolution 
theoretic transforms, 08328 
Cooling: 
simplified analytical solution for thermal 
resp of ional steady-state 
transpiration cooling system in radiative 
and convective environment, 08181 
Cooling systems: 
low-interest loans for residential solar heating 
and cooling equipment -— 
hearings, 06925 
method for optimizing and evaluating indirect 
dry-type cooling systems for large steam- 
electric generating plants, 07485 
truck noise, Freightliner quieted truck cooling 
system, 
truck noise, reduction of cooling system noise 
on heavy duty diesel trucks, 08450 
Cooperation, see also International cooperation. 
Cooperatives: 
annual meeting guide for rural electric and 
telephone cooperatives, 08351 
farm credit system loans to rural 
cooperatives — 
law, 06726 
report, 07156 
see also Farmers’ cooperative organizations- 
Forestry cooperatives. 
Copper: 
blasting tests in porphyry. copper deposit in 
preparation for in situ extraction, 08090 
data base, potential for energy conservation in 
9 selected industries, copper, 07626 
geochemical exploration techniques applicable 
in search for copper deposits, 07845 
geology and resources of copper deposits, 
07845 


using number 


one-d 
one 





utility 


grade and tonnage relationships among copper 
deposits, 07845 
minera! industry surveys, 08032 
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Copper River and Valley: 
land at river's end, Copper River delta, 07681 
Copyright: 
catalog of copyright entries, 07327 
law revision— 
report, 07122 
Copyright Office: 
catalog of copyright entries, 07327 
Corajs: 
dimorphism in two new genera of Devonian 
tabulate corals, 07841 
Core drilling: 
blasting tests in porphyry copper deposit in 
preparation for in situ extraction, 08090 
Cores (reactor), see Reactors (atomic). 
Corporations: 
corporate ownership and control, 07250 
Federal incorporations, oversight — 
hearings, 07004 
rental of railroad rolling stock by foreign cor- 
porations — 
report, 06891, 07153 
State and Federal legal regulation of alien and 
corporate land ownership and farm opera- 
tion, 06515 
U.S. trade and investment in Soviet Union and 
Eastern Europe, role of multinational cor- 
porations, 07248 
Correctional _ institutions, Prisons 
prisoners. 
Corrections, see Prisons and prisoners. 
Correspondence courses and schools: 
correspondence course program, subcourscs, 
07531 
Cosmetics: 
Federal food, drug, and cosmetic act, amend— 
hearings, 07288 
Cosmic rays: 
Ames _ collaborative 
neutrons, 08147 
Cost and standard of living: 
consumer price index, short description, 07968 
Cotton: 
target prices and loan figures — 
hearings, 06908 
Cotton gins and ginning: 
cotton gin operating costs in Midsouth, 07449 
Council on international Economic Policy: 
appropriations, 1976 and 1977, authorize — 
hearings, 
Executive Director, nomination of William D. 
Eberle — 
hearings, 07210 
Courses of study, see Curriculum. 
Courts: 
suggested energy conservation measures for 
courts and correctional institutions, 07930 
Courts of United States: 
appropriations, 1976-— 
hearings, 07196 
equal employment opportunity court cases, 
06641 


see and 


study of cosmic ray 


Federal-State election law survey, analysis of 
State legislation, Federal legislation, and 
judicial decisions, 07624 

Cowlitz Indians: 

At P ies of j dg 
report, 06832 
Cracking (fracturing), 

metals. 
Craftsmen, see Labor. 
Cranium, see Skull. 
Crashes, see Motor vehicle accidents. 


nt funds — 





see also Fracture of 
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Credit 
Equal credit opportunity act amendments - 
report, 7 
Fair credit billing act, amend - 
hearings, 06923 
see also Agricultural credit. 
Credit unions 
type-of-membership classification 
Federally-insured credit unions, 08230 
Crime and criminals: 
application of science and technology to crime 
control, oversight - 
hearings, 07038 
cost of crimes against business, 07443 
FBI uniform crime reports, 07620-2 
how criminal justice agencies use criminal his- 
tory information, GAO report, 07704 
uniform crime reports, 07623 
Criminal justice (administration): 
how criminal justice agencies use criminal his- 
tory information, GAO report, 07704 
oversight - 
hearings, 06931-2 
Criminal procedure: 
Federal rules of criminal procedure, amend - 
law, 06691 
Crops, 08441 
field crops, production, farm use, sales, value, 
08434 


for 


Indiana crop summary, field crops, 08435, 
08435 
CRREL, see Cold Regions Research and En- 
gineering Laboratory. 
Crude oil, see Petroleum. 
Crude petroleum, see Petroleum. 
Crustaeceans: 
West African Myodocopid Ostracoda, Cylin- 
droleberididae, 08368 
Crystal chemistry, see Chemistry. 
Crystal lattices: 
use of iodine-125 for interstitial implants, 08339 
Crystal structure: 
crystallochemical features of some ferrites, 
USSR study, 07904 
Crystals: 
computer programs for structural chemistry, 
MATCH 1 and MATCH 2, FORTRAN 
programs to predict and evaluate mutual 
orientation of polycrystals, 08213 
work-hardening and strain rate sensitivity of 
flow stress in high purity ice single 
crystals, 07514 
CTAB, see Commerce 
Board. 
Culverts: 
electronic computer program for hydraulic 
analysis of circular culverts, 07660 
electronic computer program for hydraulic 
analysis of pipe-arch culverts, 07661 
Currents, see Ocean currents. 
Curriculum: 
police educational characteristics and curricu- 
la, 07932 
quality assurance of media devices and cour- 
seware, 06541 
Cushioning materials: 
crash cushions, selection, criteria, and design, 
07657 
Cutting machines: 
feasibility study of hydraulic jet kerfing to im- 
prove efficiency of mechanical disc 
cutting, 08461 
Cylindroleberididae, see Crustaeceans. 
Cyprus: 
Greece and Cyprus, 1975, report, 07244 
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D 


Dairy products: 
dairy price situation— 
hearings, 06904 
Dakota County, Nebr.: 
soil survey report, 08374 
Dallas, Tex.: 
status of urban corridor demonstration pro- 
gram, 08479 
Damages: 
motor vehicle damageability standards and test 
results — 
hearings, 06982, 07226 
Dams: 
piping in earth dams constructed of dispersive 
clay, literature review and design of 
laboratory tests, 07536 
Data acquisition: 
development and utilization of data acquisi- 
tion, computing, and processing systems 
at Morgantown Energy Research Center , 
07500 
Data compression: 
remote sensing of pollutants computerized 
reduction of long-path absorption data, 
08277 
Data processing, see Information storage and 
retrieval systems. 
Data storage and retrieval systems, see Informa- 
tion storage and retrieval systems. 
Dawson County, Mont.: 
soil survey report, 08375 
DCAA, see Defense Contract Audit Agency. 
De-icing, see Ice. 
Death: 
comparability of mortality statistics for 7th 
and 8th revisions of International classifi- 
cation of diseases, 08218 
infant, maternal, and childhood mortality, 


Debrig; 
mass distribution of orbiting man-made space 
debris, 08170 
waterborne debris 
cidents, 06666 
Debt, see also Public debt. 
Decision-making: 
making multiple use decisions, 07991 
Decisions: 
great decisions in U.S. foreign policy — 
hearings, 06974 
Decorations of honor: 
proposals to strengthen Foreign gifts and 
decorations act, GAO report, 07764 
Defense, see National defense. 
Defense Civil Preparedness Agency: 
technical report TR series, 07328 
Defense Contract Audit Agency: 
DCAAM series, 07329 
operations auditing, GAO report, 07802 
Defense contracts, see Government contracts. 
Defense Department: 
appropriations, 1975, military construction— 
hearings, 06918 
appropriations, 1976— 
hearings, 07194 
report, 06869 
appropriations, 1976, military construction — 
hearings, 06915 
report, 06844 
appropriations, 1976, military construction, 
authorization — 
report, 06835, 07109 


in marine pollution in- 
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Defense Department—Con. 

appropriations, 1976, military procurement, 
authorization — 

report, 

authority for certain employees to administer 

oaths — 
report, 07148 

cost and benefits of U.S. participation in 
reopening Suez Canal, GAO report, 07765 

current patent and licensing policies and prac- 
tices, GAO report, 07694 

DCAAM series, 07329 

Defense integrated data system 
procedures manual, 07330-3 

Department of Defense procedures for accu- 
mulating and controlling costs for aid to 
South Vietnam, GAO report, 07778 

DoD pamphlet, 06570 

economic and logistical impact resulting from 
announced closure of Fort MacArthur, 
GAO report, 07696 

excess defense articles provision in proposed 


(DIDS) 


reimbursements from foreign governments for 
military personnel services provided under 
Foreign military sales act, GAO report, 
07731 

review of preliminary estimates of evacuation 
costs, temporary care, and resettlement 
costs of Vietnamese and Cambodian refu- 
gees, GAO report, 07767 

status of efforts to offset balance-of-payment 
deficit for fiscal year 1974 attributable to 
maintaining U.S. forces in Europe, GAO 
report, 07762 

stockpiling of war reserve materials for use by 
United States allies, GAO report, 07693 

unrecovered costs for utility services furnished 
to non-appropriated-fund and non-govern- 
ment activities, GAO report, 07773 

urgent need for Department of Defense mar- 
ginal performer discharge program, GAO 
report, 07746 

ways of increasing productivity in maintenance 
of commercial-type vehicles, GAO report, 


07776 
Defense integrated data system (DIDS), see In- 
formation storage and retrieval systems. 
Defense Mapping Agency: 
Hydrographic Center publication, 07405-35 
Defense Supply Agency: 
DSA fair housing assistance program, 07336 
Federal item identification guide FIIG series, 
07337-94 
handbook DSAH series, 07334-5 
regulation DSAR series, 07336 
Delaware: 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06605 


Foreign assistance legislation, GAO re- 
port, 07700 

Federal inventory of energy related biomedical 
and environmental research, 07493 

Federal item identification guide FIIG series, 
07337-94 

foreign assistance appropriations, 1976— 

hearings, 07197 
General Counsel, nomination of Richard A. 


Wiley — 
hearings, 07205 
government support of shipbuilding industrial 
base, GAO report, 07800 
handbook DSAH series, 07334-5 
improvements still needed in negotiating prices 
of noncompetitive contracts, GAO report,| Delray Connecting Railroad Company: 
07708 railroad employee accident investigation re- 
port, 08360 
Demand, see Supply and demand. 
Demolition, see Wrecking. 
Denitrification, see Nitrification and denitrifica- 
tion. 
Density: 
comparison of measured and predicted sphere 
shock shapes in hypersonic flows with 
density ratios from 4 to 19, 08161 
Denver, Colo.: 
equal opportunity — 


in-depth investigation into independent 
research and development and bid and 
proposal programs, GAO report, 07723 
information on number, location, and cost as- 
sociated with construction and operation 
of military golf facilities throughout the 
world, GAO report, 07709 
military construction, authorization, 1976— 
report, 07109 
military hospitals should be provided criteria 
for Presidential and VIP accommodations, 
instructed to discontinue separating of- hearings, 07015 
ficer and enlisted patients, GAO report, management practices used by Veterans Ad- 
07715 ministration’s Denver regional office in 
military standardization handbook MIL-HDBK assisting veterans, GAO report, 07713 
series, 07397 Department stores, see Stores. 
Navy aircraft overhaul depots could be more | Dependents: 
productive, GAO report, 07777 Navy's actions to acquire dependents school 
Navy's actions to acquire dependents school building in Athens, Greece, GAO report, 
building in Athens, Greece, GAO report, 07716 
07716 Depots, see Military depots. 
operations auditing by Defense Contract Audit} Desalination: 
Agency, GAO report, 07802 ion-exchange pretreatment for membrane 
overseas military banking, how it is financed desalting processes, evaluation, 08344 
and managed, GAO report, 07769 Design (architectural), see Architecture. 
process for identifying needs and establishing | Designs (aircraft): 
requirements for major weapon systems in design and preliminary test of blade tip air 
Department of Defense, GAO report, mass injection system for vortex modifi- 
07728 cation and possible noise reduction on 
progress and problems of Government's utility full-scale helicopter rotor, 08142 
conservation program, GAO report, 07780 preliminary analysis of span-distributed-load 
questionable aspects of military's study of concept for cargo aircraft design, 08144 
land needs in Hawaii, GAO report, 07771 | Designs (architectural), see Architecture. 
questionable use of domestic aeromedical] Designs (industrial): 
evacuation system, GAO report, 07787 amplified specifications for final design of 
regulation DSAR series, 07336 U.S. channel for U-25, 07482 
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Designs (industrial)—Con. 
proceedings of special session on plant and 
equipment design features for radiation 
protection, 07457 
Desulfurization: 
catalytic desulfurization and denitrogenation, 
07564 
Detection: 
detection of stationary targets in sea clutter 
using CW dual-frequency radar, 08327 
development and evaluation of incident detec- 
tion algorithms on electronic detector 
systems on freeways, 08462 
MFPG, detection, diagnosis, and prognosis, 
08206 
particle detector 
sensing, 07558 
Detectors: 
particle detector 
sensing, 07558 
system for incident detection and core surveil- 
lance for fast reactor, 07463 
Devonian period: 
dimorphism in two new genera of Devonian 
tabulate corals, 07841 
Diagnosis: 
MFPG, detection, diagnosis, and prognosis, 
08206 





by mechanical impact 


by mechanical impact 


Diatomic molecules, see Molecules. 
Diatomite: 
mineral industry surveys, 08033 
Dickinson Dam: 
modification - 
report, 07158 
Diego Garcia Island: 
patrol frigate, briefings — 
hearings, 07242 
Diesel engines: 
engine performance test of 1975 Chrysler-Nis- 
san model CN633 diesel engine, 08475 
evaluation of diesel engine performance with 
intake and exhaust system throttling, 
08469-70 


truck noise, economics of quieting Freightliner 
cab-over-engine diesel truck, 08455 
truck noise, identifying sources of noise on 
heavy duty, diesel truck, 08465 
truck noise, reduction of cooling system noise 
on heavy duty diesel trucks, 08450 
truck noise, reduction of intake and exhaust 
system noise on heavy duty diesel trucks, 
08453 
Diesel fuel, see Fuel oil-Petroleum. 
Difenoxin: 
single convention on narcotic drugs, addition 
of difenoxin, agreement, 08419 
Dimorphism (animals): 
dimorphism in two new genera of Devonian 
tabulate corals, 07841 
Diplomacy: 
historical study, U.S. policy 
America, 1933-74, 08412 
Diplomatic and consular service, see Govern- 
ment missions. 
Diplomats: 
international community in Washington, 06933 
Directories: 
critical surveys of data sources, ceramics, 
08204 


toward Latin 


Federal agencies engaged in energy related ac- 
tivities, 07632 

military assistance program address directory, 

smoking and health, 


on-going research in 
06635 
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standards activities of Federal agencies, guide, 


telephone — 
Civil Service Commission, 06647 
USSR Academy of Sciences, USSR study, 
07925 
Directory: 
airport directory, 07600 
Disasters: 
assistance for disaster relief and rehabilita- 
tion— 
law, 06703 
report, 07111 
Emergency compensation and special unem- 
ployment assistance extension act— 
report, 06810 
emergency employment appropriations, 1975 — 
report, 06789 
national disaster survey report, 08265 
National emergencies act— 
report, 
regional disaster response operations, 07853 
United States post-disaster assistance 
Nicaragua, 06949 
Discharge: 
discharge and flow distribution, 
River estuary, 07838 
see also Separation (military). 
Discharges (electric), see Electric discharges. 
Discrimination in employment: 
equal employment opportunity court cases, 
06641 


to 


Columbia 


equal employment opportunity program for 
Federal nonconstruction contractors can 
be improved, GAO report, 07789 

equal opportunity in Denver, Colo. — 

hearings, 07015 

National Aeronautics and Space Administra- 
tion's equal employment opportunity pro- 
— could be improved, GAO report, 
07743 


pre-seminar manual for F.R.A. equal employ- 
ment opportunity awareness seminar, 
07678 
Discrimination in housing: 
DSA fair housing assistance program, 07336 
Discs, see Disks. 
Diseases: 
comparability of mortality statistics for 7th 
and 8th revisions of International classifi- 
cation of diseases, 08218 
Disinfection and disinfectants: 
pest control agents and disinfectants, Federal 
item identification guide, 07358 
Disks: 
feasibility study of hydraulic jet kerfing to im- 
prove efficiency of mechanical disc 
cutting, 08461 
Disposal of waste, see Waste disposal. 
District of Columbia: 
administration of criminal justice, oversight — 
hearings, 06931-2 
Attorney, nomination of Earl J. Silbert— 
hearings, 07284 
Campaign Finance Director, 
Carl H. McIntyre - 
hearings, 07232 
census of selected service 
statistics, 06612 
demonstration of acoustical undergound sur- 
vey system in Washington metropolitan 
area, 07664 
international community in Washington, 06933 


nomination of 


industries, area 
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District of Columbia—Con. 
judges of Court of Appeals, 
clerks — 
report, 07139 
judicial conference, establish— 
law, 06734 
report, 07140 
Refunding bond 
proved — 
report, 07129 
regulation of political campaigns - 
hearings, 07233 
resource management can be improved by 
greater use of productivity techniques, 
GAO report, 07752 
solid waste disposal activities, GAO report, 
07733 
status of urban corridor demonstration pro- 
gram, 08479 
voting representation in Congress — 
report, 06872 
District of Columbia Committee, House: 
committee print, 06933 
hearings, 06930-2, 06934-5 
District of Columbia Committee, Senate: 
hearings, 07232-3 
report, 07129, 07139-40 
Divers: 
visual evoked responses and EEGs for divers 
breathing hyperbaric air, assessment of in- 
dividual differences, 08002 
DoD, see Defense Department. 
Dolphins: 
main morphological distinctions of brain and 
cranial nerves of dolphins and other 
cetaceans, USSR study, 07922 
qualitative characteristics of vestibular nuclei 
of brain of dolphins and man, USSR 
study, 07887 
Domestic and International Business 
Administration: 
overseas business reports, 07437-41 
Domestic service, see Servants. 
Dope (coating materials): 
paints, dopes, varnishes, and related products, 
Federal item identification guide, 07386-7 
DOT, see Transportation Department. 
Dredging: 
permits for disposal of dredge or fill material — 
hearings, 07028 
Dresses: 
aprons, dresses, and skirts, 
identification guide, 07366 
Drilling, see also Core drilling. 
Drills: 
injuries involving jackleg rock drills 
derground, analysis, 08114 
Droughts: 
drought recovery program, 
Ethiopia, 08427 
Drug Abuse Office: 
Drug Abuse Office and treatment act, amend - 
hearings, 06987 
Drug Enforcement Administration: 
alleged improper personnel practices, GAO re- 
port, 07748 
Drugs: 
Controlled substances act, amend -— 
hearings, 06985 
examination of pharmaceutical industry — 
hearings, 07290-1 


additional law 


authorization act, disap- 


Federal item 


un- 


agreement with 





pharmaceutical dosage forms 


liquids/semisolids, Federal item identifica- 
tion guide, 07355 

selected technical publications, Food and Drug 
Administration, 07683 

see also Narcotics. 

Drydocks: 

drydocking facilities, design manual DM, 

08319 


DSA, see Defense Supply Agency. 
Duncan, Virginia Bauer: 
nomination — 
hearings, 07230 
Dunes: 
construction and _ stabilization of coastal 
foredunes with vegetation, Padre Island, 
Tex., 07510 
Duplicating processes: 
agency printing and duplicating operations 
need management improvements, GAO re- 
port, 07687 
Dust, see Coal dust. 
Duties, see Tariff. 
Dyes and dyeing: 
application of exchange resins for treatment of 
textile dye wastes, 07578 
extension of existing suspension of duty on 
dyeing and tanning materials — 
report, 06824 
Dynamics: 
dynamic interactions of PRT vehicles and 
elevated guideways, 08464 
ocean as dynamic system, USSR study, 07926 
on formulation of aerodynamic characteristics 
in aircraft dynamics, 08189 
subsonic and transonic dynamic stability 
characteristics of space shuttle orbiter, 
08151 
supersonic dynamic stability characteristics of 
space shuttle orbiter, 08152 


E 


Earth: 

NASA earth resources survey symposium, 
proceedings, 08133 

observing earth from Skylab, 08126 

Earths, see also Rare earths. 
East (Middle East): 

Arab boycott, its impact on domestic com- 
merce and availability of information to 
Congress — 

hearings, 06990 

eighth FAA representatives program review 
conference, Europe, Africa, and Middle 
East region, 07604 

military capability during Middle East con- 
flict — 

hearings, 06919 

U.N. peacekeeping — 

report, 
East (Near East): 

inventory of government-supported research 
projects on foreign affairs, 08415 

Near East and North Africa, report to U.S. 
business, 07886 

East (U.S.): 

field study of wave environment vs. boating 
activity for seven sites in eastern U.S., 
06659 

East Asia, see Asia. 

East Germany, see Germany. 

East-West trade, see Commerce. 

East-West Trade Bureau: 
introduction, 07446 
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Eastern Europe, see Europe. 
Eberle, William D.: 
nomination — 
hearings, 07210 
Ecology: 
city as biological 
ecosystem, 08304 
ecological research series, 07544-52 
effects of engineering activities on ecology of 
Pismo clams, 07509 
urban ecology series, 08304 
vegetation and ecological processes 
Shackleford Bank, N.C., 08302 
Economic conditions: 
economic and budget 
seminar, 07218 
economic impact of energy shortages on com- 
mercial air transportation and aviation 
manufacture, 07634-5 
economic situation — 
hearings, 06752 
economy and fiscal policy - 
hearings, 07214 
foreign economic trends and their implications 
for United States, 07873-85 
social, economic, and physiological problems 
caused by industrial noise - 
hearings, 07319 
Economic controls, see Economic stabilization. 
Economic cooperation, see Foreign aid. 
Economic development: 
economic development through cooperatives, 
06532 
price stability and economic growth, 06759 
Public works and economic development act, 
amend - 
hearings, 07026 
report, 06890, 07163 
Public works and economic development act, 
status and implementation of title 10, Job 
opportunities program - 
hearings, 07027 
strategy for balanced population growth and 
economic development — 
hearings, 07024 
Economic growth, see Economic development. 
Economic Joint Committee: 
committee print, 06748, 06751, 06753, 06756, 
06758-9, 06761 
hearings, 06749-50, 06752, 06754, 06757, 06762, 
07317 
Economic policy 
inventory of economic relations between 
United States and OPEC countries - 
hearings, 07254 
Economic Research Service 
ERS series, 07448-9 
Economic stabilization: 
economic stabi..:ation program, phase 4 oil 
regulations and petroleum marketing 
problems 
report, 06778 
Economics 
economic and logistical impact resulting from 
announced closure of Fort MacArthur, 
GAO report, 07696 
economic impact of Federal budget — 
hearings, 07213 
economic situation — 
hearings, 06752 
economics of Federal subsidy programs, com- 
pendium of papers, 06753 
geothermal energy, economic 
three sites in Alaska, 08043 


community, urban 


on 


outlook, 1976-80, 


potential of 
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report to Congress on economic impact of 
energy actions, 07650 
Economy: 
course on political economy, USSR study, 
07906 


Ecosystems, see Ecology. 
Education: 
ACIR State legislative program, 06511 
assessment of reading activities funded under 
Federal program of aid for educationally 
deprived children, GAO report, 07797 
aviation education series, 07603 
handicapped children—- 
report, 06849, 07113 
jobs for which college education is usually 
required, 07981 
jobs for which high school education is 
generally required, 07982 
jobs for which junior college, technical in- 
stitute, or other specialized training is 
usually required, 07983 
Johnson-O' Malley act, administration-— 
hearings, 07259 
National overseas education act— 
hearings, 06939 
National Science Foundation science educa- 
tion programs, oversight — 
hearings, 07039 
police educational characteristics and curricu- 
la, 07932 
tuition assistance study, 07324 
see also Colleges and universities. 
Education and Labor Committee, House: 
hearings, 06936-43 
investigation and study of welfare and pension 
plans, authorization and expenses — 
report, 06811 
report, 06843, 06877-9 
Education Office: 
assessment of reading activities funded under 
Federal program of aid for educationally 
deprived children, GAO report, 07797 
examination of grants awarded to Berkeley 
Unified School District and to Bilingual 
Children's Television, Inc., GAO report, 
07699 
study of child variance, 07452 
EEG, see Electroencephalogram. 
Effluents: 
development document for effluent limitations 
guidelines and new source performance 
standards, 07542 
development document for interim final ef- 
fluent limitations and new source per- 
formance standards, 07543 
Eggs: 
egg breaking and processing waste control and 
treatment, 07580 
El Dorado Micellar-Polymer Demonstration 
Project: 
description, 07462 
El Monte, Calif.: 
railroad accident investigation summary re- 
port, 08356 
Elderly people, see Aged. 
Elections: 
Campaign Finance Director nomination, Dis- 
trict of Columbia— 
hearings, 07232 
contest in 2Ist Congressional District of State 
of Ohio- 
report, 06896 
election contest in Ist congressional district of 
Maine - 
report, 06895 
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Elections — Con. 
election contest in 10th congressional district 
of Illinois — 
report, 06894 
Federal-State election law survey, analysis of 
State legislation, Federal legislation, and 
judicial decisions, 07624 
President Nixon's campaign 
background memorandum - 
hearings, 07007 
regulation of political campaigns, District of 
Columbia — 
hearings, 07233 
report of Office of Federal Elections of 
General Accounting Office in administer- 
ing Federal election campaign act of 1971, 
GAO report, 07739 
Electrets: 
electrets and their applications in contamina- 
tion studies, 08190 
Electric apparatus and appliances: 
boxes, electrical components, 
identification guide, 07352 
post, electrical mechanical equipment, Federal 
item identification guide, 07357 
Electric connectors, see Connectors (electric). 
Electric controllers: 
electrical control equipment, 
identification guide, 07369 
Electric currents: 
coal processing by electrofluidics, 06648 
Electric discharges: 
sample preparation of metal alloys by electric 
discharge machining, 08146 

Electric energy, see Electricity. 

Electric equipment, see Electric apparatus and 

appliances. 

Electric fuses: 

fuses, Federal item identification guide, 07340 

Electric generators: 

effects of transient operating conditions on 
steam-electric generator emissions, 07556 
Electric insulation, see Insulation. 
Electric measurements: 
pyroelectric power meter for measurement of 
low level laser radiation, 08209 
Electric measuring instruments: 
electrical measuring and test instruments in- 
dustry, review and analysis, 07444 
industrial plant equipment handbook, electrical 
and electronic properties, measuring and 
testing instruments, 07334 
Electric meters: ‘ 
pyroelectric power meter for measurement of 
low level laser radiation, 08209 
Electric motors: 
electric motor and generator repair, 06580 

Electric plants, see also Electric power plants. 

Electric power, see Electricity. 

Electric power plants: 
logi issance of proposed powersite 
on Maksoutof River near Sitka, southeast- 
ern Alaska, 07826 

method for optimizing and evaluating indirect 
dry-type cooling systems for large steam- 
electric generating plants, 07485 

proposed Kaiparowits project, draft environ- 
mental impact statement, 07859 

report on improving productivity of electric 
powerplants, 07649 

Electric resistance: 

detection and delineation of faults by surface 
resistivity measurements, Conda mine, 
08091 


organizations, 


Federal item 


Federal item 





rec 
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radiowave resistivity measurements in 
northern Maine for identifying bedrock 
type, 07522 
Electric switchgear: 
switches, RF transmission line and waveguide, 
Federal item identification guide, 07351 
Electric testing: 
electrical measuring and test instruments in- 
dustry, review and analysis, 07444 
Electric utilities: 
electric utility automatic 
clauses, 06993 
proceedings of conference on challenge of 
load management, 07631 
survey of Federal and electric utility procure- 
ments of power equipment, GAO report, 
07736 
use of solid waste as fuel by investor-owned 
electric utility companies, 07593 
Electricity: 
annual meeting guide for rural electric and 
telephone cooperatives, 08351 
Electrical energy conservation act— 
hearings, 07224 
environmental impact of electrical 
generation, nuclear and fossil, 07483 
fuel and electrical standards, 06654 
fuels and electric energy consumed, census of 
manufactures, 06594 
in situ combustion of coal for energy, 08106 
national electric rate book, 07674-6 
teacher's guide, environmental impact of elec- 
trical power generation, nuclear and fos- 
sil, 07484 
Electrochemical analysis: 
evaluation of electrochemical nitrogen dioxide 
analyzer, 07460 
Electroencephalogram: 
visual evoked responses and EEGs for divers 
breathing hyperbaric air, assessment of in- 
dividual differences, 08002 
Electroforming: 
production suitability of electroform conduc- 
tive wax process for manufacture of 
fluidic systems, 06587 
Electromagnetic fields: 
clinical aspects of effect of metric range elec- 
tromagnetic fields, USSR study, 07905 
use of artificial electromagnetic fields in 
medicine, USSR study, 07888 
Electromagnetic radiation: 
effects of non-ionizing electromagnetic radia- 
tion, USSR study, 07915 
Electromagnetism: 
test plan and preliminary report of airborne 
electri tic envir t survey over 
U.S.A. urban areas 0.4 to 18.0 GHz 
08125 
Electronic computers: 
Agriculture Department proposed computer 
acquisition — 
hearings, 07195 
applications of computer graphics in engineer- 
ing, conference, 08129 
Army procurement of computer systems -— 
hearings, 06952 
comput imulation of aircraft-based dif- 
ferential absorption and scattering system 
for retrieval of SO2 vertical profiles, 
08162 
computer technology in industry, USSR study, 
07907 
computer-based information resources 
House of Representatives, 06962 


fuel adjustment 


power 








for 
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Electronic computers — Con. 
developing mathematical and _physical- 
technological bases for automation of 
design and manufacture of computers and 
their components, USSR study, 07920 
development and utilization of data acquisi- 
tion, computing, and processing systems 
at Morgantown Energy Research Center , 
07500 
technical and economic analysis of trends to 
develop large computers, USSR study, 
07899 
third generation 
study, 07912 
Electronic data processing systems: 
Defense integrated data system 
procedures manual, 07330-3 
Electronic measuring instruments: 
industrial plant equipment handbook, electrical 
and electronic properties, measuring and 
testing instruments, 07334 
Electronics: 
communications-electronics activities, USAF 
ground communications-electronics pro- 
gram implementation management, 06557 
communications-electronics, USAF ground 
communications-electronics program 
management, 06556 
industrial plant equipment handbook, electrical 
and electronic properties, measuring and 
testing instruments, 07334 
Electrons: 
effects of l- and 2-MeV 
photomultiplier tubes, 08179 
Elementary education: 
Elementary and secondary education act, 
amend — 
report, 07083 
preprimary enrollment, 08215 
Elementary schools: 
Statistics of public elementary and secondary 
day schools, 07451 
ELF (extremely low frequency), see Frequency 
band. 
Ely, John Hart: 
nomination — 
hearings, 07230 
Embolism: 
prophylactic therapy of deep vein thrombosis 
and pulmonary embolism, proceedings, 
08235 
Embrittlement, see Fracture of metals. 
Emergencies, see Disasters. 
Emergency Loan Guarantee Board: 
annual report, 07453 
Emission: 
ambient temperature and vehicle emissions, 
07539 


computer exhibit, USSR 


(DIDS) 


electrons on 


comparison of 4 methodologies to project 
emissions for St. Louis metropolitan area, 
07541 
effect of fuel sulfur on NOx emissions from 
premixed flames, 07568 
effects of transient operating conditions on 
steam-electric generator emissions, 07556 
Emissions, see also Exhaust emissions 
Employee benefit plans: 
Employee security benefit act— 
text of bill, 07289 
Employee training: 
administration of training, bibliography, 06644 
Employees: 
effectiveness of financial disclosure system for 
employees of U.S. Geological Survey, 
GAO report, 07744 
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fiduciary standards, Employee retirement in- 
come security act, 07937 
holiday administration overseas, improvement 
needed to achieve more equitable treat- 
ment of employees, GAO report, 07761 
mandatory tax withholding recommended for 
agricultural employees, GAO _ report, 
07751 
see also Government officials and employees- 
Railroad accidents-Railroad employees. 
Employers: 
what every employer needs to know about 
OSHA recordkeeping, 07986 
worker protection must be insured when em- 
ployers request permission to deviate 
from safety and health standards, GAO 
report, 07795 
Employers liability and workmen's 
compensation: 
Federal employees compensation act, amend -— 
text of bill, 07292 
Employment: 
act of 1946, 30th anniversary review, 06748 
Comprehensive employment and training act, 
oversight — 
hearings, 06941 
emergency employment appropriations, 1975— 
report, 06789 
employment in agricultural and agribusiness 
occupations, 07448 
funding of employment service and unemploy- 
ment insurance activities, GAO report, 
07788 


jobseeking methods used by American wor- 
kers, 07962 

part-time employment 
GAO report, 07747 

political activities under Comprehensive em- 
ployment and training act, 06645 

problems in filling job orders and placing job 
applicants in Massachusetts, GAO report, 
07727 

progress and problems in allocating funds 
under titles | and 2, Comprehensive em- 
ployment and training act, GAO report, 
07796 

Public works employment act— 

hearings, 07026 
report, 06890, 07163 
see also Government officials and employees. 
Employment management: 

feasibility of estimating personnel turnover 
from survey data, longitudinal study, 
06544 


in Federal agencies, 


personnel management improvements initiated 
or needed to help Farmers Home Ad- 
ministration meet its expanded missions, 
GAO report, 07819 
Enamel: 
adherence of porcelain enamel to aluminum, 
08193 
Enamels, see Enamel. 
Enclosures: 
temporary enclosures and heating during con- 
struction, 07517 
Encoders: 
optically coupled digital altitude encoder for 
general aviation altimeters, 08176 
Energy, see Electricity-Energy conservation- 
Geothermal energy-Power resources-Ther- 
mal energy. 
Energy conservation: 
char oil energy development, 07497 
choices for energy outlook for future, re- 
marks, 07648 
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Energy conservation—Con. 

Commerce Department programs, 06670 

conservation paper, 07625-31 

data base, potential for energy conservation in 
9 selected industries, copper, 07626 

data base, potential for energy conservation in 
9 selected industries, glass, 07628 

data base, potential for energy conservation in 
9 selected industries, selected paper 
products, 07629 

data base, potential for energy conservation in 
9 selected industries, steel, 07627 

data base, potential for energy conservation in 
9 selected industries, styrene butadiene 
rubber, 07630 

development of input data to energy code for 
analysis of reactor fuel bundles, 07468 

directory of Federal agencies engaged in ener- 
gy related activities, 07632 

domestic energy trends, remarks, 07647 

economic impact of energy shortages on com- 
mercial air transportation and aviation 
manufacture, 07634-5 

energy advisory committees — 

hearings, 07252 

energy balance in large 
Tokamak type, 07473 

energy conservation in Colorado, proceedings, 
07643 


installations of 


energy conservation, understanding and activi- 
ties for young people, 07636 

energy consumption, fuel utilization and con- 
servation in industry, 07573 

energy impact analysis, profiles of scheduled 
air carrier operations at 25 U.S. airports, 
07605 

Energy independence act of 1975 and related 
tax proposals, 07633 


report to Congress on foreign ownership, con- 
trol and influence on domestic energy 
sources and supply, 07651 

siting energy facilities at Camp Gruber, Okla., 
07652-3 

social impacts of energy shortage, behavioral 
and attitude shifts, 08473 

suggested energy conservation measures for 
courts and correctional institutions, 07930 

summary of opportunities to conserve trans- 
portation energy, 08471 

summary report, conference on industrial and 
buildings conservation, relationships with 
Federal laboratories, 07470 

total energy management, practical handbook 
on energy conservation and management, 
07655 

U.S. energy policy debate, remarks, 07645 


Energy Conservation Working Party: 


International Energy Agency with emphasis on 
Subgroup on Energy Research and 
Development and Energy Conservation 
Working Party, 07471 


Energy Research and Development 


Administration: 
appropriations, 1976— 
law, 06707, 06729 
report, 06865 
careers, 07456 
data index system, annual declassification list, 
07508 
ERDA research and development 
07457-S508 
improvements needed in land disposal of 
radioactive wastes, GAO report, 07823 
report of 1975 subpanel on new facilities of 
High Energy Physics Advisory Panel, 
07487 


report, 


energy legislation in 94th Congress, highlights, 
07261 


Energy resources, see Power resources. 
Enforcement of law, see Law enforcement. 
Engincering: 


energy management case histories, 07625 
Energy policy and conservation act— 


law, 06705 
energy requirements for food and fiber— 
hearings, 
energy situation in international setting, re- 
marks, 07646 
Energy tax and individual relief act— 
summary, 07050 
Federal energy enforcement activities — 
hearings, 07253 
Federal inventory of energy related biomedical 
and environmental research, 07491-3 
fossil energy research program summary status 
report, comprehensive addendum, 07478 
impact of energy decontrol on agriculture — 
hearings, 07188 
International Energy Agency with emphasis on 
Subgroup on Energy Research and 
Development and Energy Conservation 
Working Party, 07471 
international energy analysis, proceedings of 
seminar, 07486 
LEAA Emergency Energy Committee energy 
report, 07929-31 
national energy program, CTAB recommenda- 
tions, 
outline for saving energy, lighting and ther- 
mostats in commercial, public, and indus- 
trial buildings, 07642 
police cars and energy conservation, 07929 
proceedings of conference on challenge of 
load management, 07631 
report to Congress on economic impact of 
energy actions, 07650 
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applications of computer graphics in engineer- 
ing, conference, 08129 

design handbook, timing systems and com- 
ponents, 06571 

effects of engineering activities on ecology of 
Pismo clams, 07509 

projects in higher education, 08308 

USSR state prizes in science and engineering, 
USSR study, 07919 


Engineering and Research Center: 


REC-ERC series, 08344-6 


Engineering Corps, Army: 


Coastal Engineering Research Center miscel- 
laneous paper, 07509-10 

Cold Regions Research and Engineering 
Laboratory special report, 07517 


Engineers: 


national survey of compensation, 1975, en- 
gineers and scientists in research and 
development, 07490 


Engineers Corps, Army: 


and Engineering 
report, 07511-2, 


Research 
research 


Cold Regions 
Laboratory 
07514-5 

Cold Regions Research and Engineering 
Laboratory special report, 07516, 07518-24 

Cold Regions Research and Engineering 
Laboratory technical report, 07525-6 

Construction Engineering Research Laboratory 
technical report, 07527-30 

correspondence course program, subcourses, 
07531 
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Engineers Corps, Army—Con. 

Federal water pollution control act, implemen- 
tation of sec.404 concerning permits for 
disposal of dredge or fill material — 

hearings, 07028 

memorandum, division engineers, U.S. Army 
Engineer School, 07531 

public works appropriations, 1974, im- 
pounded - 

report, 06788 
role in Foster City, Calif.- 
hearings, 06958 

Waterways Experiment Station miscellaneous 
paper, 07533 

Waterways Experiment Station technical re- 
port, 07534-6 

Engines: 

closed loop control of internal combustion en- 
gine exhaust emissions, 08460 

composite engines for application to single- 
stage-to-orbit vehicle, 08121 

engine performance test of 1975 Chrysler-Nis- 
san model CN633 diesel engine, 08475 

see also Turbines. 

Engines (aircraft): 

aerodynamic characteristics of powered, exter- 
nally blown flap STOL transport model 
with two engine simulator sizes, 08155 

design and evaluation of sensor fail-opera- 
tional control system for a digitally con- 
trolled turbofan engine, 08135 

low-speed wind-tunnel investigation of four- 
engine upper surface blown model having 
swept wing and rectangular and D-shaped 
exhaust nozzles, 08157 

thrust and wing loading requirements for short 
haul aircraft constrained by engine noise 
and field length, 08186 

Engravings: 

American prints from wood, exhibition of 

woodcuts and wood engravings, 08365 
Enlisted personnel, see Navy. 
Enrollment, see Elementary education. 
Environment: 

ACIR State legislative program, environment, 
land use and growth policy, 06509 

balanced program plan, analysis for biomedical 
and environmental research, 07494 

draft environmental impact statement, 07859- 
60 





draft environmental impact statement DES se- 
ries, 07633 

draft environmental statement, 07858, 07861 

environment Midwest, together, 07553 

environmental factors in coal liquefaction 
plant design, 06649 

environmental impact of electrical power 
generation, nuclear and fossil, 07483 

environmental monitoring series, 07554-5 

environmental protection technology series, 
07556-86 

environmental protection, design for multipro- 
tection, 07328 

environmental R. & D. posture - 

hearings, 07036 

Federal inventory of energy related biomedical 
and environmental research, 07491 -3 

Federal pesticide registration program, is it 
protecting the public and environment 
adequately from pesticide hazards, GAO 
report, 07820 

field study of wave environment vs. boating 
activity for seven sites in eastern U.S., 

59 


final environmental assessment, 07862-3 





final environmental impact statement, 07864-5 

final environmental statement, 07680, 07866-7 

final environmental statement, waste manage- 
ment operations, Hanford Reservation, 
Richland, Wash., 07495 

impact of environmental regulations on small 
farms, will family farm survive in Amer- 
ica— 

hearings, 07321 

isolating high-level radioactive waste from en- 
vironment, GAO report, 07807 

NASA earth resources survey symposium, 
proceedings, 08133 

nitrogen in subsurface environment, 07551 

second annotated bibliography on biological 
effects of metals in aquatic environments, 
07546 

student originated studies projects, abstract re- 
ports, 08310 

teacher's guide, environmental impact of elec- 
trical power generation, nuclear and fos- 
sil, 07484 

test plan and preliminary report of airborne 
electromagnetic environment survey over 
U.S.A. urban areas 0.4 to 18.0 GHz , 
08125 

user manual for computer-aided environmental 
legislative data system, 07529 


Environmental Protection Agency: 


awards register, grants assistance programs, 
7540 


cleaning up Great Lakes, United States and 
Canada are making progress in controlling 
pollution from cities and towns, GAO re- 
port, 07812 

development document for effluent limitations 
guidelines and new source performance 
standards, 07542 

development document for interim final ef- 
fluent limitations and new source per- 
formance standards, 07543 

ecological research series, 07544-52 

environment Midwest, together, 07553 

environmental monitoring series, 07554-5 

environmental protection technology series, 
07556-86 

EPA audit, 07587 

EPA program status report, synthetic fuels 
program, 07566 

Federal pesticide registration program, is it 
protecting the public and environment 
adequately from pesticide hazards, GAO 
report, 07820 

focus, library services, 07588 

implementation of Federal water pollution con- 
trol act amendments of 1972 is slow, GAO 
report, 07706 

journal holdings report, 07589 

LPPSD technical information exchange docu- 
ment, 07596-9 

Research and Development Office, overview 
inquiry, 07312 

review of automobile fuel economy testing and 
labeling program, GAO report, 07732 

solid waste management series, 07593-4 


EPA, see Environmental Protection Agency. 
Ephemerides: 


American ephemeris and nautical almanac, 
08320 
Army ephemeris, 1975, 06574 


Equal employment opportunity, see Discrimina- 


tion in employment. 


Equal Employment Opportunity Commission: 


annual report, 06768 
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Equal Employment Opportunity Commission —Co 
appropriations, 1976- 
hearings, 07196 
Equations: 
analysis of molecular flow parameters with 
help of kinetic Vallander equations, 07476 
Equipment operators: 
relationship between whole body vibration and 
morbidity patterns among heavy equip- 
ment operators, 08244 
ERC, see Engineering and Research Center. 
ERDA, see Energy Research and Development 
Administration. 
Erie Lackawanna Railway Company: 
railroad accident investigation summary re- 
port, 08357 
Erosion: 
erosion control with wood chips on newly 
graded areas, 07669 
ERS, see Economic Research Service. 
Estate tax, see Inheritance and transfer tax. 
Estill County, Ky.: 
soil survey report, 08377 
Estuaries: 
discharge and flow distribution, 
River estuary, 07838 
Ethane: 
mineral industry surveys, 08096 
Ethiopia: 
drought recovery program, agreement, 08427 
EURATOM, see European Atomic Energy Com- 
munity. 
Europe: 
eighth FAA representatives program review 
conference, Europe, Africa, and Middle 
East region, 07604 
inventory of government-supported research 
projects on foreign affairs, 08414 
status of efforts to offset balance-of-payment 
deficit for fiscal year 1974 attributable to 
maintaining U.S. forces in Europe, GAO 
report, 07762 
transfer of technology to Eastern Europe — 
hearings, 07256 
U.S. trade and investment in Soviet Union and 
Eastern Europe, 07248 
European Atomic Energy Community: 
enriched uranium, increase supply — 
report, 07087 
Evacuation: 
assistance to Indochina evacuation, oversight — 
report, 06805 
questionable use of domestic aeromedical 
evacuation system, GAO report, 07787 
review of preliminary estimates of evacuation 
costs, temporary care, and resettlement 
costs of Viet e and Cambodian refu- 
gees, GAO report, 07767 
Everglades National Park, Fla.: 
general information, 08289 
Evidence: 
Federal rules of evidence, amend — 
law, 06691 
Executive mansion: 
comparison of White House and Judiciary 
Committee transcripts of 8 recorded Pre- 
sidential conversations — 
hearings, 06998 
Executive Protective Service 
increase size to protect foreign diplomatic mis- 
sions — 
law, 06737 
report, 06801, 07108, 07171 


Columbia 
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xecutives: 
defining terms executive, administrative, 
professional, and outside salesman, 08506 
executive, administrative, professional and 
outside salesmen exemptions under Fair 
labor standards act, 08503 
Exhaust emissions: 
closed loop control of internal combustion en- 
gine exhaust emissions, 08460 
monopolistic tendencies of auto emission war- 
ranty provisions — 
report, 06780 
Exhaust nozzles, see Nozzles. 
Exhaust systems: 
evaluation of diesel engine performance with 
intake and exhaust system throttling, 
08469-70 
truck noise, reduction of intake and exhaust 
system noise on heavy duty diesel trucks, 
08453 
Exhibits: 
third generation 
study, 07912 
Expansion tubes: 
comparison of measured and predicted test 
flow in expansion tube with air and ox- 
ygen test gases, 08159 
finite-difference analysis of the nozzle starting 
process in an expansion tunnel, 081 
Expansion tunnels, see Expansion tubes. 
Experiments and experimentaion: 
experimental performance of 75-millimeter- 
bore arched outer-race ball bearings to 2.1 
million DN, 08187 
Explosives: 
bomb summary, comprehensive report of in- 
cidents involving explosive and incendiary 
devices in Nation, 07620-2 
mineral industry surveys, 08009 
Export-Import Bank of United States: 
appropriations, 1975 — 
report, 06790 
export of U.S. manufactured aircraft financing 
and competitiveness, GAO report, 07760 
foreign assistance appropriations, 1976—- 
hearings, 07197 
Exports: 
export licensing of private 
assistance to Vietnam — 
hearings, 
export of U.S. manufactured aircraft financing 
and competitiveness, GAO report, 07760 
reductions in export promotion budget — 
hearings, 07227 
Eyes: 
eye examination findings among youths aged 
12-17 years, 08223 


bE 


computer exhibit, USSR 


humanitarian 


F 


F-14, see Fighter planes. 
FAA, see Federal Aviation Administration. 
Face, see Head. 
Fair housing, see Discrimination in housing. 
Fair labor standards act, see Labor standards. 
Families: 
family background, early development, and in- 
telligence of children 6-l1 years, 08220 
family housing manual, Coast Guard, 06658 
marital and family characteristics of workers, 
07990 


poverty status in 1969 and 1959 of persons and 
families, for States, SMSA's, central ci- 





ties, and counties, 06599 


Page I-61 





SUBJECT INDEX 


Families — Con. 
work incentive program modifications for 
families receiving aid with dependent chil- 


dren- 
report, 07172 

Family farms, see Farms. 

FAMOUS Project, see Project 
(French-American Mid-Ocean 
Study). 

Fans: 

effects of 4 inlet and outlet tip-annulus-area 
blockage configurations on performance 
of axial-flow fan rotor, 08182 

inlet noise of 0.5-meter-diameter NASA QF-1 
fan as ed in dified compres- 
sor aerodynamic test facility and in 
anechoic chamber, 0817 

FAO, see Food and Agriculture Organization. 

Farm credit, see Agricultural credit. 

Farm Credit Administration: 

appropriations, 1976 — 

hearings, 06912, 07193 

Farm labor: 

Fair labor standards act, limited waiver of 
child labor provisions with respect to cer- 
tain agricultural hand harvest laborers — 

hearings, 06943 

Farm products, see Agricultural products. 

Farmers: 

farmers’ bulletin, 06521 

Federal estate and gift taxes, impact on small 
businessmen and farmers — 

hearings, 07317 

prices received by farmers for manufacturing 

grade milk in Minnesota and Wisconsin, 


FAMOUS 
Undersea 





Farmers Home Administration: 
emergency loan eligibility requirements — 
hearings, 06902 
emergency loan program, simplify — 
report, 06808 
personnel management improvements initiated 
or needed to help Farmers Home Ad- 
ministration meet its expanded missions, 
GAO report, 07819 
Farmers’ cooperative organizations: 
economic development through cooperatives, 
06532 
Farms: 
Consolidated farm and rural development act, 
amend -— 
report, 06808 
State and Federal legal regulation of alien and 
corporate land ownership and farm opera- 
tion, 06515 
where and how to get a farm, 06523 
will family farm survive in America— 
hearings, 07320-1 
Fastenings: 
fastening devices, 
guide, 07343 
Father Marquette National Memorial: 
establish — 
law, 06702 
report, 07125 
Fatigue of materials, see Strains and stresses. 
Faults (geology): 
detection and delineation of faults by surface 
resistivity measurements, Conda mine, 
08091 
FBI, see Federal Bureau of Investigation. 
Federal agencies, see Government offices. 
Federal aid, see Grants-in-aid. 


Federal item identification 
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Federal assistance programs: 
Indochina refugee children assistance act — 
report, 06877 
information available on estimated costs to 
rehabilitate Nation's railroad track and 
summary of Federal assistance to indus- 
try, 07821 
prevention and detection of fraud and program 
abuse, HEW procedures and resources — 
hearings, 06955 
Federal Aviation Administration: 
aviation education series, 07603 
eighth FAA representatives program review 
conference, Europe, Africa, and Middle 
East region, 07604 
general information, 07606 
improved procedures needed for implementing 
safety recommendations, GAO report, 
07811 
order series, 07614 
regulations, 07607-8 
Federal buildings, see Public buildings. 
Federal Bureau of Investigation: 
FBI laboratory, brief outline of history, ser- 
vices, and operating techniques, 07619 
FBI uniform crime reports, 07620-2 
Federal Communications Commission: 
appropriations, 1976— 
hearings, 07196 
Federal contracts, see Government contracts. 
Federal Elections Office: 
report of Office of Federal Elections of 
General Accounting Office in administer- 
ing Federal election campaign act of 1971, 
GAO report, 07739 
Federal employees, see Government officials 
and employees. 
Federal employment, see Employment. 
Federal Energy Administration: 
appropriations, 1976— 
law, 06707 
report, 06865 
conservation paper, 07625-31 
domestic crude oil pricing policy and related 
production, GAO report, 07695 
draft environmental impact statement DES se- 
ries, 07633 
problems in compliance and enforcement ef- 
fort, GAO report, 07726 
problems in implementation of emergency 
petroleum allocation programs at regional 
and State levels, GAO report, 07725 
problems of independent refiners and gasoline 
retailers, GAO report, 07798 
Project Independence Blueprint, transcript of 
public hearing, 07644 
Federal government, see Government. 
Federal Hall National Memorial: 
general information, 08290 
Federal Highway Administration: 
career with FHWA, typists and stenographers, 
07656 
demonstration project series, 07658-9 
FHWA program HY series, 07660-1 
highway safety program standard, 07662 
report FHWA-RD series, 07664-6 
report FHWA-RDDP series, 67667-71 
Federal Home Loan Mortgage Corporation: 
examination of financial statements, GAO re- 
port, 07697 
information on secondary mortgage market ac- 
tivities of Federal National Mortgage As- 
sociation and Federal Home Loan 
Mortgage Corporation, GAO report, 07815 
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Federal Insurance Administration: 
examination of financial statements of Na- 
tional Flood Insurance Program, GAO re- 
port, 07698 
Federal item identification guides, see Military 
supplies. 
Federal Maritime Commission: 
appropriations, 1976- 
hearings, 07196 
compensation for person filling vacancy of 
Commissioner — 
law, 06736 
Federal Mediation aad Conciliation Service: 
appropriations, 1976— 
report, 
Federal National Mortgage Association: 
information on secondary mortgage market ac- 
tivities of Federal National Mortgage As- 
sociation and Federal Home Loan 


Mortgage Corporation, GAO report, 07815 
Federal Power Commission: 
Federal power act, text, 07673 
financial management and program operations, 
GAO report, 07822 
Member, nomination of John H. Holloman, 
Ill- 


hearings, 07230 
national electric rate book, 07674-6 
need for improving regulation of natural gas 
industry and management of internal 
operations, GAO report, 07718 
public works appropriations, 1976- 
hearings, 07199 
Federal Railroad Administration: 
Administrator, nomination of Asaph H. Hall- 
hearings, 07230 
FRA organization manual, 07677 
orders, 07677 
pre-seminar manual for F.R.A. equal employ- 
ment opportunity awareness seminar, 


Federal Republic of Germany, see Germany. 
Federal reserve banks: 
Federal reserve act, amend -— 
hearings, 07209 
Federal Reserve System Board of Governors: 
audits by General Accounting Office, pro- 
vide — 
hearings, 07209 
Federal Trade Commission: 
act, amend-— 
report, 07164 
appropriations, 1976-— 
hearings, 07196 
Feed grains, see Grain. 
Feldspar: 
and related minerals, mineral industry surveys, 
08034 


Ferrites: 
crystallochemical features of some ferrites, 
USSR study, 07904 
Ferroalloys: 
mineral industry surveys, 08035 
study of ferroalloy furance product flexibility, 
07575 
Fertilization of plants: 
pollination and honey bee, 06534 
FHA, see Farmers Home Administration. 
FHWA, see Federal Highway Administration. 
Fibers: 
asbestos fiber atlas, 07574 
energy requirements — 
hearings, 06910 





Fiduciaries: 
fiduciary standards, Employee retirement in- 
come security act, 07937 
Field crops, see Crops. 
Fighter planes: 
inforcer aircraft— 
hearings, 06919 
Navy Department, F-l4/Grumman financing - 
hearings, 07203 
FIIG, see Military supplies. 
Filling: 
permits for disposal of dredge or fill material-— 
hearings, 07028 
Films (photography), see Motion pictures. 
Filters and filtration: 
evaluation of filtration equipment for Cresap 
testing, 07498 
see also Light filters. 
Filtration, see Filters and filtration. 
Finance: 
audit of financial statements of Saint 
Lawrence Seaway Development Corpora- 
tion, GAO report, 07689 
current fiscal position of State and local 
governments, 06751 
economy and fiscal policy — 
hearings, 07214 
effectiveness of financial disclosure system for 
employees of U.S. Geological Survey, 
GAO report, 07744 
examination of financial statements of Federal 
Home Loan Mortgage Corporation, GAO 
report, 07697 
examination of financial statements of Na- 
tional Flood Insurance Program, GAO re- 
port, 07698 
examination of financial statements, Govern- 
ment Services, Inc., GAO report, 07740 
financial support fund, authorize U.S. par- 
ticipation — 
hearings, 06928 
fiscal and personnel management, ACIR State 
legislative program, 06508 
intelligence costs and fiscal policy, U.S. intel- 
ligence agencies and activities— 
hearings, 
see also Accounts and accounting. 
Finance Committee, Senate: 
committee print, 07058, 07234, 07237, 07240-1 
hearings, 07235-6, 07318 
report, 07101-2, 07152-5, 07168, 07172 
Financial assistance, see Grants-in-aid. 
Financial statements, see Finance. 
Fine Arts Commission: 
appropriations, 1976- 
law, 06707 
Finite difference methods: 
finite-difference analysis of the nozzle starting 
process in an expansion tunnel, 08168 
Fire trucks, see Firefighting vehicles. 
Firearms: 
legislation — 
hearings, 07002 
Firefighting vehicles: 
fire vehicle replacement, issues, users'views 
and synthesis, 08212 
Fiscal policy, see Finance. 
Fiscal year: 
transition act— 
report, 07120 
Fish and fisheries: 
current fisheries statistics, 08254-60 
Emergency marine fisheries protection act of 
1975- 
report, 07114, 07134 
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Fish and fisheries — Con. 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
fisheries jurisdiction of United States extend 
beyond |2-mile zone - 
hearings, 07201 
report, 06828 
fishery facts, 08261 
frozen fishery products, 08254 
Gulf fisheries, landings, 08260 
New England fisheries, 08258 
Rhode Island landings, 08255 
South Atlantic fisheries, 08259 
South Carolina landings, 08256 
sport fishery and wildlife research, 08397 
support of hunting and fishing at Matagorda 
Island, Tex., GAO report, 07741 
Texas landings, annual summary, 08257 
U.S.-Japan meeting on aquaculture, 
proceedings, 08282 
Fish and Wildlife Service: 
final environmental statement, 07680 
operation of National Wildlife Refuge System, 
draft environmental statement, 07858 
role in Foster City, Calif.— 
hearings, 06958 
Fish meal: 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Fisheries, see Fish and fisheries. 
Fishery products, see Fish and fisheries. 
Fishing, see Fish and fisheries. 
Fishing vessels: 
Seafreeze Atlantic, authorization for employ- 
ment of foreign citizens — 
law, 06692 
Fishmeal, see Fish meal. 
Fittings (auxiliary parts), see also Pipe and pipe 
fittings. 
Flags 
flag code revision— 
hearings, 07280 
Flames: 
effect of fuel sulfur on NOx emissions from 
premixed flames, 07568 
Flanges: 
flanges, pipe, 
guide, 07354 
Flaps (aircraft): 
aerodynamic characteristics of powered, exter- 
nally blown flap STOL transport model 
with two engine simulator sizes, 08155 
Flat Tops Wilderness: 
designate - 
law, 06688 
Flathead National Forest: 
wilderness areas within, designate - 
hearings, 07272 
report, 07167 
Fleet, see Merchant marine. 
Flight: 
subsonic stability and control derivatives for 
unpowered, remotely piloted 3/8-scale F-1S 
airplane model obtained from flight test, 
08185 
United States standard flight 
manual, 07618 
USAF evaluation of automated adaptive flight 
training system, 06545 
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Flight training, see Flight. 
Flood control, see Floods. 
Flood insurance, see National flood insurance. 
Floods: 
design for wave protection, flood control, and 
prevention of shoaling, Cattaraugus Creek 
Harbor, N.Y., hydraulic model investiga- 
tion, 07535 
Flood disaster protection act, extend-— 
law, 06739 
flood hazard analyses, Salzer, Coal Creeks, 
Lewis County, Wash., 08371 
flood plains of Portage River, 
County, Mich., 07835 
flood plains of South Branch Shiawassee 
River, Livingston County, Mich., 07836 
Watershed protection and flood prevention 
act, amend — 
hearings, 07313 
Floors and flooring: 
state-of-art of structural 
walls, floors, roofs, 
buildings, 08195 
Flora, see Plants. 
Flour mills: 
economic organization of milling and bread in- 
dustry, 1975 food price study, 07304 
Flow: 
analysis of molecular flow parameters with 
help of kinetic Vallander equations, 07476 
comparison of measured and predicted sphere 
shock shapes in hypersonic flows with 
density ratios from 4 to 19, 08161 
comparison of measured and predicted test 
flow in expansion tube with air and ox- 
ygen test gases, 08159 
computation of transonic perturbation flow 
fields around two- and three-dimensional 
oscillating wings, 08120 
discharge and flow distribution, 
River estuary, 07838 
effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and super- 
heated walls, 07469 
effects of 4 inlet and outlet tip-annulus-area 
blockage configurations on performance 
of axial-flow fan rotor, 08182 
mean flow field and surface heating produced 
by unequal shock interactions at hyper- 
sonic speeds, 08164 
measurements of farfield sound 
from flow-excited cavity, 08137 
Monte Carlo calculati of diat molecule 
gas flows including rotational mode ex- 
citation, 08167 
performance of J85-13 compressor with clean 
and distorted inlet flow, 08139 
work-hardening and strain rate sensitivity of 
flow stress im high purity ice single 
crystals, 07514 
Flue gases: 
analysis of carbon-l4 and tritium in reactor 
stack gas, 07554 
Flue-cured tobacco, see Tobacco. 
Fluidics: 
production suitability of electroform conduc- 
tive wax process for manufacture of 
fluidic systems, 06587 
Fluidization: 
coal processing by electrofluidics, 06648 
environmental factors in coal liquefaction 
plant design, 06649 
Fluorspar: 
mineral industry surveys, 08036 
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Flutter (aircraft): 
development and demonstration of flutter-sup- 
pression system using active controls, 
08188 
experimental parametric studies of transonic 
T-tail flutter, 08158 
FNS, see Food and Nutrition Service. 
Foam: 
recovering polyurethane foam and other 
plastics from auto-shredder reject, 08092 
Fog: 
simultaneous measurement of laser extinction 
in warm fog at wavelengths of 0.6328, 1.15, 
and 10.6 microns, 07515 
Food: 
consumer and marketing reserves — 
hearings, 07185 
energy requirements — 
hearings, 06910 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
food for youth, study guide, 07684 
food labels, do they tell enough?, summary of 
report to Congress, GAO report, 07782 
food price study, 07304 
increasing world food supplies, crisis and chal- 
lenge, GAO report, 07757 
International development and food assistance 
act— 
law, 06703 
report, 07111 
nutrition and food availability, national nutri- 
tion policy study — 
hearings, 07303 
nutritive value of American foods in common 
units, 06519 
selected technical publications, Food and Drug 
Administration, 07683 
special summer food service program for chil- 
dren, 06531 
USDA grade standards for food, 06530 
see also Nutrition. 
Food and Agriculture Organization: 
amendments to constitution, adopted, 08421 
Food and Drug Administration: 
appropriations, 1976— 
hearings, 07193 
excluding substandard canned pineapple from 
United States, GAO report, 07784 
extending effective date of diagnostic X-ray 
equipment standard, GAO report, 07701 
Federal pesticide registration program, is it 
protecting the public and environment 
adequately from pesticide hazards, GAO 
report, 07820 
investigation of defective cardiac pacemakers 
recalled by General Electric Company, 
GAO report, 07791 
selected technical publications, 07683 
use of advisory committees — 
hearings, 06961 
Food and Nutrition Service: 
FNS series, 07684 
Food stamps: 
alternatives, 07302 
food stamp  counterpoints, manual for 
cashiers, 06528 
Footwear, see Boots and shoes. 
Foreign affairs, see International relations. 
Foreign Affairs Committee, House: 
committee print, 06945, 06949 
hearings, 06944, 06946-8 





Foreign aid: 
Angola, restrictions on assistance — 
report, 07176 
assistance to Indochina evacuation, oversight — 
report, 06805 
economic cooperation, agreement with Saudi 
Arabia, 08430 
excess defense articles provision in proposed 
Foreign assistance legislation, GAO re- 
port, 07700 
foreign assistance appropriations, 1975— 
report, 06790 
foreign assistance appropriations, 1976— 
hearings, 07197 
foreign assistance authorization, examination 
of U.S. foreign aid programs and poli- 
cies — 
law, 06703 
report, 07111 
reimbursements from foreign governments for 
military personnel services provided under 
Foreign military sales act, GAO report, 
07731 
U.S. nonmilitary assistance to Southeast 
Asia-— 
hearings, 06960 
United States post-disaster assistance to 
Nicaragua, 06949 
Foreign assistance, see Foreign aid. 
Foreign Claims Settlement Commission: 
appropriations, 1976— 
hearings, 07196 
Foreign commerce, see Commerce. 
Foreign countries: 
background, 08407 
background notes, 08398-401, 08403-6, 08408- 
10 


background notes, index, 08402 
foreign economic trends and their implications 
for United States, 07873-85 
HUD international country profile , 07854 
National overseas education act— 
hearings, 06939 
USDA and low-income nations, 06535 
Foreign currencies, see Money. 
Foreign decorations, see Decorations of honor. 
Foreign investments, see Investments. 
Foreign military sales act, see Foreign aid. 
Foreign policy, see International relations. 
Foreign relations, see International relations. 
Foreign Relations Committee, Senate: 
committee print, 07244-6, 07248 
hearings, 07242-3, 07247 
inquiries and investigations, authorization and 
expenses — 
report, 07090 
report, 07090, 07114, 07176 
Foreign service: 
department and foreign service series, 08411 
Foreign trade, see Commerce. 
Forest Service: 
appropriations, 1976— 
law, 06707 
report, 06865 
Cooperative agreements for certain Forest Ser- 
vice programs — 
law, 06690 
report, 07124 
George W. Andrews Forestry Sciences 
Laboratory, designate — 
report, 07123 
mining regulations, proposals -— 
hearings, 06965 
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Forestry cooperatives: 
Cooperative agreements for certain Forest Ser- 
vice programs - 
law, 06690 
report, 07124 
Forests and forestry: 
Forest pest control act, amend - 
report, 07089 
northeastern forest tree improvement 
ference, proceedings, 07686 
transferable access road credits - 
law, 
report, 06845 
Forked Deer River and Valley: 
engineers report- 
departmental edition, 07532 
document edition, 06770 
Fort Bowie National Historic Site 
master plan, final environmental assessment, 
07863 
Fort MacArthur: 
economic and logistical impact resulting from 
announced closure, GAO report, 07696 
Fort Stanwix National Monument: 
casemates and cannonballs, archeological in- 
vestigations, 08300 
Fort Union National Monument: 
general information, 08291 
FORTRAN, see 
grams/programming. 
Fossil fuels: 
environmental impact of electrical 
generation, nuclear and fossil, 07483 
fossil energy research program summary status 
report, comprehensive addendum, 07478 
teacher's guide, environmental impact of elec- 
trical power generation, nuclear and fos- 
sil, 07484 
Foster City, Calif.: 
roles of Corps of Engineers and U.S. Fish and 
Wildlife Service - 
hearings, 06958 
Foster-home care, see Child placing. 
Foundations (charitable and educational): 
private foundation support of health research 
and development, 08249 
Fox Indians, see Sac and Fox Indians. 

FRA, see Federal Railroad Administration. 
Fracture of metals: 
detection, diag 
08206 

hydrogen environment embrittlement of As- 
troloy and Udimet 700 (nickel-base) and 
V-57 (iron-base) superalloys, 08154 
investigation of fracture toughness, fatigue- 
crack growth, sustained-load flaw growth, 
and impact properties of 3 pressure vessel 
steels, 08143 
Franking privilege: 
congressional franking reform, legislative his- 
tory, 07306 
former Members of Congress and officers of 
United States, prohibit— 
law, 06719 
report, 07145 
Franklin Delano Roosevelt Memorial 
Commission: 
appropriations, 1976-— 
law, 06707 
Fraud: 
improvements needed in Medicaid program 
management including investigations of 
suspected fraud and abuse, GAO report, 
07792 


con- 


Computer pro- 


power 





is, and prog: is, MFPG, 
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prevention and detection of fraud and program 
abuse, HEW procedures and resources — 
hearings, 06955 
Freeways, see Roads and highways. 
Freezing: 
comparison of performance of all-bituminous 
concrete and reduced subgrade strength 
highway pavement test sections under 
freezing conditions, 07526 
Freight: 
preliminary analysis of span-distributed-load 
concept for cargo aircraft design, 08144 
vessel inventory report, U.S. flag dry cargo 
and tanker fleets, 07999 
Freight forwarders: 
impact of foreign competition on U.S. small 
business in customs brokerage, ocean and 
air freight forwarding — 
hearings, 07042 
Freightliner Corp.: 
truck noise, economics of quieting Freightliner 
cab-over-engine diesel truck, 5 
truck noise, field test of Freightliner quieted 
truck, 08467 
truck noise, final configuration of Freightliner 
quieted truck, 08456 
truck noise, Freightliner quieted truck cooling 
system, 
truck noise, source analysis and experiments 
with noise control treatments applied to 
Freightliner quieted truck, 08448 
French language: 
bibliography on new towns, 07856 
Frequency band: 
detection of stationary targets in sea clutter 
using CW dual-frequency radar, 08327 
investigation of stimulation of ULF waves, 
08325 
observations of ELF signal and noise variabili- 
ty on northern latitude paths, 08324 
Fresno, Calif.: 
area wage survey, 07960 
Friction: 
effect of nature of oxygen interactions on fric- 
tion of titanium, aluminum, and molyb- 
denum, 08178, 08178 
friction differences between aliphatic and aro- 
matic structures in lubrication of titanium, 
08163 
low friction coatings for icebreakers, 06662 
standardization of friction testing of industrial 
working surfaces, 08242 
Frost: 
frost penetration measurements at USAF in- 
trusion sensor site, Rome, N.Y., 07519 
Frozen foods: 
frozen fishery products, 08254 
Fruit: 
noncitrus fruits and nuts, 08439 
Fruits: 
marketing agreements and orders for fruits and 
vegetables, 06533 
Fuel: 
effect of fuel sulfur on NOx emissions from 
premixed flames, 07568 
electric utility automatic fuel 
clauses, 06993 
energy consumption, fuel utilization and con- 
servation in industry, 07573 
EPA program status report, synthetic fuels 
program, 07566 
fuel and electrical standards, 06654 
fuels and electric energy consumed, census of 
manufactures, 06594 


adjustment 
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Fuel—Con. 
review of automobile fuel economy testing and 
labeling program, GAO report, 07732 
study of technological improvements to op- 
timize truck configurations for fuel econo- 
my, 08476 
synthetic gasoline — 
hearings, 06959 
use of solid waste as fuel by investor-owned 
electric utility companies, 07593 
see also Reactor fuels-Motor fuel. 
Fuel oil: 
diesel fuel oils, 1975, 07459 
Fuels, see Fuel. 
Functional analysis: 
potential uses of functional account code in 
describing job requirements, 06543 
Funds: 
Congressional budget and impoundment con- 
trol act, amend-— 
report, 07177 
Congressional budget and impoundment con- 
trol act, legislative history, 07249 
funding and reporting of Agency for Interna- 
tional Development overhead costs should 
be more realistic, GAO report, 07763 
progress and problems in allocating funds 
under titles | and 2, Comprehensive em- 
ployment and training act, GAO report, 
07796 
use of statutory authority for providing inmate 
release funds, GAO report, 07737 
Funeral rites and ceremonies: 
funeral financing, District of Columbia-— 
hearings, 06930 
Fungicides: 
Federal insecticide, fungicide, and rodenticide 
act, amend— 
report, 06851 
Furnaces: 
study of ferroalloy furance product flexibility, 
07575 


Furniture: 
miscellaneous, 
guide, 07377 
Fuses (safety devices), see Electric fuses. 
Fusion (nuclear), see Nuclear fusion. 
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Gainesville, Fla.: 
area wage survey, 07954 
Gallium: 
mineral industry, Minerals yearbook chapter, 
08081 


GAO, see General Accounting Office. 
Gardening, see also Gardens. 
Gardens: 
home and garden bulletin, 06522 
Garnishment, see Attachment. 
Gas: 
adequacy of U.S. oil and gas reserves— 
hearings, 06749 
coal conversion processes, assessment of mul- 
tienergy processes using COED char, oil 
and gas, 07496 
gas inclusions in Antarctic ice sheet and their 
significance, 07512 
gas-kinetic analysis of multicomponent 
vacuum systems by method kf equivalent 
surfaces, 07477 
initial report on oil and gas resources, 
reserves, and productive capacities, 07640 
methanation in coal gasification processes, 
07502 
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, Monte Carlo calculations of diatomic molecule 
gas flows including rotational mode ex- 
citation, 08167 

Natural gas emergency act— 
report, 93 
natural gas industries, regulation and deregula- 
tion- 
hearings, 07219 
Natural gas pipeline safety act, amend- 
hearings, 06984 
Natural gas production and conservation act— 
hearings, 07225 
natural gas production and 
mineral industry surveys, 
natural gas supplies, declining deliverability at 
Bastian Bay Field, La., 06996 
need for improving regulation of natural gas 
industry and management of internal 
operations, GAO report, 07718 
New Mexico, oil and gas lease — 
report, 07121 
oil and gas resources, reserves, and productive 
capacities, final report, 07638-9 
secondary and tertiary recovery of oil and 
natural gas — 
hearings, 07274 
selected list of Bureau of Mines publications 
on petroleum and natural gas, 07458 
Gas chromatography, see Chromatography. 
Gas turbines, see Turbines. 
Gases: 
comparison of measured and predicted test 
flow in expansion tube with air and ox- 
ygen test gases, 08159 
see also Liquefied petroleum gases-Noble 
gases. 
Gasification, see Gas. 
Gasoline: 
pr ‘= 


consumption, 





of independent refiners and gasoline 
retailers, GAO report, 07798 
synthetic gasoline — 
hearings, 06959 
Gems, see Precious stones. 
General Accounting Office: 
assistance to Congress in improving access 
and usefulness to Congress of fiscal, 
budgetary, and program-related informa- 
tion, 07703 
foreign assistance appropriations, 1976— 
hearings, 07197 
report by Comptroller General of United 
States, 07687-825 
report of Office of Federal Elections of 
General Accounting Office in administer- 
ing Federal election campaign act of 1971, 
GAO report, 07739 
summaries of GAO conclusions and recom- 
mendations on appropriation matters for 
civil departments and agencies, GAO re- 
port , 07786 
General Electric Company: 
Food and Drug Administration's investigation 
of defective cardiac pacemakers recalled, 
GAO report, 07791 
General Federation of Women's Clubs: 
changing value of buiidings — 
law, 
General Services Administration: 
acquisition of building in Laguna Niguel, 
Calif., in exchange for government-owned 
properties, GAO report, 07774 
improved procedures needed for justifying 
lease acquisitions for Federal buildings, 
GAO report, 07772 
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General Services Administration-— Con. 
methods for computing rent for Federally oc- 
cupied buildings need further improve- 
ment, GAO repert, 07775 
progress and problems of Government's utility 
conservation program, GAO report, 07780 
ways of increasing productivity in maintenance 
of commercial-type vehicles, GAO report, 
07776 
Generators 
electric motor and generator repair, 06580 
see also Electric generators. 
Geochemical prospecting, see Geochemistry. 
Geochemistry: 
geochemical exploration techniques applicable 
in search for copper deposits, 07845 
new and refined methods of trace analysis use- 
ful in geochemical exploration, 07834 
Geological Survey 
bulletin, 07826-34 
changes in stratigraphic nomenclature 
Geological Survey, 07833 
effectiveness of financial disclosure system for 
employees, GAO report, 07744 
professional paper, 07838-47 
water-supply paper, 07849 
Geology: 
geologic factors affecting mining of Pittsburgh 
coalbed, 08093 
geologic investigations of underground coal 
mining problems, 08087 
geologic reconnaissance of proposed powersite 
on Maksoutof River near Sitka, southeast- 
ern Alaska, 07826 
geology and resources of base-metal vanadate 
deposits, 07846 
geology and resources of copper deposits, 
07845 


by 


geology and resources of vanadium deposits, 
07846-7 


geology of waterpower sites in Alaska (series), 


Ice Age National Scientific Reserve of 
Wisconsin. 08391 
NASA earth reswurces survey symposium, 
proceedings, 08133 
shorter contributions to general geology, 07842 
Stratigraphic and structural relationships of 
Brimfield Group in northeast-central Con- 
necticut and adjacent Massachusetts, 
07828 
Geometry: 
effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and super- 
heated walls, 07469 
Geophysical instruments: 
geophysical, astronomical, and meteorological 
instruments, Federal item identification 
guide, 07371 
Geophysics: 
terrestrial photovoltaic measurements, 
workshop proceedings, 08148 
World Data Center A_ Solar-Terrestrial 
Physics, report UAG series, 07538 
George W. Andrews Forestry Sciences 
Laboratory: 
designate - 
report, 07123 
Georgia: 
census of selected service industries, 06613 
Geothermal energy: 
economic potential of three sites in Alaska, 
08043 


German Democratic Republic, see Germany. 
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Germany: 
Democratic Republic (East Germany), trading, 
07440 
Federal Republic space 
agreement, 08420 
relationships between Federal Republic and 
petroleum industry, 07262 
Gift tax, see Inheritance and transfer tax. 
Gifts: 
proposals to strengthen Foreign gifts and 
decorations act, GAO report, 07764 
Glacial period: 
Geology of Ice Age National 
Reserve of Wisconsin, 08301 
Glacier Bay National Monument: 
general information, 08292 
Glass: 
data base, potential for energy conservation in 
9 selected industries, glass, 07628 
glass filters for spectrophotometry, selection, 
preparation, certification, 08203 
glass, figured, corrugated, plate, sheet, and 
spandrel, Federal item identification 
guide, 07337 
standard reference materials, calibrated glass 
standards for fission track use, 08202 


research project, 


Scientific 


Gold: 
mineral industry surveys, 08039 
Golden nematode, see N toid worms. 
Golf: 
information on number, location, and cost as- 
sociated with construction and operation 
of military golf facilities throughout the 
world, GAO report, 07709 
Government: 
ACIR State legislative program — 
guide, 06504 
current fiscal position of State and local 
governments, 06751 
education, ACIR State legislative program, 
06511 
environment, land use, and growth policy, 





Federal inventory of energy related biomedical 
and environmental research, 07491 

Federal-State election law survey, analysis of 
State legislation, Federal legislation, and 
judicial decisions, 07624 

fiscal and personnel management, ACIR State 
legislative program, 06 

health, ACIR, State legislative program, 06510 

how passenger sedans in Federal government 
are used and managed, GAO report, 07705 

inventory of government-supported research 
projects on foreign affairs, 08413-6 

local government modernization, 06506 

Our American Government, what is it? how 
does it function? revised edition, print as 
House document -— 

report, 07093 

progress and problems of Government's utility 
conservation program, GAO report, 07780 

role of Federal Government in housing and 
community development, evolution, 06922 

solar energy projects of Federal government, 

7654 


State and Federal legal regulation of alien and 
corporate land ownership and farm opera- 
tion, 06515 

State and local revenues, 06507 

State government structure and processes, 
06505 


use of current population data in administra- 
tion of Federal laws -— 
report, 07149 
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Government contracts: 


causes of excessive profits on defense and 
space contracts, GAO report, 07804 

defense contract audit manual, 07329 

equal employment opportunity program for 
Federal nonconstruction contractors can 
be improved, GAO report, 07789 

examination into administration of Air Force 
indicator repair contracts with Pantronics, 
Inc., GAO report, 07799 

improvements still needed in negotiating prices 
of noncompetitive contracts, GAO report, 
07708 

in-depth investigation into independent 
research and development and bid and 
proposal programs, GAO report, 07723 

observations on sole-source procurement and 
overruns, GAO report, 07755 

Postal Service's contracting and procurement 
policies, 07020 

regulations, labor standards applicable to con- 
tracts covering Federally financed and 
assisted construction, 08505 

Renegotiation act, amend — 

law, 06727 


Federal employees’ political activities act, 


documentary background, 07307 
information on unresolved audit exceptions 
with Federal employees health benefit car- 
riers, GAO report, 07710 
Interagency Auditor Training Center bulletin, 
06669 


per diem and mileage expenses, increase — 
report, 06781 

per diem travel allowances, increase — 
hearings, 06953 


Government Operations Committee, House: 


hearings, 06950-61 
report, 06779, 06781 


Government Operations Committee, Senate: 


committee print, 07249-50, 07257 
hearings, 07251-6 
report, 07107, 07119-20 


Government Printing Office: 


pricing of publications sold to public, GAO re- 
port, 07724 

substantial improvements needed in Govern- 
ment Printing Office's services to Federal 
departments and agencies, GAO report , 
07779 


Government corporations, see Corporations. 
Government employment, see Employment. 
Government missions: 
protection for foreign diplomatic missions — 
law, 06737 
report, 06801, 07108, 07171 
Government offices: 
concept, cost, and management of administra- 
tive support services provided by Depart- 
ment of State to other Federal agencies 


Government Procurement Commission: 
executive branch action on recommendations 
of Commission on Government Procure- 
ment, GAO report, 07801 
executive branch actions on recommendations 
of Commission on Government Procure- 
ment, GAO report, 07803 
Government property, see Public property. 
Government reorganization plans: 


overseas, GAO report, 07768 

directory of Federal agencies engaged in ener- 
gy related activities, 07632 

Federal agency occupational safety and health 
programming, 08330 

part-time employment 
GAO report, 07747 

regulations of various Federal regulatory agen- 
cies and their effect on small business — 

hearings, 07040 

standards activities of Federal agencies, guide, 

06668 , 06668 


in Federal agencies, 


Standards and standardization, 06668 
status, progress, and problems in Federal 
agency accounting, GAO report, 07734 
substantial improvements needed in Govern- 
ment Printing Office's services to Federal 
departments and agencies, GAO report , 
07779 
summaries of GAO conclusions and recom- 
mendations of appropriation matters for 
civil departments and agencies, GAO re- 
port , 07786 
Government officials and employees: 
allotments and assignments of payments from 
civil service retirement annuities — 
law, 06708 
report, 07144 
effects of Indian preference on employees of 
Indian agencies, 07308 
employment of women in Federal Govern- 
ment, 1973 study, 06643 
Federal employees compensation act, amend — 
text of bill, 07292 
Federal employees’ life insurance value after 
retirement — 
hearings, 07017 
Federal employees’ political activities act— 
hearings, 07309 
report, 07132 





Voluntary municipal reorganization act— 
report, 


Government Services, Inc.: 


examination of financial statements, GAO re- 
port, 07740 


Government supplies: 


Defense integrated data (DIDS) 
procedures manual, 07331 

NASA source evaluation board manual, 08127 

Postai Service’s contracting and procurement 
policies, 07020 

see also Military supplies. 


system 


Governmental Operations with Respect to 


Intelligence Activities, Select Committee to 
Study, Senate: 
committee print, 07258 


Grading (earthworks): 


erosion control with wood chips on newly 
graded areas, 07669 


Grading of commercial products: 


meat grading standards, review — 
hearings, 06903 


Graduate students, see Students. 
Grain: 


grain crop quality, 06513 
Russian grain sale — 
hearings, 07191 
target prices and loan figures — 
hearings, 
U.S. grain standards act, amend-— 
hearings, 06907 
United States grain and oil agreements with 
Soviet Union— 
hearings, 06978 


Grand Canyon National Park: 


Grand Canyon Complex, Ariz., proposed 
master plan, final environmental state- 
ment, 07866 


Grand Portage National Monument: 


general information, 08293 
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Grants-in-aid 
awards register, grants assistance programs, 
07540 
community development block grant program, 
oversight - 
hearings, 06926 
examination of grants awarded to Berkeley 
Unified School District and to Bili 1 


Grumman Aerospace Corp.: 
Navy Department, F-14/financing - 
hearings, 07203 
Guadalupe Mountains National Park: 
exchange of land - 
law, 06716 
report, 06857 





Children's Television, Inc., GAO report, 
07699 
Federal formula grant-in-aid programs that use 
population as factor in allocating funds, 
07018 
Federal-aid highway act 
hearings , 07029-30 
report, 06874 
grants to individual colleges and libraries — 
hearings, 06937 
how States plan for and use Federal formula 
grant funds to provide health services, 
GAO report, 07794 
increasing federal matching share for highway 
construction - 
report, 07099 
private foundation support of health research 
and development, 08249 
summary of grants and contracts administered 
by National Center for Health Services 
Research, 08216 
Graphic arts, see Art. 
Graphic methods: 
applications of computer graphics in engineer- 
ing, conference, 08129 
Graphite: 
natural graphite, suspension of duty - 
report, 06823 
natural, mineral industry surveys, 08058 
Gravel: 
mineral industry surveys, 08098-9 
Gravimetry: 
gravimetric investigations, USSR study, 07916 
Gravitation: 
gravitational forces 
spacecraft, 08122 
Great Bear area: 
designate as wilderness area— 
report, 07167 
Great Britain: 
background notes, 08410 
foreign economic trends and their implications 
for United States, 07884 
Great Lakes: 
cleaning up Great Lakes, United States and 
Canada are making progress in controlling 
pollution from cities and towns, GAO re- 
port, 07812 
telecommunications promotion of safety on 
Great Lakes by means of radio, agree- 
ment with Canada, 08422 
water levels, 07021 
Great Lakes States: 
Great Lakes region aviation system, 10 year 
plan, 1976-85, 07611 
Greece: 
foreign economic trends and their implications 
for United States, 07885 
Greece and Cyprus, 1975, report, 07244 
Gregg, Lucius Perry, jr.: 
nomination — 
hearings, 07230 
Grenades: 
Federal item identification guide, 07365 
Ground water, see Water. 


and moments on 
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economic trends and their implications for 
United States, 07881 
Guidance systems: 
booster rocket guidance system, USSR study, 
07892 
Guinea: 
area handbook for Guinea, 06576 
Gulf of Maine, see Maine, Gulf of. 
Gulf of Mexico, see Mexico, Gulf of. 
Gulf of St. Lawrence, see Saint Lawrence, Gulf 
of. 
Guthrie County, lowa: 
soil survey report, 08378 
Gyroscopes: 
gyroscopic systems and instruments of preci- 
sion mechanics, USSR study, 07914 


H 


Hafnium: 

effects of carbon and hafnium concentrations 
in wrought powder-metallurgy superalloys 
based on NASA 2B-1i alloy, 08173 

mineral industry surveys, 08113 

Haiti: 
background notes, 08400 
Hall, Asaph H.: 
nomination — 
hearings, 07230 
Hampton National Historic Site: 
general information, 08294 
Handicapped: 
education for all handicapped children — 
report, 06849, 07113 
transportation for 
references, 08445 
Hanford Reservation, Richland Wash.: 

final environmental statement, waste manage- 
ment operations, Hanford Reservation, 
Richland, Wash., 07495 

Hardware: 

hardware, bands, straps, strapping and com- 
ponents, Federal item identification guide, 
07391 

ship and marine equipment and hardware, 
Federal item identification guide, 07379 

Harris Fork Creek: 
engineers report— 
departmental edition, 07532 
document edition, 06770 
Harvesting: 

Fair labor standards act, limited waiver of 
child labor provisions with respect to cer- 
tain agricultural hand harvest laborers — 

hearings, 06943 
Hatch political activities act, see Politics. 
Hawaii: 

census of retail trade, major retail centers in 

standard metropolitan statistical areas, 


handicapped, selected 


questionable aspects of military's study of 
land needs in Hawaii, GAO report, 07771 
Hawaii Volcanoes National Park: 
proposed master plan, final environmental 
statement, 07867 
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Hazardous substances: 

Federal pesticide registration program, is it 
protecting the public and environment 
adequately from pesticide hazards, GAO 
report, 07820 


Hazardous materials transportation control 


act, amend -— 
report, 06821 
oil spills and spills of hazardous substances, 
08508 


Hazards: 
evaluation and control of radon daughter 
hazards in uranium mines, 08241 
Head: 
structure and innervation of nasolabial region 
in certain mammals and man, USSR 
study, 07923 
Health: 
ACIR State legislative program, 06510 
biochemical profiles of submariners, longitu- 
dinal health study, 08001 
directory of on-going research in smoking and 
health, 06635 
Federal agency occupational safety and health 
programming, 08330 
health attitudes and behavior of youths 12-17 
years, 08221 
how States plan for and use Federal formula 
grant funds to provide health services, 
GAO report, 07794 
information on unresolved audit exceptions 
with Federal employees health benefit car- 
riers, GAO report, 07710 
nutrition and health, with an evaluation of 
nutritional surveillance, 07305 
occupational health experience with uranium, 
conference, 07488 
Occupational safety and health act, amend- 
hearings, 07299 
report, 06843 
Occupational safety and health act, effects of 
administration on small business — 
hearings, 07041 
occupational safety and health, general indus- 
try standards and interpretations, 08331 
occupational safety and health, maritime stan- 
dards and interpretations, 08332 
private foundation support of health research 
and development, 08249 
resources for health R & D report, 08249 
selected vital and health statistics in poverty 
and nonpoverty areas of 19 large cities, 
08225 
syncrisis, dynamics of health, analytic series 
on interactions of health and 
socioeconomic development, 07850 
vital and health statistics, data evaluation and 
methods research, 08217-8 
vital and health statistics, data from national 
health survey, 08219-24 
vital and health statistics, data from national 
vital statistics system, 08225 
worker protection must be insured when em- 
ployers request permission to deviate 
from safety and health standards, GAO 
report, 07795 
see also Medical care. 
Health centers: 
better controls needed for health maintenance 
organizations under Medicaid in Califor- 
nia, GAO report, 07691 
need to more consistently reimburse health 
facilities under Medicare and Medicaid, 
GAO report, 07721 
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Health insurance: 
public hearings on national health insurance, 
07054-6 
unemployment and sickness benefits for rail- 
road workers, 08341 
USHBP, uniformed services health benefits 
rogram, including CHAMPUS, 06569 
Health maintenance organizations, see Health 
centers. 
Health, Education, and Welfare: 
improvements needed in Medicaid program 
management including investigations of 
suspected fraud and abuse, GAO report, 
92 


Health, Education, and Welfare Department: 
appropriations, 1976- 
law, 06707 
report, 06860 
assessment of reading activities funded under 
Federal program of aid for educationally 
deprived children, GAO report, 07797 
assessment of work incentive program in 
Washington State, GAO report, 07688 
better controls needed for health maintenance 
organizations under Medicaid in Califor- 
nia, GAO report, 07691 
examination of grants awarded to Berkeley 
Unified School District and to Bilingual 
Children's Television, Inc., GAO report, 
07699 
excluding substandard canned pineapple from 
United States, GAO report, 07784 
extending effective date of Food and Drug Ad- 
ministration’s diagnostic X-ray equip t 
standard, GAO report, 07701 
Food and Drug Administration's investigation 
of defective cardiac pacemakers recalled 
by General Electric Company, GAO re- 
port, 07791 
food labels, do they tell enough?, summary of 
report to Congress, GAO report, 07782 
foreign assistance appropriations, 1976— 
hearings, 07197 
from welfare to self-sufficiency, assessment of 
work incentive program in Wayne Co., 
Mich., GAO report, 07702 
how States plan for and use Federal formula 
grant funds to provide health services, 
GAO report, 07794 
improvements still needed in coal mine dust- 
sampling program and penalty assess- 
ments and collections, GAO report, 07824 
lengthy delays in processing of overpayments 
under part A of Medicare program may 
result in losses of millions of dollars, 
GAO report, 07825 
need to more ¢ i tly reimburse health 
facilities under Medicare and Medicaid, 
GAO report, 07721 
prevention and detection of fraud and program 
abuse, HEW procedures and resources — 
hearings, 06955 
problems in work incentive program in Los 
Angeles and San Diego, GAO report, 
07783 
review of preliminary estimates of evacuation 
costs, temporary care, and resettlement 
costs of Viet and Cambodi 
gees, GAO report, 07767 
Secretary, nomination of 
Mathews — 
hearings, 07235 
security controls for methadone distribution 
need improving, GAO report, 07750 








refu- 
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Health, Education, and Welfare Department —Cof. 


slow implementation of work incentive pro- 
gram, GAO report, 07785 
substantial improvements needed in work in- 
centive program, Atlanta, Ga., GAO re- 
port, 07735 
syncrisis, dynamics of health, analytic series 
on interactions of health and 
socioeconomic development, 07850 
Hearing 
hearing sensitivity and related medical findings 
among youths 12-17 years, 08222 
persons with impaired hearing, 08219 
Heart 
Food and Drug Administration's investigation 
of defective cardiac pacemakers recalled 
by General Electric Company, GAO re- 
port, 07791 
National biomedical heart, lung, blood, blood 
vessel, and research training act- 
report, 07130 
Heat pipes, see Pipe and pipe fittings. 
Heat sink 
annular flow ice-water model heat sink, 07520 
Heat transfer 
simplified analytical solution for thermal 
response of one-dimensional steady-state 
transpiration cooling system in radiative 
and convective environment, 08181 
thermal conductance of and heat generation in 
tire-pavement interface and effect on air- 
craft braking, 08165 
Heating: 
low-interest loans for residential solar heating 
and cooling equipment - 
hearings, 06925 
mean flow field and surface heating produced 
by unequal shock interactions at hyper- 
sonic speeds, 08164 
outline for saving energy, lighting and ther- 
mostats in commercial, public, and indus- 
trial buildings, 07642 
plumbing, heating, and sanitation equipment, 
Federal item identification guide, 07361 
temporary enclosures and heating during con- 
struction, 07517 
Heavy ions, see lons 
Heavy metals, see Metals 
Helicopters 
design and preliminary test of blade tip air 
mass injection system for vortex modifi- 
cation and possible noise reduction on 
full-scale helicopter rotor, 08142 
development of advanced anti-icing/deicing 
capability for U.S. Army helicopters, 
06585-6 
Helium 
incident shock-wave characteristics in air, 
argon, carbon dioxide, and helium in 
shock tube with unheated helium driver , 
08166 
Hells Canyon National Recreation Area 
establish 
law, 06740 
Henrico County, Va 
soil survey report, 08379 
Heritage, see Tradition 
Herndon, Lillie E 
nomination 
hearings, 07230 
Herring 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
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seafood processing industry point source 
category, 07542 
High energy physics, see Atomic energy. 
High Energy Physics Advisory Panel: 
report of 1975 subpanel on new facilities, 07487 
High schools: 
experience has taught us about racial disputes 
in high school and colleges, 06673 
for which high school education 
generally required, 07982 
statistics of public elementary and secondary 
day schools, 07451 
Higher education, see Colleges and universities. 
Highway construction, see Roads and highways. 
Highway safety, see Safety of life. 
Highways, see Roads and highways. 
Hines, IIl.: 
low rents charged at personnel quarters of 
Veterans Administration Hospital, GAO 
report, 07711 
Historic sites: 
historic places, introduction to National Park 
Service preservation programs, 08295 
John Fitzgerald Kennedy Lugar Historico Na- 
cional, Spanish edition, 08296 
national historic preservation fund, establish — 
hearings, 07267 
Holidays: 
holiday administration overseas, improvement 
needed to achieve more equitable treat- 
ment of employees, GAO report, 07761 
Holloman, John H.., III: 
nomination — 
hearings, 07230 
Home economics: 
home and garden bulletin, 06522 
Homemaking, see Home economics. 
Homes: 
Home mortgage disclosure act — 
report, 06884 
Honey bees, see Bees. 
Hong Kong: 
background notes, 08401 
Hoopeston, IIl.: 
railroad employee accident investigation re- 
port, 08359 
Hose: 
fittings, hose, pipe and tube, Federal item 
identification guide, 07393 
hose, pipe, and tube fittings, quick disconnect 
and self-sealing, Federal item identifica- 
tion guide, 07353 
Hospitals: 
nonprofit hospitals, coverage under National 
labor relations act - 
legislative history, 07296 
Host (biology): 
host records for Lepidoptera reared in eastern 
North America, 06539 
Hostetter, Amos B., jr.: 
nomination — 
hearings, 07230 
Hotels: 
census of selected service industries, 06614 
Hours of labor: 
overtime compensation under Fair labor stan- 
dards act of 1938, as amended, 08504 
union wages and hours, building trades, 07964 
Housatonic River and Valley: 
designate segment as part of National Wild 
and Scenic Rivers System - 
hearings, 07277 
House Administration Committee, House 
committee print, 
hearings, 06963 


jobs is 
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House Administration Committee, House —Con. 
report, 06786, 06791-3, 06811-3, 06819, 06839, 
06842, 06852, 06873, 06894-6 
House of Representatives: 
committee reform amendments, explanation, 
06929 
computer-based information resources, 06962 
document, 06763-77 
Federal regulation of lobbying act, difficulties 
in enforcement and administration, GAO 
report, 07754 
history and operation of House majority whip 
Organization, 94th Congress, print as 
House document -— 
report, 07095 
history of United States House of Representa- 
tives, revised edition, print as House 
document — 
report, 07104 
report — 
public bill, 06778-898 
Households: 
household moving and storage, Syracuse, 
N.Y., industry wage survey report, 07977 
household moving and storage, Utica-Rome, 
N.Y., industry wage survey report, 07978 
Houses: 
four bedroom house with 2 baths, building 
plan, 06525 
low-interest loans for residential solar heating 
and cooling equipment -— 
hearings, 06925 
Housing: 
benefits for post-Vietnam era veterans — 
hearings, 07043 
Gunton 





protection act— 


hearings, 07208 


Emergency housing act, implementation of 
sec. 8— 
hearings, 06924 
family housing manual, Coast Guard, 06658 
housing and urban development in Australia, 
07854 
low-income groups not helped by Agency for 
International Development's Housing In- 
vestment Guaranty program, GAO report 
, 07712 
management 
mortgages — 
hearings, 06956 
military construction authorization, 1976- 
report, 06835 
military construction, authorization, 1976- 
report, 07109 
military, construction, appropriations, 1975 — 
hearings, 06918 
military, construction, appropriations, 1976— 
hearings, 06915 
report, 06844 
National housing act, amend-— 
law, 06715 
report, 07137 
regional disaster response operations, 07853 
role of Federal Government in housing, evolu- 
tion, 06922 
selected annotated bibliography on housing 
and planning, 07857 
training manual for inspection for decent, safe, 
and sanitary housing, 07672 
Housing and Urban Development Department: 
examination of financial statements of Na- 
tional Flood Insurance Program, GAO re- 
port, 07698 


of HUD-held multifamily 
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Greater benefits can be derived from improved 
HUD audits of program participants, 
GAO report, 07806 
HUD handbook, 07853 
HUD international country profile, 07854 
HUD international information series, 07855 
HUD international information sources series, 
07856-7 
management 
mortgages — 
hearings, 06956 
multifamily mortgages held by HUD, deficien- 
cies in overall management — 
report, 06779 
Houston, Tex.: 
area wage survey, 07952 
HUD, see Housing and Urban Development De- 
partment. 
Hughes County, S. Dak.: 
soil survey report, 08396 
Hull, Cordell: 
registers of papers in Manuscript Division of 
Library ofCongress, 07994 
Human engineering: 
some NASA contributions to human factors 
engineering, survey, 08131 
Human factors engineering, see Human en- 
gineering. 
Human rights, see Civil rights. 
Humanitarianism: 
export licensing of private 
assistance to Vietnam — 
hearings, 06973 
Hunting: 
proposed use of steel shot for hunting water- 
fowl in United States, final environmental 
statement, 07680 
support of hunting and fishing at Matagorda 
Island, Tex., GAO report, 07741 
Hydraulics: 
design for wave protection, flood control, and 
prevention of shoaling, Cattaraugus Creek 
Harbor, N.Y., hydraulic model investiga- 
tion, 07535 
electronic computer program for hydraulic 
analysis of circular culverts, 07660 
electronic computer program for hydraulic 
analysis of pipe-arch culverts, 07661 
feasibility study of hydraulic jet kerfing to im- 
prove efficiency of mechanical disc 
cutting, 08461 
Westport Small-Boat Basin revision study, 
hydraulic model investigation, 07533 
Hydrogen: 
absolute calibration of hydrogen discharge 
lamp in vacuum ultraviolet, 08145 
hydrogen environment embrittlement of As- 
troloy and Udimet 700 (nickel-base) and 
V-57 (iron-base) superalloys, 08154 
Hydrographic Center: 
publication, 07405-35 
Hydrology: 
marine hydrophysical research, USSR study, 
07913 


of HUD-held multifamily 


humanitarian 


Hydrostatics: 
effect of porosity on hydrostatic compression 
of ice, 07518 
Hyperbaric at here, see At phere. 
Hypersonic flow, see Flow. 
Hypersonic speed, see Air speed. 
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IAEA, see Internation Atomic Energy Agency. 
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Ice: 
airborne infrared imagery of Arctic Sea ice 
thickness, 08281 
annular flow ice-water model heat sink, 07520 
control of snow and ice on missile fields, 
07523 


deicing chemicals, manual, 07582-3 

development of advanced anti-icing/deicing 
capability for U.S. Army helicopters, 
06586 


development of advanced anti-icing/deicing 
capability for U.S. Army helocopters, 
06585 


effect of porosity on hydrostatic compression 
of ice, 07518 
gas inclusions in Antarctic ice sheet and their 
significance, 07512 
interpretation of young ice forms in Gulf of 
St. Lawrence using side-looking airborne 
radar and infrared imagery, 07511 
nineteen seventy-four ice breakup on Chena 
River, 07524 
prevention of preferential bridge icing using 
heat pipes, 07665 
USA CRREL snow and ice testing equipment, 
07516 
work-hardening and strain rate sensitivity of 
flow stress in high purity ice single 
crystals, 07514 
Ice age, see Glacial period. 
Ice Age National Scientific Reserve: 
geology, 08301 
Ice breakers: 
low friction coatings for icebreakers, 06662 
Icebreakers, see Ice breakers. 
Idaho: 
Hells Canyon National 
establish - 
law, 06740 
precipitation-frequency 
United States, 08270 
IFR, see Instrument flight rules. 
Illinois: 
election contest in l0th congressional district — 
report, 06894 
Imagery: 
airborne infrared imagery of Arctic Sea ice 
thickness, 08281 
Immigration and emigration: 
alien child adopted by unmarried citizen, grant 
same immigrant status as one adopted by 
citizen and his spouse - 
law, 06697 
Immigration and Naturalization Service: 
oversight — 
hearings, 07000 
Impact: 
investigation of fracture toughness, fatigue- 
crack growth, sustained-load flaw growth, 
and impact properties of 3 pressure vessel 
steels, 08143 
Impeachment: 
impeachment of Richard M. Nixon, summary 
of information-— 
hearings, 07008 
impeachment of the President, 
memorandum on facts and law -— 
hearings, 07006 
impeachment of the President, White House 


Recreation Area, 


atlas of western 


minority 


Implants: 
use of iodine-125 for interstitial implants, 08339 
Imports: 
if imports cost you your job apply for worker 
adjustment assistance, 07454 
steel demand, capital costs, and imports im- 
pact on steel industry's capital needs, 
07445 
U.S. general imports, world area by commodi- 
ty groupings, 06630 
Impounded funds, see Funds. 
Imprisonment: 
U.S. citizens imprisoned in Mexico- 
hearings, 06977 
Incendiary bombs, see Bombs. 
Incinerators: 
updated cost evaluation of metal and mineral 
recovery process for treating municipal in- 
cinerator residues, 08042 
Income: 
administration of supplemental security 
come program — 
hearings, 07047-8 
computing your tax under income averaging 
method, 07870 
fiduciary standards, Employee retirement in- 
come security act, 07937 
financing retirement income, issues, 06761 
income security for Americans, recommenda- 
tions of public welfare study, 06756 
low-income neighborhoods in large cities, 
06597-8 
model income supplement 
public welfare, 06760 
tax information on investment income and ex- 
penses, 07872 
Income tax: 
computing your tax under income averaging 
method, 07870 
convention with Polish People’s Republic, 


bill, studies in 


07080 
Internal Revenue Code provisions, change — 
law, 06706 
report, 07168 
mandatory ta~ withholding recommended for 
agricultural employees, GAO report, 
07751 


Members and employees of Congress, volunta- 
ry withholding of State income tax— 
report, 06839 
State taxation of Federal tax rebates — 
report, 07102 
tax information on accounting periods and 
methods, 07871 
tax information on investment income and ex- 
penses, 07872 
Indemnity: 
Arts and artifacts indemnity act— 
law, 06700 
Price-Anderson provisions of Atomic energy 
act, amend, phaseout of governmental in- 
demnity — 
law, 06738 
report, 07112 
Indexes: 
background notes, 08402 
classified index of National Labor Relations 
Board decisions and related court deci- 
sions, 08250 
c price index, short description, 07968 





staff and President Nixon's campaign or- 
ganizations, background memorandum -— 
hearings, 07007 
procedure and guidelines of impeachment tri- 
als in Senate, 07064 
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data index system, annual declassification list, 
07508 

digest and index of published decisions of 
Assistant Secretary of Labor for Labor- 
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Indexes — Con. 
Management Relations pursuant to Execu- 
tive order 11491, as amended, supplement, 
07940 
Veterans Administration publications, 08498 
India: 
marketing, 07441 
Indian Affairs Bureau: 
land management activities on 3 Indian reser- 
vations in South Dakota can be improved, 
GAO report, 07816 
Indian agencies: 
effects of Indian preference on employees of 
Indian agencies — 
hearings, 07308 
Indian Claims Commission: 
appropriations, 1976-— 
law, 06707 
appropriations, 1976, authorization — 
report, 06818 
Indian lands: 
land held in trust for Pueblo of Laguna-— 
report, 06831 
Indian Nations Scenic Trail: 
establish — 
report, 07097 
Indian reservations: 
disposal of excess property located within-— 
hearings, 06954 
land management activities on 3 Indian reser- 
vations in South Dakota can be improved, 
GAO report, 07816 
Indiana: 
crop summary, field crops, 08435, 08435 
lamb crop continues to decline, 08436 
livestock inventory, livestock values show 
mixed changes, 08437 
sheep and lambs, sheep and lambs on feed 
down 6 percent, U.S. off 22 percent, 
08438 
Indiana Dunes National Lakeshore: 
establish — 
hearings, 07264 
Indians: 
Civil Rights Commission hearings, 06638 
effects of Indian preference on employees of 
Indian agencies — 
hearings, 07308 
Johnson-O' Malley act, administration-— 
hearings, 07259 
omnibus submarginal land transfers to certain 
tribes — 
report, 06833 
Indicators: 
indicating levels, Federal item identification 
guide, 07390 
Individuality: 
biographical treatment of creative individual, 
USSR study, 07890 
Indochina: 
assistance to evacuation, oversight — 
report, 06805 
refugee children assistance program — 
report, 06877 
Indonesia: 
background notes, 08403 
Industrial agreements: 
characteristics of major collective bargaining 
agreements, 07963 
Industrial capacity: 
initial report on oil and gas _ resources, 
reserves, and productive capacities, 07640 
Industrial machinery, see Machinery. 
Industrial materials, see Materials. 
Industrial plants, see Plants (industrial). 
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Industrial relations: 
Brookside Mine 

oversight — 
hearings, 06940 
digest and index of published decisions of 
Assistant Secretary of Labor for Labor- 
Management Relations pursuant to Execu- 
tive order 11491, as amended, supplement, 

7940 


labor-management dispute, 


National labor relations act, coverage of non- 
profit hospitals — 
legislative history, 07296 
National Labor Relations Board casehandling 
manual, unfair labor practice proceedings, 
08252 
Industrial workers, see Labor. 
Industry: 
computer technology in industry, USSR study, 
‘907 


data base, potential for energy conservation in 
9 selected industries, copper, 07626 
data base, potential for energy conservation in 
9 selected industries, glass, 07628 
data base, potential for energy conservation in 
9 selected industries, selected paper 
products, 07629 
data base, potential for energy conservation in 
9 selected industries, steel, 07627 
data base, potential for energy conservation in 
9 selected industries, styrene butadiene 
rubber, 07630 
energy consumption, fuel utilization and con- 
servation in industry, 07573 
government support of shipbuilding industrial 
base, GAO report, 07800 
industrial outlook, 1976, with projections to 
1985, 07442 
industry wage survey report, 07969-80 
innovations in industrial construction, USSR 
study, 07893 
machinery manufacturing industry wage sur- 
vey and other industry studies, list, 07984 
occupational safety and health, general indus- 
try standards and interpretations, 08331 
People's Republic of China, new industrial 
power with strong mineral base, 08061 
readings in industrial psychology, USSR 
study, 07917 
social, economic, and physiological problems 
caused by industrial noise — 
hearings, 07319 
summary report, conference on industrial and 
buildings conservation, relationships with 
Federal laboratories, 07470 
Infants: 
infant, maternal, and childhood mortality, 
06671 
Inflation (finance): 
Federal budget and inflation — 
hearings, 07215 
inflation and consumer, price stability and 
economic growth, 06759 
Influenza: 
question of endemic nature of influenza A, 
USSR study, 07897 
Information, see Public information. 
Information services: 
computer-based information resources 
House of Representatives, 06962 
LPPSD technical information exchange docu- 
ment, 07596-9 
National Technical Information 
general catalog, 08311 
NTIS information services, many new items, 
08312 


for 


Service 
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Information services — Con. 
summary report of Automotive Power Systems 
Contractors coordination meeting, 07599 
Information storage and retrieval systems: 
action plan for national network of transporta- 
tion research information services 
(TRISNET), 08447 
Defense integrated data system 
procedures manual, 07330-3 
NASA earth resources survey symposium, 
proceedings, 08133 
personnel, advanced personnel data system, 
APDS, AFMPC/HAF/MAJCOM data 
retrieval, 06547 
user manual for computer-aided environmental 
legislative data system, 07529 
Infrared rays 
airborne infrared imagery of Arctic Sea ice 
thickness, 08281 
interpretation of young ice forms in Gulf of 
St. Lawrence using side-looking airborne 
radar and infrared imagery, 07511 
near-infrared spectra of Jupiter, Saturn, and 
Uranus, 08130 
Inheritance and transfer tax: 
Federal estate and gift taxes, impact on small 
businessmen and farmers - 
hearings, 07317 
Injectors: 
nonreactive mixing study of scramjet swept- 
strut fuel injector, 081 
Injuries 
injuries involving jackleg rock drills 
derground, analysis, 08114 
injury causation, tri-level accident investiga- 
tion summaries, 08240 
Inlets, see Air inlets (aircraft). 
Insecticides: 
Federal insecticide, fungicide, and rodenticide 
act, amend - 
report, 06851 
Insects 
basic problems of studying pheromonal com- 
munication in insects, USSR study, 07895 
Inspection (industrial): 
effect of commercial vehicle systematic 
preventive maintenance on specific causes 
of accidents, 08117 
Installations (military): 
construction, appropriations, 1975 — 
hearings, 06918 
construction, appropriations, 1976- 
hearings, 06915 
report, 06844 
construction, authorization, 1976- 
report, 06835, 07109 
definitive designs for Naval shore facilities, 
08318 


(DIDS) 


un- 


facility design and planning, Air Force design 
manual, definitive designs of Air Force 
structures, 06555 


installation solid waste survey guidelines, 
07528 
Installations (naval), see Installations (military). 
Institute of Medicine: 
annual report -— 
document edition, 07072 
Instructional materials: 
quality assurance of media devices and cour- 
seware, 06541 
Instructors, see Teachers. 
Instrument flight rules: 
IFR off-airway routes, 06566 
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Instrument panels: 
monitor and control instrumentation panels 
and displays, USSR study, 07898 
Instrumentation: 
monitor and control instrumentation panels 
and displays, USSR study, 07898 
Instruments: 
geophysical, astronomical, and meteorological 
instruments, Federal item identification 
guide, 07371 
Insulation: 
electrical insulators and insulation materials, 
Federal item identification guide, 07394 
Insulators: 
electrical insulators and insulation materials, 
Federal item identification guide, 07394 
Insurance, see also National flood insurance. 
Intellect: 
family background, early development, and in- 
telligence of children 6-ll years, 08220 
possibility of intelligent life elsewhere in 
universe, 07033 
Intelligence, see Intellect. 
Intelligence service: 
terrorist bombings and law enforcement intel- 
ligence, terroristic activity - 
hearings, 07286 
U.S. intelligence agencies and activities, cost 
and fiscal policy — 
hearings, 06964 
Intelligence, Select Committee on, House: 
hearings, 06964 
report, 06861 
Inter-American Foundation: 
foreign assistance appropriations, 1976- 
hearings, 07197 
Interagency Auditor Training Center : 
bulletin, 06669 
Interagency training programs, see Government 
officials and employees. 
Intercommunicating systems: 
intercommunication and public address 
systems, Federal item identification guide, 
07370 
Interest“and usury: 
impact of NOW accounts in Massachusetts 
and New Hampshire — 
hearings, 07207 
low-interest loans for residential solar heating 
and cooling equipment -— 
hearings, 06925 
need for uniform method for paying interest 
on Government trust funds, GAO report, 
07719 
Intergovernmental relations: 
Intergovernmental anti-recession 
act— 
report, 07107 
Interior and Insular Affairs Committee, House: 
hearings, 06965-8 
investigations and studies, authorization and 
expenses - 
report, 06793 
report, 06802-3, 06818, 06831-4, 06838, 06856- 
8, 06862-3, 06870, 06887 
Interior and Insular Affairs Committee, Senate: 
committee print, 07261-2 
hearings, 07259-60, 07263-78, 07320 
report, 07098, 07121, 07126-8, 07151, 07157-8, 
07165, 07167, 07170, 07173, 07175 
Interior and Insular Affairs Commtttee, Senate: 
report, 07097 
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Interior Department: 
appropriations for Walla Walla project, 
authorization without reference to agen- 
cies involved -— 
law, 06717 
report, 06863 
appropriations, 1976- 
law, 06707 
report, 06865 
Assistant Secretary, nomination of Jack W. 
Carlson - 
hearings, 07265 
draft environmental impact statement, 07859- 


60 
draft environmental statement, 07858, 07861 
effectiveness of financial disclosure system for 
employees of U.S. Geological Survey, 
GAO report, 07744 
Federal inventory of energy related biomedical 
and environmental research, 07493 
final environmental assessment, 07862-3 
final envizonmental impact statement, 07864-5 
final environmental statement, 07866-7 
further action ded on rec dations for 
improving administration of Federal coal- 
leasing program, GAO report, 07814 
improvements still needed in coal mine dust- 
sampling program and penalty assess- 
ments and collections, GAO report, 07824 
land management activities on 3 Indian reser- 
vations in South Dakota can be improved, 
GAO report, 07816 
managing recreation facilities at Bureau of 
Reclamation reservoirs, GAO report, 
07714 
more effective procedures are needed for 
establishing payment terms and develop- 
ment periods for irrigation projects, GAO 
report, 07818 
operations of John F. Kennedy Center for Per- 
forming Arts, GAO report, 07749 
OWRT/WRSIC series, 07868 
Southeastern Federal Power Program, finan- 
cial management and program operations, 
GAO report, 07822 
Internal combustion engines, see Engines. 
Internal Revenue Service: 
audit by GAO- 
hearings, 06951 
mandatory tax withholding recommended for 
agricultural employees, GAO _ report, 
07751 
Internation Atomic Energy Agency: 
enriched uranium, increase supply — 
report, 07086 
International agreements: 
amendment of single convention on narcotic 
drugs, agreement, 08426 
international trade in textiles, 08423 
space laboratory cooperative program, agree- 
ment with other governments, 08418 
treaties and other international acts series, 
08418-32 
International Broadcasting Board: 
appropriations, 1976-— 
hearings, 07196 
appropriations, 1976 and 1977 — 
hearings, 06970 
International Commerce Bureau: 
foreign economic trends and their implications 
for United States, 07873-85 
International Commission of Jurists: 
human rights in Africa, report-— 
hearings, 06946 
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International cooperation: 
Patent Cooperation Treaty, implement— 
report, 06837 
International Criminal Police Organization: 

United States participation in INTERPOL, 

review — 
hearings, 07198 
International Development Agency: 

cost and benefits of U.S. participation in 
reopening Suez Canal, GAO report, 07765 

cost and use of personnel, GAO report, 07692 

foreign assistance appropriations, 1976— 

hearings, 07197 

funding and reporting of Agency for Interna- 
tional Development overhead costs should 
be more realistic, GAO report, 07763 

how to improve management of U.S. financed 
programs to develop free labor move- 
ments in less developed countries, GAO 
report, 07770 

low-income groups not helped by Housing In- 
vestment Guaranty program, GAO report, 
07712 

use of United States-owned foreign currencies, 
GAO report, 07738 

International Energy Agency: 

International Energy Agency with emphasis on 
Subgroup on Energy Research and 
Development and Energy Conservation 
Working Party, 07471 

International organizations: 

numerous improvements still needed in manag- 
ing U.S. participation in international or- 
ganizations, GAO report, 07722 

International reiations: 
appropriatiions, authorization, 
tions, 1976 and 1977 -— 
report, 06847 

fisheries jurisdiction of United States extend 
beyond 12-mile zone, impact on foreign 
relations — 

hearings, 07201 
report, 06828 

great decisions in U.S. foreign policy — 
hearings, 06974 

historical study, U.S. policy toward Latin 
America, 1933-74, 08412 

international energy analysis, proceedings of 
seminar, 07486 

inventory of government-supported research 
projects on foreign affairs, 08413-6 

reassessment of U.S. foreign policy — 

hearings, 06976 
rental of railroad rolling stock by foreign cor- 
porations — 
report, 06891, 07153 
study of U.S. foreign policy, authorization— 
report, 07090 
United States foreign policy toward Portugal -— 
hearings, 06980 
International Relations Committee, House: 

hearings, 06969-80 

report, 06804-5, 06815, 06817, 06826, 06854, 
06875 

International trade, see Commerce. 
Internees: 

American civilian internees in southeast Asia, 

increase benefits — 
report, 06836 
Interparliamentary Union: 

conference, report of United States delegation, 

07245 
INTERPOL, see International Criminal Police 
Organization. 


foreign rela- 
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Interstate and Foreign Commerce Committee, 
House 
committee print, 06981 , 06993-6 
hearings, 06982-92 
investigations and studies, authorization and 
expenses 
report, 06792 
report, 06799, 06836, 06880, 06883, 06897 
Interstitial atoms, see Crystal lattices-Implants. 
Inventories 
government-supported research projects on 
foreign affairs, 08413-6 
Indiana, livestock inventory, livestock values 
show mixed changes, 08437 
national boiler inventory, evaluation, 07565 
vessel inventory report, U.S. flag dry cargo 
and tanker fleets, 07999 
Investments: 
national public 
07023, 07025 
national public works investment policy, 
strategy for balanced population growth 
and economic development 
hearings, 07024 
report to Congress on foreign ownership, con- 
trol and influence on domestic energy 
sources and supply, 07651 
tax information on investment income and ex- 
penses, 07872 
U.S. trade and investment in Soviet Union and 
Eastern Europe, 07248 
Invoices 
Fair credit billing act, amend — 
hearings, 06923 
lodine: 
mineral facts and problems, chapter preprint, 


works investment policy, 


mineral industry surveys, 08046 
Iodine isotopes: 
use of iodine-I25 for interstitial implants, 08339 
Ionizing radiation: 
effects of non-ionizing electromagnetic radia- 
tion, USSR study, 07915 
lons: 
ion-exchange pretreatment for membrane 
desalting processes, evaluation, 08344 
nucleon and heavy-ion total and absorption 
cross section for selected nuclei, 08169 
lowa: 
employment in agricultural and agribusiness 
occupations, 07448 
Iraq: 
mineral industry, 08072 
Iron: 
hydrogen environment embrittlement of As- 
troloy and Udimet 700 (nickel-base) and 
V-57 (iron-base) superalloys, 08154 
iron and steel scrap, mineral industry surveys, 
08048 
mineral industry surveys, 08047 
Iron oxide: 
pigments, Minerals yearbook chapter, 08077 
Irradiation, see Radiation. 
Irrigation: 
more effective procedures are needed for 
establishing payment terms and develop- 
ment periods for irrigation projects, GAO 
report, 07818 
see also Reclamation of land 
Irrigation projects, see Reclamation of land. 
Israel: 
early warning system in Sinai, implement-— 
hearings, 07243 
presentation of statue of Abraham Lincoln- 
report, 06875 
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Jacks: 
injuries involving jackleg rock drills 
derground, analysis, 08114 
jacks and plugs, Federal item identification 
guide, 07341 
Japan: 
Kwajalein Island tracking station, agreement, 


U.S.-Japan meeting aquaculture, 
proceedings, 08282 
Jet aircraft, see Aircraft. 
Jets: 
feasibility study of hydraulic jet kerfing to im- 
prove efficiency of mechanical disc 
cutting, 08461 
theoretical study of refraction effects on noise 
produced by turbulent jets, 08124 
Jewelry: 
census of manufactures, 06593 
Job analysis: 
potential uses of functional account code in 
describing job requirements, 06543 
Job seekers, see Unemployed. 
Jobs, see Employment-Occupations- Work. 
John F. Kennedy Center for Performing Arts: 
operations, GAO report, 07749 
John F. Kennedy National Historic Site: 
general information, Spanish edition, 08296 
Johnson-O' Malley act: 
administration — 
hearings, 07259 
Joint Chiefs of Staff: 
nomination of George S. Brown as chairman- 
hearings, 07204 
Joint Federal-State Land Use Planning 
Commission for Alaska: 
appropriations, 1976-— 
law, 06707 
report, 06865 
continue authority — 
law, 06744 
Joint Publications Research Service: 
JPRS series, 07887-926 
Jones, David C.: 
nomination — 
hearings, 07204 
Journals: 
journal holdings report, 07589 
IPRS, see Joint Publications Research Service. 
Judge Advocate General's Corps: 
Army lawyer, history of Judge Advocate 
General's Corps, 1775-1975, 07927 
Judges: 
District of Columbia, additional law clerks for 
judges of Court of Appeals — 
report, 07139 
Kentucky judgeships — 
hearings, 07282 
Judicial Conference of United States: 
proceedings, 06765 
Judicial conferences: 
judicial conference of District of Columbia, 
establish — 
law, 06734 
report, 07140 
Judiciary, see Courts of United States. 
Judiciary Committee, House: 
committee print, 07009 
comparison of White House and Judiciary 
Committee transcripts of 8 recorded Pre- 
sidential conversations — 
hearings, 06998 
hearings, 06998-7008 


on 
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Judiciary Committee, House — Con. 
investigations and studies, authorization and 
expenses — 
report, 06791 
report, 06794, 06800, 06827, 06837, 06859, 
06872 


Judiciary Committee, Senate: 
hearings, 07181, 07280, 07282-6 
report, 07118, 07122, 07133 
Junior colleges: 
jobs for which junior college, technical in- 
stitute, or other specialized training is 
usually required, 07983 
Jupiter (planet): 
near-infrared spectra of Jupiter, Saturn, and 
Uranus, 08130 
Justice: 
juvenile justice and delinquency prevention 
and runaway youth— 
hearings, 06938 
Justice Department: 
administration of alien labor certification pro- 
gram should be strengthened, GAO re- 
port, 07781 
alleged improper personnel practices at Drug 
Enforcement Administration, GAO report, 
07748 
appropriations, 1976— 
hearings, 07196 
Attorney General, salary remain as prescribed 
on Jan. 1, 1969 
report, 07084 
Federal regulation of lobbying act, difficulties 
in enforcement and administration, GAO 
report, 07754 
monograph series, 07932-3 
security controls for methadone distribution 
need improving, GAO report, 07750 
use of statutory authority for providing inmate 
release funds, GAO report, 07737 
Juvenile courts: 
prosecution in juvenile courts, guidelines for 
future, 07933 
Juvenile delinquency: 
juvenile justice and delinquency prevention 
and runaway youth-— 
hearings, 06938 


K 


Kaiparowits Plateau, Utah: 
proposed Kaiparowits project, draft environ- 
mental impact statement, 07859 
Kaiser Wilderness area: 
inclusion in national wilderness preservation 
system — 
hearings, 07266 
Kansas: 
employment in agricultural and agribusiness 
occupations, 07448 
mineral industry, Minerals yearbook chapter, 
08080 


Kansas City, Kans.: 
area wage survey, 07958 
Kansas City, Mo.: 
area wage survey, 07958 
Kentucky: 
analyzing syncrude from western Kentucky 
coal, 07461 
judgeships — 
hearings, 07282 
national electric rate book, 07676 
Kidnaping: 
Federal kidnaping statute, amdts. — 





hearings, 07001 
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Kidneys: 
medicare's end-stage renal disease program — 
hearings, 07053 
Kinetics: 
analysis of molecular flow parameters with 
help of kinetic Vallander equations, 07476 
gas-kinetic analysis of multicomponent 
vacuum systems by method of equivalent 
surfaces, 07477 
Kingston, N.Y.: 
metalworking industries, industry wage survey 
report, 07980 
Kissinger, Henry A.: 
proceedings against — 
report, 06861 
Kuwait: 
mineral industry, 08073 
Kwajalein Island: 
tracking station, agreement with Japan, 08424 
Kyanite: 
and related minerals, mineral industry surveys, 
08049 


’ 


L 


Labels: 
food labels, do they tell enough?, summary of 
report to Congress, GAO report, 07782 
review of automobile fuel economy testing and 
labeling program, GAO report, 07732 
Labor: 
administration of alien labor certification pro- 
gram should be strengthened, GAO re- 
port, 07781 
celebrate the American worker, 07936 
craft and industrial workers, protect economic 
rights — 
hearings, 06936 
report, 06864, 07136 
how to improve management of U.S. financed 
programs to develop free labor move- 
ments in less developed countries, GAO 
report, 07770 
if imports cost you your job apply for worker 
adjustment assistance, 07454 
job tenure of American workers, 07989 
jobsecking methods used by American wor- 
kers, 07962 
marital and family characteristics of workers, 
07990 
some dimensions of world trade impact on 
New York labor market, 07985 
special labor force report, 07988-90 
Labor and Public Welfare Committee, Senate: 
committee print, 07289, 07292, 07295-6, 07300- 


1 

hearings, 07287-8, 07290-1, 07293-4, 07297-9 

report, 07130 

Labor Department: 

administration of alien labor certification pro- 
gram should be strengthened, GAO re- 
port, 07781 

appropriations, 1976— 

report, 06860 

assessment of work incentive program 
Washington State, GAO report, 07688 

data available to measure impact of minimum 
and overtime wage provisions of Fair 
labor standards act on working parents 
employing domestic service workers as 
babysitters, GAO report, 07793 

digest and index of published decisions of 
Assistant Secretary of Labor for Labor- 
Management Relations pursuant to Execu- 
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Labor Department —Con 
tive order 11491, as amended, supplement, 
7940 


equal employment opportunity program for 
Federal nonconstruction contractors can 
be improved, GAO report, 07789 
from welfare to self-sufficiency, assessment of 
work incentive program in Wayne Co., 
Mich., GAO report, 07702 
funding of employment service and unemploy- 
ment insurance activities, GAO report, 
07788 
graphic communications standards, revised 
pages, 07938 
problems in filling job orders and placing job 
applicants in Massachusetts, GAO report, 
07727 
problems in work incentive program in Los 
Angeles and San Diego, GAO report, 
07783 
progress and problems in allocating funds 
under titles | and 2, Comprehensive em- 
ployment and training act, GAO report, 
07796 
slow implementation of work incentive pro- 
gram, GAO report, 07785 
substantial improvements needed in work in- 
centive program, Atlanta, Ga., GAO re- 
port, 07735 
Under Secretary of Labor, nomination of 
Robert O. Aders- 
hearings, 07297 
worker protection must be insured when em- 
ployers request permission to deviate 
from safety and health standards, GAO 
report, 07795 
Labor disputes: 
National Labor Relations Board caschandling 
manual, representation proceedings, 08253 
Labor force, see Labor. 
Labor management relations, see Industrial rela- 
tions. 
Labor markets, see Labor. 
Labor standards: 
data available to measure impact of minimum 
and overtime wage provisions of Fair 
labor standards act on working parents 
employing domestic service workers as 
babysitters, GAO report, 07793 
executive, administrative, professional and 
outside salesmen exemptions under Fair 
labor standards act, 08503 
Fair labor standards act, limited waiver of 
child labor provisions — 
hearings, 06943 
overtime compensation under Fair labor stan- 
dards act of 1938, as amended, 08504 
regulations, labor standards applicable to con- 
tracts covering Federally financed and 
assisted construction, 08505 
Labor Statistics Bureau: 
area wage survey advance report, 07941 
area wage survey report, 07942, 07944-51 
bulletin, 07952-65 
collective bargaining summary series, 07966-7 
industry wage survey report, 07969-80 
regional reports, Middle Atlantic Region, 
07985 
report, 07986 
special labor force report, 07988-90 
Labor turnover 
feasibility of estimating personnel turnover 
from survey data, longitudinal study, 
06544 





Labor unions: 
relationships with labor organizations, 06573 
Labor-management relations, see Industrial rela- 
tions. 
Labor-management reporting and disclosure act: 
text, as amended, 07939 
Laboratories: 
FBI laboratory, brief outline of history, ser- 
vices, and operating techniques, 07619 
field laboratories of Bureau of Reclamation, 
survey, 08346 
handbook of procedures for MUST laboratory, 
06582 
summary report, conference on industrial and 
buildings conservation, relationships with 
Federal laboratories, 07470 
see also Medical laboratories. 
Laguna Indians: 
land held in trust for Pueblo of Laguna-— 
report, 06831 
Laguna Niguel, Calif.: 
acquisition of building in Laguna Niguel, 
Calif., in exchange for government-owned 
properties, GAO report, 07774 
Lake County, Fila.: 
soil survey report, 08388 
Lakes: 
nutrient inactivation as lake restoration 
procedure, 07550 
silt removal from lake bottom, 07549 
Lambs: 
Indiana, lamb crop continues to decline, 08436 
Indiana, sheep and lambs, sheep and lambs on 
feed down 6 percent, U.S. off 22 percent, 
08438 


sheep and lambs on feed, 7 selected States, 
08442 


Laminated materials: 
shear-flexible finite-element models of 
laminated composite plates and shells, 
08153 
Lamp holders: 
lampholders, Federal item identification guide, 
07346 
Lampholders, see Lamp holders. 
Lamps: 
absolute calibration of hydrogen discharge 
lamp in vacuum ultraviolet, “6145 
Land: 
environment, land use and gowth policy, 
ACIR State legislative program, 06509 
improvements needed in lanu disposal of 
radioactive wastes, GAO re,;ort, 07823 
Land and water conservation fund act, 
amend -— 
hearings, 07267 
report, 07098 
land at river’s end, Copper River delta, 07681 
land management activities on 3 Indian reser- 
vations in South Dakota can be improved, 
GAO report, 07816 
land subsidence due to ground-water 
withdrawal, Arvin-Maricopa area, Calif., 
07839 
NASA earth resources survey symposium, 
proceedings, 08133 
questionable aspects of military's study of 
land needs in Hawaii, GAO report, 07771 
research status on effects of land application 
of animal wastes, 07577 
resources, Federal reclamation projects, 
08342-3 
Scotlandville before highway, analysis of land 
use, population density and minority busi- 
ness before Scotlandville Bypass , 08457 
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Land-Con. 
State and Federal legal regulation of alien and 
corporate land ownership and farm opera- 
tion, 06515 
see also Public lands. 
Land Management Bureau: 
draft environmental impact statement, 07859- 
multiple use management plans, 07991 
technical note, 07992 
Landfills, see Sanitary fills. 
Landslides: 
general information, 07837 
influence of rainfall and ancient landslide 
deposits on recent landslides in urban 
areas of Contra Costa County, Calif. 
07827 
Lasers: 
pyroelectric power meter for measurement of 
low level laser radiation, 08209 
simultaneous measurement of laser extinction 
in warm fog at wavelengths of 0.6328, 1.15, 
and 10.6 microns, 07515 
Latin America: 
historical study, U.S. policy toward Latin 
America, 1933-74, 08412 
Latitude: 
observations of ELF signal and noise variabili- 
ty on northern latitude paths, 08324 
Launchers: 
warheads, rockets, launchers, and com- 
ponents, Federal item identification guide, 
07389 
Law: 
Black lung benefits act of 1972, first annual re- 
port on administration, 07455 
copyright law revision — 
report, 07122 
Federal-State election law survey, analysis of 
State legislation, Federal legislation, and 
judicial decisions, 07624 
more effective public 
framework, guide, 06642 
slip law (public) 94th Congress, 06685-745 
State and Federal legal regulation of alien and 
corporate land ownership and farm opera- 
tion, 06515 
traffic laws commentary, 08239 
use of current population data in administra- 
tion of Federal laws— 
report, 07149 
you and law overseas, 06570 
see also Codes of law-Maritime law. 
Law clerks: 
District of Columbia, additional law clerks for 
judges of Court of Appeals — 
report, 07139 
Law enforcement: 
Federal energy enforcement activities — 
hearings, 07253 
literature search, law enforcement facilities, 
planning, design, construction, 08211 ~ 
petroleum allocation and pricing regulations 
for law enforcement agencies, 07931 
statistical summary, air carrier enforcement 
cases, 1972, 07616 
terrorist bombings and law enforcement intel- 
ligence, terroristic activity — 
hearings, 07286 
Law Enforcement Assistance Administration: 
LEAA Emergency Energy Committee energy 
report, 07929-31 
prescriptive package series, 07934-5 


service, legal 
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Lawyers: 
United States attorney, nomination of Earl J. 
Silbert - 
hearings, 07283 
LEAA, see Law Enforcement Assistance Ad- 
ministration. 
Leaching: 
compilation of methodology used for measur- 
ing pollution parameters of landfill 
leachate, 07547 


sanitary landfill stabilization with leachate 


recycle and residual treatment, 07561 
Lead: 
availability of U.S. primary lead resources, 
08041 


mineral industry surveys, 08050 
Learning: 
second report on learning through aviation, 
07603 
Leases: 
Federal coal | 
report, 06856 
further action needed on recommendations for 
improving administration of Federal coal- 
leasing program, GAO report, 07814 
improved procedures needed for justifying 
lease acquisitions for Federal buildings, 
GAO report, 07772 
oil and gas lease New Mexico- 
report, 07121 
renewal — 
hearings, 07310 
Leave of absence: 
accounting and finance, joint uniform military 
pay system leave policy and procedures, 
06558 
restoration of excess annual leave lost due to 
certain personnel actions — 
law, 06714 
restoration of excess annual leave lost due to 
certain personnel action— 
hearings, 07012 
restoration of excess annual leave lost due to 
certain personnel actions — 
report, 07143 
Lee County, Ky.: 
soil survey report, 08377 
Legal aid: 
improving legal representation for older Amer- 


a 


nts act-— 





icans— 
hearings, 07181 
Legal services, see Law. 
Legislation: 
ACIR State legislative program — 
education, 06511 
environment, land use and growth policy, 
06509 
fiscal and personnel management, 06508 
guide, 06504 
health, 06510 
local government modernization, 06506 
State and local revenues, 06507 
State government structure and processes, 
06505 
commodity programs and related legislation 
through the years, 06514 
compendium of model correctional legislation 
and standards, 07928 
Federal assistance for Presidential transitions, 
recommendations for changes in legisla- 
tion, GAO report, 07756 
Federal-State election law survey, analysis of 
State legislation, Federal legislation, and 
judicial decisions, 07624 
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Legislation- Con 
problems and legislative opportunities in basic 
materials industries, 07034 
user manual for computer-aided environmental 
legislative data system, 07529 
Legislative appropriations, see Appropriations. 
Lepidoptera: 
host records for Lepidoptera reared in eastern 
North America, 06539 
Levels 
indicating levels, Federal item identification 
guide, 07390 
Lewis County, Wash: 
flood : @ analyses, Salzer, Coal Creeks, 
08371 
LIBEC (light behind camera photography), see 
Photography. 
Libraries: 
focus, library services, 07588 
grants to individual colleges and libraries - 
hearings, 06937 
Library of Congress: 
catalogs, books, subjects, 07995 
catalogs, national union catalog, register of ad- 
ditional locations, 07996 
establish American Folklife Center within — 
hearings, 07315 
establishment of American Folklife Center 
within -— 
hearings, 06963 
law, 06741 
report, 06819 
Libya: 
background notes, 08404 
Libyan Arab Republic, see Libya. 
Licenses: 
Department of Defense's current patent and 
licensing policies and practices, GAO re- 
port, 07694 
export licensing of private 
assistance to Vietnam — 
hearings, 06973 
Life insurance: 
Federal employees’ life insurance value after 
retirement — 
hearings, 07017 
service-disabled veterans insurance, RH, infor- 
mation and premium rates, 08502 
Life on other planets: 
possibility of intelligent 
universe, 07033 
Lift (aerodynamics): 
adaptation of Theodorsen theory to represen- 
tation of airfoil as combination of lifting 
line and thickness distribution , 08175 
longitudinal aerodynamic characteristics of 
deflected-thrust propulsive-lift transport 
model, 08134 


humanitarian | 


life elsewhere in 


Light: 

American national standard N540, classifica- 
tion of radioactive self-luminous light 
sources, 08197 

Light filters: 

glass filters for spectrophotemetry, selection, 

preparation, certification, 08203 
Lighthouse Service: 

benefits payable to widows of former em- 

ployees, increase — 
law, 06712 
retired pay of former members, increase - 
law, 
Lighting, see Lights and lighting. 
Lights and lighting: 
Coast Guard list, Atlantic Coast, 06661 
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outline for saving energy, lighting and ther- 
mostats in commercial, public, and indus- 
trial buildings, 07642 

warning lights for special purpose vehicles, 
08239 


Lignite: 
fusibility of ash from lignite and its correlation 
with ash composition, 07499 
Lime: 
lime use in wastewater treatment, design and 
cost data, 07559 
Limitations (law): 
statute of limitations for retirement benefits — 
report, 07147 
Lincoln County, Idaho: 
soil survey report, 08385 
Lincoln Home National Historic Site: 
general information, 08297 
Lincoln, Abraham: 
presentation of statue to Israel— 
report, 06875 
Lipscomb County, Tex.: 
soil survey report, 08380 
Liquefied gases, see Liquefied petroleum gases. 
Liquefied petroleum gases: 
sales, mineral industry surveys, 08096 
vapor-measuring devices for liquefied petrole- 
um gas, examination manual, 08198 
Liquids: 
improved liquid-solids separation by aluminum 
compound in activated sludge treatment, 
07560 
Literature: 
literature search, law enforcement facilities, 
planning, design, construction, 08211 
Lithium: 
mineral industry surveys, 08051 
Livestock: 
Emergency livestock credit act, amend— 
report, 06797 
guaranteed livestock loans — 
hearings, 07187 
Indiana, livestock inventory, livestock values 
show mixed changes, 08437 
Livingston County, Mich.: 
flood plains of Portage River, 07835 
flood plains of South Branch, Shiawassee 
River, 07836 
Load (mechanics): 
cyclic debonding of unidirectional composite 
bonded to aluminum sheet for constant- 
, amplitude loading, 08180 
investigation of fracture toughness, fatigue- 
crack growth, sustained-load flaw growth, 
and impact properties of 3 pressure vessel 
steels, 08143 
low-speed wind-tunnel investigation of span 
load alteration, forward-located spoilers, 
and splines as trailing-vortex-hazard al- 
leviation devices on transport aircraft 
model, 08183 
Loaders (mechanical): 
production efficiency study on large-capacity, 
rubber-tired front-end loaders, 07667 
Loans: 
emergency loan program of Farmers Home 
Administration, simplify — 
report, 06808 
farm credit system 
cooperatives — 
law, 06726 
report, 07156 
feed grains and cotton, target prices and loan 
figures — 
hearings, 06908 


loans to rural utility 
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Loans —Con. 
FHA emergency loan eligibility requirements — 
hearings, 06902 
guaranteed livestock loans — 
hearings, 07187 

information on loan guarantee programs under 
Rail passenger service act and Regional 
rail reorganization act, GAO report 
07810 

low-interest loans for residential solar heating 
and cooling equipment - 

hearings, 06925 
Lobbying: 

Federal regulation of lobbying act, difficulties 
in enforcement and administration, GAO 
report, 07754 

Local governments, see Government. 
Local transit: 
Urban mass transportation act, amend - 
report, 06886 
Logistics: 

economic and logistical impact resulting from 
announced closure of Fort MacArthur, 
GAO report, 07696 

Long range aid to navigation, see Loran. 
Loops: 

closed loop control of internal combustion en- 

gine exhaust emissions, 084 
Loran: 

Loran table, North Atlantic, 07408 

Loran-A table, central Pacific, rate IH2, 07410 

Loran-A table, Gulf of Maine, 07409 

Loran-A table, North Atlantic, 07407 

Loran-A table, north Pacific, 07412 

rate IHS Loran table, West Coast, 
07411 

Los Angeles, Calif.: 


U.S.A., 


problems in work incentive program in Los 


Angeles and San Diego, GAO report, 
07783 
Louisville and Nashville Railroad Company: 
railroad employee accident investigation re- 
port, 08359 
Louisville, Ky.: 
status of urban corridor demonstration pro- 
gram, 08479 
Lowell Historic Canal District Commission: 
appropriations, 1976— 
law, 06707 
report, 06865 
Lubrication: 
friction differences between aliphatic and aro- 
matic structures in lubrication of titanium, 
08163 
Lucht, David A.: 
nomination — 
hearings, 07230 
Luminescence, see also Light. 
Lunar orbits, see Orbits. 
Lungs: 
National biomedical heart, lung, blood, blood 
vessel, and research training act- 
report, 07130 
trace element analysis of normal lung tissue 
and hilar lymph nodes by spark source 
mass spectrometry, 08246 
Lymph glands: 
trace element analysis of normal lung tissue 
and hilar lymph nodes by spark source 
mass spectrometry, 08246 
Lymph nodes, see Lymph glands. 
Lyndon Baines Johnson Memorial Grove on 
Potomac: 
development and authorization— 
law, 06704 





report, 06858, 07141 
M 


Macao: 
background notes, 08405 
Mach numbers 
effects of ‘propulsion- -induced aerodynamic 
forces of vectoring partial-span rectangu- 
lar jet at Mach numbers from 0.40 to 1.20, 
08150 
experimental aerodynamic charactistics for 
slender bodies with thin wings at angles of 
attack from 0° to 58° and Mach numbers 
from 0.6 to 2.0, 08140 
Machinery: 
machinery manufacturing industry wage sur- 
vey and other industry studies, list, 07984 
man converses with machine, USSR study, 
0790 
post, electrical mechanical equipment, Federal 
item identification guide, 07357 
special industry machinery, Federal 
identification guide, 07384 
wrapping and packaging machinery, Federal 
item identification guide, 07368 
Machines, see Machinery. 
Machining: 
sample preparation of metal alloys by electric 
discharge machining, 08146 
Madison County, lowa: 
soil survey report, 08381 
Magnesium: 
Magnesium compounds, 
veys, 08052 
mineral industry surveys, 08052 
Magnetite: 
vanadium resources in titaniferous magnetite 
deposits, 07847 
Magnetohydrodynamics: 
amplified specifications for final design of 
U.S. channel for U-25, 07482 
Mail matter: 
military assistance program address directory, 
07396 
Maine: 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06607 
election contest in Ist congressional district — 
report, 06895 
Maine, Gulf of: 
Loran-A table, 07409 
Maintenance: 
effect of commercial vehicle systematic 
preventive maintenance on specific causes 
of accidents, 08117 
equipment maintenance, maintenance manage- 
ment, avionics maintenance, 06550 
i nt maint e€, maintenance manage- 
ment, consolidated maintenance, 06551 
ipment maint e€, maintenance manage- 
ment, organizational maintenance, 06549 
highway design, construction, and main- 
tenance, 07662 
managing highway maintenance, training guide 
and catalog, 07663 
ways of increasing productivity in maintenance 
of commercial-type vehicles, GAO report, 
07776 
Malpractice: 
National Conference on Medical Malpractice, 
proceedings, 06995 
Malta: 
background notes, 08406 


item 


mineral industry sur- 
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Mammals 
structure and innervation of nasolabial region 
in certain mammals and man, USSR 
study, 07923 
Man 
man converses with machine, USSR study, 
07901 
qualitative characteristics of vestibular nuclei 
of brain of dolphins and man, USSR 
study, 07887 
scientific and technological revolution and for- 
mation of new man, USSR study, 07894 
structure and innervation of nasolabial region 
in certain mammals and man, USSR 
study, 07923 
Management 
communications-electronics activities, USAF 
ground communications-electronics pro- 
gram implementation management, 06557 
concept, cost, and management of administra- 
tive support services provided by Depart- 
ment of State to other Federal agencies 
overseas, GAO report, 07768 
equipment maintenance, maintenance manage- 
ment, avionics maintenance, 06550 
equipment maintenance, maintenance manage- 
ment, consolidated maintenance, 06551 
equipment maintenance, maintenance manage- 
ment, organizational maintenance, 06549 
management by objectives, corrections per- 
spective, 07934 
management practices used by Veterans Ad- 
ministration’s Denver regional office in 
assisting veterans, GAO report, 07713 
managing highway maintenance, training guide 
and catalog, 07663 
proceedings of conference on challenge of 
load management, 07631 
Small Business Administration free manage- 
ment assistance publications, 08362 
total energy management, practical handbook 
on energy conservation and management, 
07655 
Management and Budget Office: 
part-time employment in Federal 
GAO report, 07747 
Manganese: 
mineral industry surveys, 08053 
Manpower 
implementing comprehensive 
legislation, 07295 
manpower program coordination, special re- 
port, 08228 
manual of Navy enlisted manpower and per- 
sonnel classifications and occupation stan- 
dards, Navy enlisted classifications , 
08321 
manufacturers, see Manufactures and manufac- 
turers. 
Manufactures and manufacturers 
census, general summary, 06595 
census, industry series, 06592-3 
census, special report series, 06594 
census, subject series, 06595-6 
machinery manufacturing industry wage sur- 
vey and other industry studies, list, 07984 
significant organic products segment of or- 
ganic chemical manufacturing point source 
category, 07543 
Manuscripts 
manuscript holdings of military 
research collection, 08004 
MAP (military assistance program), see Military 
aid. 


agencies, 


manpower 


history 
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Maps and charts: 
American ephemeris and 
08320 
national parks of United 
guide, 08298 
Maricopa, Calif.: 
land subsidence due to ground-water 
withdrawal, Arvin-Maricopa area, Calif., 
07839 
Marine accidents: 
marine casualty report, 08314-5 
waterborne debris in marine pollution in- 
cidents , 06666 
Marine Corps: 
appointment of Marine Corps officers to be 
Assistant Commandant in grade of 
General - 
report, 07162 
travel regulations, 07395 
Marine EcoSystems Analysis Program: 
MESA report, 08264 
Marine engineering: 
shipbuilding technology in developing offshore 
equipment to exploit riches of world 
ocean, USSR study, 07924 
Marine Mammal Commission: 
appropriations, 1976- 
hearings, 07196 
Marine pollution, see Water pollution. 
Marine resources conservation: 
Emergency marine fisheries protection act of 
1975 - 
report, 07114, 07134 
marine protection, research, and sanctuaries 
act- 
hearings, 07229 
NASA earth resources survey symposium, 
proceedings, 08133 
Marine sanctuaries, see Marine resources con- 
servation. 
Marine science, see Oceanography. 
Marion County, Fla.: 
soil survey report, 08388 
Marital status, see Marriage. 
Maritime Administration: 
appropriations, 1975, authorization— 
report, 07085 
government support of shipbuilding industrial 
base, GAO report, 07800 
publications, 07998 
Maritime industry, 
Shipping. 
Maritime law: 
Law of Sea Conference, status report — 
hearings, 07275 
Marketing, see Markets and marketing. 
Markets and marketing: 
consumer and marketing reserves — 
hearings, 07185 
market profiles for Africa, 07437 
marketing agreements and orders for fruits and 
vegetables, 06533 
marketing in Botswana, 07439 
marketing in India, 07441 
marketing in Taiwan, 07438 
marketing research report, 06524 
Near East and North Africa, report to U.S. 
business, 07886 
Marriage: 
marital and family characteristics of workers, 


nautical almanac, 


States, map and 


see Merchant’ marine- 


marital status and living arrangements, 06621 
Martin County, Tex.: 
soil survey report, 08382 
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Maryland: 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06608 


Mass (physics): 
mass distribution of orbiting man-made space 
debris, 08170 
theoretical monochromatic-wave-induced cur- 
rents in intermediate water with viscosity 
and nonzero mass transport, 08141 
Mass spectrometry, see Spectrometry. 
Mass transit, see Local transit. 
Massachusetts: 
assessment of impact of NOW accounts - 
hearings, 07207 
census of retail trade, area statistics, 06600 
changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 
problems in filling job orders and placing job 
applicants, GAO report, 07727 
stratigraphic and structural relationships of 
Brimfield Group in northeast-central Con- 
necticut and adjacent Massachusetts, 
07828 
Matagorda Island, Tex.: 
support of hunting and fishing, GAO report, 
07741 
Materials: 
demolition materials, Federal item identifica- 
tion guide, 07367 
electrical insulators and insulation materials, 
Federal item identification guide, 07394 
materials shortages - 
hearings, 07255 
problems and legislative opportunities in basic 
materials industries, 07034 
selected materials consumed, census of manu- 
factures, 06596 
Maternal mortality, see Mothers. 
Mathematical models: 
catalyst deactivation § in 
methanation reactors, 
model, 07503 
Mathematics: 
development and evaluation of incident detec- 
tion algorithms on electronic detector 
systems on freeways, 08462 
projects in higher education, 08308 
Mathews, Forrest D.: 
nomination — 
hearings, 07235 
Mattresses (hydraulic engineering): 
evaluation of alternate wire fabric materials 
for articulated concrete mattresses, 07530 
Mayaguez, Puerto Rico: 
soil survey report of area, 08383 
McIntyre, Carl H.: 
nomination — 
hearings, 07232 
Measurements: 
measurement assurance program, case study, 
length measurements, 08200 
vapor-measuring devices for liquefied petrole- 
um gas, examination manual for weights 
and measures officials, 08198 
Measures, see Weights and measures. 
Meat: 
grading standards, review - 
hearings, 06903 
meat products industry, collective bargaining 
summary, 07967 
Meat packing plants, see Packing industry. 


hot-gas-recycle 
mathematical 
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Mechanical equipmert, see Machinery. 
Mechanical Failures Prevention Group: 
MFPG, detecticn, diagnosis, and prognosis, 
08206 


Mechanics (persons): 
nineteen seventy-five annual aviation 
mechanic safety awards program, 07613 
Mechanics (science): 
Greenhil)’s formula and mechanics of cable 
hocxling, 08329 
Medals: 
President of United States to present medal to 
Charles E. Yeager- 
law, 06721 
Medicaid: 
better controls needed for health maintenance 
organizations under Medicaid in Califor- 
nia, GAO report, 97691 
improvements needes: in Medicaid program 
management incituding investigations of 
suspected fraud and abuse, GAO report, 
07792 
long-term care, trends - 
hearings, 07184 
need to more consistently reimburse health 
facilities under Medicare and Medicaid, 
GAO report, 07721 
Medical care: 
national ambulatory medical 
08224 


care survey, 


national ambulatory medical care survey, 
symptom classification, 08217 
USHBP, uniformed services health benefits 
program, including CHAMPUS, 06569 
see also Medicaid. 
Medical Corps, Army: 
handbook of procedures for MUST laboratory, 
06582 
Medical education, see Medicine. 
Medical instruments and apparatus: 
medical and surgical instruments, equipment, 
and supplies, Federal item identification 
guide, 07364 
Medical laboratories: 
standard reference materials, description and 
use of precision thermometers for clinical 
laboratory, SRM 933 and SRM 934 , 08201 
Medical Services Bureau: 
chance to grow, careers for nurses, 08000 
Medicare: 
amendments — 
law, 06724 
report, 07154 
efficiency and effectiveness of pt. B section of 
medicare program - 
hearings, 07251 
issues — 
hearings, 07057 
kidney disease benefits program - 
hearings, 07053 
lengthy delays in processing of overpayments 
under part A of Medicare program may 
result in losses of millions of dollars, 
GAO report, 07825 
need to more consistently reimburse health 
facilities under Medicare and Medicaid, 
GAO report, 07721 
Medicine: 
associate training programs in medical and 
biological sciences at National Institutes 
of Health, 08248 
of artificial electromagnetic fields in 
medicine, USSR study, 07888 
VA program for sharing medical information, 
annual report, 07322 


use 
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Medicine — Con. 


VA program for sharing medical resources, an- 


nual report, 07323 
see also Malpractice. 
Medicine and Surgery Bureau, Navy: 
Naval Submarine Medical Research Laborato- 
ry report, 08001 -3 
Melbourne, Fla 
area wage survey, 07953 
Membranes 
ion-exchange pretreatment for membrane 
desalting processes, evaluation, 08344 
preliminary performance criteria for 
minous membrane roofing, 08194 
Memorials, see National monuments 
memorials. 
Mendocino National Forest: 
wilderness areas within, designate - 
hearings, 07272 
Mental health 
cooperative studies 
behavioral sciences, 
raphy, 08499 
modern approach to problem of unconscious 
mental activity (the unconscious), USSR 
study, 07911 
Veterans Administration studies 
health and behavioral sciences, 
conference highlights, 08500 
Merchant marine: 
maritime programs of Commerce Department, 
appropriations, 1974 and 1975, authorize - 
hearings, 07221 
maritime programs of Commerce Department, 
appropriations, 1975, authorization - 
report, 07085 
maritime programs of Commerce Department, 
appropriations, 1975, authorize - 
report, 06782 
maritime programs of Commerce Department, 
appropriations, 1976, authorize - 
report, 06798 
vessel inventory report, U.S. flag diy cargo 
and tanker fleets, 07999 
Merchant Marine and Fisheries Committee, 
House 
hearings, 07010 
report, 06782, 06795, 06798, 06828, 06848 
Merchants, see also Wholesale trade 
Mercury 
metabolism of mercury compounds in microor- 
ganisms, 07545 
mineral industry surveys, 08054 
MESA, see Marine EcoSystems Analysis Pro- 
gram-Mining Enforcement and Safety Ad- 
ministration 
Mescalo-Apache Indian Reservation 
soil survey report of area, 08384 
Metabolism 
metabolism of mercury compounds in microor- 
ganisms, 07545 
Metal shapes, see Shape (metal). 
Metallurgy 
effects of carbon and hafnium concentrations 
in wrought powder-metallurgy superalloys 
based on NASA 2B-ll alloy, 08173 
Metals 
detection, diagnosis, and prognosis, MFPG, 
08206 
geology and resources of base-metal vanadate 
deposits, 07846 
heavy metals pollution in upper Arkansas 
River of Colorado, assessment, 08345 
metallic materials and elements for aerospace 
vehicle structures, 07397 


bitu- 


and 


in mental health and 
annotated bibliog- 


in mental 
annual 
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rare earths minerals and metals, Minerals year- 
book chapter, 0808 
sample preparation of metal alloys by electric 
discharge machining, 08146 
second annotated bibliography on biological 
effects of metals in aquatic environments, 
07546 
updated cost evaluation of metal and mineral 
recovery process for treating municipal in- 
cinerator residues, 08042 
Metalworking: 
metalworking industries, Binghamton, N.Y., 
industry wage survey report, 07979 
metalworking industries, Poughkeepsie-King- 
ston-Newburgh, N.Y., industry wage sur- 
vey report, 07980 
Meteorological apparatus and instruments: 
geophysical, astronomical, and meteorological 
instruments, Federal item identification 
guide, 07371 
Meteorology: 
possible relationships between solar activity 
and meteorological phenomena, symposi- 
um, 08128 
synoptic observations of solar corona during 
Carrington rotations, 07538 
Methadone: 
methadone and pregnancy, bibliography, 08247 
security controls for methadone distribution 
need improving, GAO report, 07750 
Methanes: 
catalyst deactivation § in 
methanation reactors, 
model, 07503 
methanation in coal gasification processes, 
07502 
Methodology: 
analytical methodology for pesticide residue 
monitoring, guidelines, 07679 
comparison of 4 methodologies to project 
emissions for St. Louis metropolitan area, 
07541 
Metric Board, United States, see United States 
Metric Board. 
Metric system: 
Metric conversion act-— 
law, 06710 
successful experiences in teaching metric, con- 
ference proceedings, 08208 
Metropolitan areas, see Cities and towns. 
Mexico: 
illegal entry of migratory workers, agreement, 
08432 


hot-gas-recycle 
mathematical 


narcotic drugs, equipment and training to curb 
illegal traffic, agreement, 08428 
U.S. citizens imprisoned in Mexico-— 
hearings, 06977 
Mexico, Gulf of: 
gulf fisheries, 1973, 08260 
marine casualty report, 08315 
MHD, see Magnetohydrodynamics. 
Mica: 
mineral industry surveys, 08055-6 
Micellar theory: 
El Dorado Micellar-Polymer 
Project, description, 07462 
Micro-organisms: 
metabolism of mercury compounds in microor- 
ganisms, 07545 
Micronesia: 
flora of Micronesia, Casuarinaceae, 
Piperaceae, and Myricaceae, 08367 
Middle East, see East (Middle East) 


Demonstration 
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Middle Fork Reservoir: 
proposed reservoir, draft environmental im- 
pact statement, 07860 
Migrant labor: 
illegal entry of migratory workers, agreement 
with Mexico, 08432 
Migratory workers, see Migrant labor. 
Mileage, see Pay, allowances, etc.. 
Military aid: 
foreign assistance appropriations, 1975 - 
report, 06790 
military assistance program address directory, 
07396 


Military assistance, see Military aid. 
Military construction, see Installations (military). 
Military depots: 
Navy aircraft overhaul depots could be more 
productive, GAO report, 07777 
Military education: 
military training student loads, appropriations, 
1976, authorization - 
report, 06809 
Military facilities: 
information on number, location, and cost as- 
sociated with construction and operation 
of military golf facilities throughout the 
world, GAO report, 07709 
Military history: 
manuscript holdings of military 
research collection, 08004 
Military History, Office of Chief of, Army: 
Army Military Research Collection special 
bibliography series, 08004 
Military hospitals: 
military hospitals should be provided criteria 
for Presidential and VIP accommodations, 
instructed to discontinue separating of- 
ficer and enlisted patients, GAO report, 
07715 
Military housing, see Housing. 
Military information: 
access of service Secretaries to military infor- 
mation — 
hearings, 06950 
Military installations, see Installations (military). 
Military law: 
Army lawyer, history of Judge Advocate 
General's Corps, 1775-1975, 07927 
Military pay, see Pay, allowances, etc.. 
Military personnel, see Armed Forces. 
Military research: 
Defense Department research, development, 
test and evaluation, 1976, authorization — 
report, 06809 
Military service: 
development of field grade officer require- 
ments by military services, GAO report, 
07745 
Military supplies: 
Defense integrated data system 
procedures manual, 07330-3 
Department of Defense stockpiling of war 
reserve materials for use by United States 
allies, GAO report, 07693 
Federal item identification guide FIIG series, 
07337-94 


history 


(DIDS) 


military assistance program address directory, 
07396 


procurement, appropriations, 1976, authoriza- 
tion — 
report, 06809 
Military training, see Military education. 
Milk: 
fluid milk, Buffalo, N.Y., industry wage sur- 
vey report, 07975 
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fluid milk, New York metropolitan area, in- 
dustry wage survey report, 07976 
milk pricing, 06516 
prices received by farmers for manufacturing 
4 milk in Minnesota and Wisconsin, 
4 


support prices, quarterly adjustments - 
report, 06868, 06881 
Mills, see also Flour mills. 
Millwérk: 
Federal item identification guide, 07385 
MILSBILLS (military standard billing system), 
see Requisitions. 
Milwaukee, Wis.: 
urban atlas, tract data for standard 
metropolitan statistical areas, 06631 
Mindanao: 
sailing directions, 07406 
Mine safety, see Safety of life. 
Mine water, see Water. 
Mineral industries, see Minerals . 
Minerals: 
industry, Minerals yearbook chapter - 
Alabama, 08069 
Alaska, 08070 
Arizona, 08071 
Bulgaris, 08079 
Iraq, 08072 
Kansas, 08080 
Kuwait, and Saudi Arabia, 08073 
People's Republic of China, 08074 
Puerto Rico, Panama Canal Zone, Virgin 
Islands, Pacific Island, Possessions, and 
Trust Territory of Pacific Islands, 08078 
mineral construction materials, bulk, Federal 
item identification guide, 07392 
Mineral facts and problems, chapter preprint, 
08067-8 
mineral industry surveys, 08005-18, 08020-39, 
08046-60, 08062-6, 08084-6, 08094-105, 
08107-13 
Mineral leasing act, amend - 
report, 06856 ’ 
People’s Republic of China, new industrial 
power with strong mineral base, 08061 
earths minerals, Minerals yearbook 
chapter, 08082 
updated cost evaluation of metal and mineral 
recovery process for treating municipal in- 
cinerator residues, 08042 
yearbook, 1972, preprint, 08069-74 
yearbook, 1973, preprint, 08075-80 
yearbook, 1974, preprint, 08081-3 
Mines and mining: 
deep seabed mining, current developments — 
hearings, 07263 
Forest Service mining regulations, proposals -— 
hearings, 06965 
geologic factors affecting mining of Pittsburgh 
coalbed, 08093 
regulation of mining activities within areas of 
national park system — 
report, 07165 
see also Coal mines and mining. 
Mines Bureau: 
information circular, 08040-4 
mineral industry surveys, 08005-18, 08020-39, 
08084-6, 08094-105, 


rare 


preprint from Bulletin 667, Mineral facts and 
problems, 08067-8 

preprint from 1972 Minerals yearbook, 08069- 
74 

preprint from 1973 Minerals yearbook, 08075- 
80 
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Mines Bureau~—Con. 
preprint from 1974 Minerals yearbook, 08081 -3 
report of investigations, 08087-93 
selected list of publications on petroleum and 
natural gas, 07458 
technical progress report, 08106 
Minidoka County, Idaho 
soil survey report of area, 08385 
Mining, see Mines and mining 
Mining Enforcement and Safety Administration: 
MESA informational report IR series, 08114-6 
Minneapolis, Minn 
Status of urban corridor demonstration pro- 
gram, 08479 
Minnesota 
prices received by farmers for manufacturing 
grade milk in Minnesota and Wisconsin, 
08440 
supervisory Case review system, 06589 
Minorities 
Scotlandville before highway, analysis of land 
use, population density and minority busi- 
ness before Scotlandville Bypass , 08457 
Mints 
construction of mint buildings - 
report, 06822 
Missile bases 
control of snow and 
07523 
Missiles 
control of ballistic missiles and spacecraft, 
USSR study, 07891 
warheads, rockets, launchers, and com- 
ponents, Federal item identification guide, 
07389 
Missions, see Space flight 
Mississippi 
Normapolles pollen from Mississippi embay- 
ment, 07843 
Mississippi River and Valley: 
upper Mississippi, wild and scenic river study, 
report of study progress, 08334 
Missouri 
employment in agricultural and agribusiness 
occupations, 07448 
Mixing 
production of Portland cement concrete by use 
of a continuous mixing process, 07670 
Mobile homes, see Trailers. 
Modeling 
annular flow ice-water model heat sink, 07520 
low-speed wind-tunnel investigation of span 
load alteration, forward-located spoilers, 
and splines as trailing-vortex-hazard al- 
leviation devices on transport aircraft 
model, 08183 
shear-flexible _ finite-element 
laminated composite plates and 
08153 
subsonic stability and control derivatives for 
unpowered, remotely piloted 3/8-scale F-1S 
airplane model obtained from flight test, 
08185 
Westport Small-Boat Basin revision study, 
hydraulic model investigation, 07533 
Mohair: 
mohair histogenesis, maturation, and shedding 
in angora goat, 06537 
Molecules: 
analysis of molecular flow parameters with 
help of kinetic Vallander equations, 07476 
Monte Carlo calculations of diatomic molecule 
gas flows including rotational mode ex- 


ice on missile fields, 


models of 
shells, 





citation, 08167 
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Molybdenum: 
effect of nature of oxygen interactions on fric- 
tion of titanium, aluminum, and molyb- 
denum, 08178 
Moments: 
gravitational forces 
spacecraft, 08122 
Money: 
use of United States-owned foreign currencies, 
GAO report, 07738 
Monitoring 
analytical methodology for pesticide residue 
monitoring, guidelines, 07679 
environmental monitoring series, 07554-5 
evaluation of Coast Guard oil-water separator 
and monitor systems, 06656 
monitor and control instrumentation panels 
and displays, USSR study, 07898 
monitoring radon 222 content of mine waters, 
08116 
shipboard oil-in-water content monitor based 
on light scattering at ninety degrees, 06664 
Monnet, Jean: 
honor him - 
report, 06826 
Monopolies: 
monopolistic tendencies of auto emission war- 
ranty provisions - 
report, 06780 
Montana: 
precipitation-frequency 
United States, 08266 
Monte Carlo method: 
Monte Carlo calculations of diatomic molecule 
gas flows including rotational mode ex- 
citation, 08167 
Monterey Bay: 
type 16 flood insurance study, tsunami predic- 
tions for Monterey and San Francisco 
Bays and Puget Sound, 07534 
Montgomery County, Miss.: 
soil survey report, 08386 
Mops: a 
brooms, mops, sponges, and squeegees, 
Federal item identification guide, 07383 
Morbidity: 
relationship between whole body vibration and 
morbidity patterns among heavy equip- 
ment operators, 08244 
Morgantown Energy Research Center: 
development and utilization of data acquisi- 
tion, computing, and processing systems 
at Morgantown Energy Research Center , 
07500 
Morocco: 
economic trends and their implications for 
United States, 07876 
Morphology: 
main morphological distinctions of brain and, 
cranial nerves of dolphins and other 
cetaceans, USSR study, 07922 
Mortality, see Death. 
Mortgages: 
Home mortgage disclosure act— 
repo! 
HUD- 


and moments on 


atlas of western 


rt, 
eld multifamily mortgages, deficiencies 
in overall management — 
report, 06779 
information on secondary mortgage market ac- 
tivities of Federal National Mortgage As- 


sociation and Federal Home Loan 
Mortgage Corporation, GAO report, 07815 
management of HUD-held multifamily 
mortgages — 
hearings, 06956 
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Morton, Rogers C.B.: 
contempt proceedings against - 
hearings, 06990 
Motels, see Motor courts. 
Mothers: 
children of working mothers, 07988 
infant, maternal, and childhood mortality, 
06671 
Motion pictures: 
census of selected service industries, 06615 
Mines Bureau films catalog, 08019 
USIA film, Wilma Rudolph olympic champion, 
make available - 
report, 06854 
Motive power, see Power. 
Motor carriers: 
Federal motor carrier safety regulations, 08118 
nonregulated motor carriers, census of 
selected service industries, 06617 
Motor courts: 
motels, census of selected service industries, 
06614 
Motor fuel: 
nonreactive mixing study of scramjet swept- 
strut fuel injector 08160 
Motor trucks: 
procurement of 20-ten dump trucks, GAO re- 
port, 07730 
Motor vehicle accidents: 
accident investigation and reporting, 08237 
crash cushions, selection, criteria, and design, 
07657 
effect of commercial vehicle systematic 
preventive maintenance on specific causes 
of accidents, 08117 
injury causation, tri-level accident investiga- 
tion summaries, 08240 
Motor vehicles: 
contributions of advisory groups to Federal 
motor vehicle and traffic safety programs, 
GAO report, 07808 
delays in establishing uniform quality grading 
system for motor vehicle tires, GAO re- 
port, 07813 
effect of commercial vehicle systematic 
preventive maintenance on specific causes 
of accidents, 08117 
improvements ded 
motor vehicle safety 
port, 07707 
Motor vehicle information and cost savings act 
oversight — 
hearings, 06982, 07226 
Motor vehicle information and cost savings 
act, amend — 
hearings, 06992 
report, 06897 
motor vehicle information and cost savings 
act, 1974 report on activities — 
document edition, 06772 
National traffic and motor vehicle safety act, 
1974 report on activities — 
document edition, 06772 
need to improve benefit-cost analyses in 
setting motor vehicle safety standards, 
GAO report, 07720 
prohibit unlawful use of rented motor vehi- 
cle- 
hearings, 06935 
Motortrucks: 
study of technological improvements to op- 
timize truck configurations for fuel econo- 
my, 08476 


in pl ing and using 
research, GAO re- 
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truck noise 2, interior and exterior A-weighted 
sound levels of typical highway trucks, 
08478 

truck noise, economics of quieting Freightliner 
cab-over-engine diesel truck, 08455 

truck noise, experimental investigation of 
truck tire sound and vibration, 08459 

truck noise, field test of Freightliner quieted 
truck, 08467 

truck noise, final configuration of Freightliner 
quieted truck, 08456 

truck noise, Freightliner quieted truck cooling 
system, 08468 

truck noise, identifying sources of noise on 
heavy duty, diesel truck, 08465 

truck noise, noise evaluation tests of military 
truck tires, 08449 

truck noise, reduction of cooling system noise 
on heavy duty diesel trucks, 08450 

truck noise, reduction of intake and exhaust 
system noise on heavy duty diesel trucks, 

53 


truck noise, source analysis and experiments 
with noise control treatments applied to 
Freightliner quieted truck, 08448 
Mount Abbot quadrangle: 
central Sierra Nevada, Calif., analytic data, 
07842 


Mouth: 
structure and innervation of nasolabial region 
in certain mammals and man, USSR 
study, 07923 
Moving, see Transportation. 
Municipalities, see Cities and towns. 
Murphy, Betty Southard: 
nomination — 
hearings, 07298 
Museums: 
improvement of museum services— 
law, 06700 
MUST (medical unit self-contained transporta- 
ble), see Medical Corps, Army 
Mydocopa, see Crustaeceans. 


N 


Nantucket Sound Islands Trust: 
establish — 
report, 07126 
Narcotics: 
amendment of single convention on narcotic 
drugs, agreement, 08426 
narcotic drugs, equipment and training to curb 
illegal traffic, agreement with Mexico, 
08428 


single convention on narcotic drugs, addition 
of difenoxin, agreement, 08419 
NASA, see National Aeronautics and Space Ad- 
ministration. 
Nassau County, N.Y.: 
area wage survey report, 07945 
construction industry, industry wage survey 
report, 07969 
department stores, industry wage survey re- 
port, 07973 
Nassif Parking Garage: 
service to clientele — 
hearings, 07310 
Natick quadrangle: 
changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 
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National Academy of Engineering 
annual report — 
document edition, 07072 
National Academy of Sciences 
annual report — 
document edition, 07072 
National Aeronautics and Space Administration: 
announcement of opportunities for participa- 
tion AO series, 08119 
contractor report CR series, 08120-5 
effects of carbon and hafnium concentrations 
in wrought powder-metallurgy superalloys 
based on NASA 2B-Il alloy, 08173 
equal employment opportunity program could 
be improved, GAO report, 07743 
Federal inventory of energy related biomedical 
and environmental research, 07492 
NASA earth resources survey symposium, 
proceedings, 08133 
NASA facts, 08126 
NASA publications manual, 1974, 08132 
NASA source evaluation board manual, 08127 
review of NASA V-G/VGH general aviation 
program, 08156 
some NASA contributions to human factors 
engineering, survey, 08131 
SP series, 08128-32 
Space Telescope project, GAO report, 07805 
technical memorandum TM series, 08133-7, 
08139-48 
technical note TN series, 08149-87 
technical report R series, 08188-90 
National American Women Suffrage 
Association 
registers of papers in Manuscript Division of 
Library of Congress, 07993 
National Bureau of Standards 
annual report, 08192 
building science series, 08193, 08195 
general information, 08205 
handbook, 08197-8 
journal of research, 08199 
monography, 08200 
special publication, 08201-8 
standard reference materials, glass filters for 
spectrophotometry, selection, preparation, 
certification, 08203 
technical note, 08194, 08196, 08209-13 
National Capital Planning Commission: 
appropriations, 1976 
law, 06707 
report, 06865 
National cemeteries 
California cemetery site selection, proposal - 
hearings, 07046 
National Center for Health Services Research: 
summary of grants and contracts, 08216 
National Center for Health Statistics: 
vital and health statistics, data evaluation and 
methods research, 08217-8 
vital and health statistics, data from national 
health survey, 08219-24 
vital and health statistics, data from national 
Vital statistics system, 08225 
National Commission for Manpower Policy: 
special report, 08228 
National Commission for Review of Federal and 
State Laws Relating to Wiretapping and 
Electronic Surveillance: 
appropriations, 1976- 
hearings, 07196 
authority, extend— 
law, 06718 


Page I-90 





National Commission on Electronic Fund 
Transfer: 
extend - 
report, 06884 
National Commission on Libraries and 
Information Science: 
appropriations, 1976- 
report, 06860 
National Conference on Medical Malpractice: 
proceedings, 06995 
National Credit Union Administration: 
rules and regulations, 08229 
National debt, see Public debt. 
National defense: 
apportionment of funds for national system of 
interstate and defense highways — 
report, 06889 
Defense production act, amend - 
law, 06694-5 
report, 06855, 07115 
relinquishment of certain land at Camp Wal- 
lace, agreement with Philippines, 08425 
National Energy Production Board: 
establish - 
hearings, 07268 
National Enforcement Investigations Center: 
general information, 07590 
National Fire Prevention and Control 
Administration: 
Administrator and Deputy Administrator, 
nominations of Howard D. Tipton and 
David A. Lucht- 
hearings, 07230 
National flood insurance: 
areas eligible for flood insurance, 07852 
examination of financial statements of Na- 
tional Flood Insurance Program, GAO re- 
port, 07698 
type 16 flood insurance study, tsunami predic- 
tions for Monterey and San Francisco 
Bays and Puget Sound, 07534 
National Foundation on Arts and Humanities: 
act, amend - 
law, 06700 
appropriations, 1976- 
law, 06707 
report, 06865 
National Gallery of Art: 
appropriations, 1976— 
law, 06707 
report, 06865 
National Guard: 
technician personnel pamphlet, 08231 
technicians, supervisor's handbook, 08231 
National Guard Bureau: 
technician personnel pamphlet, 08231 
National Highway Traffic Safety Administration: 
auto safety program, identifying defects and 
recalling defective vehicles, GAO report, 
07809 


contributions of advisory groups to Federal 
motor vehicle and traffic safety programs, 
GAO report, 07808 

delays in establishing uniform quality grading 
system for motor vehicle tires, GAO re- 
port, 07813 

highway safety program manual, 08236-7 

improvements needed in planning and using 
motor vehicle safety research, GAO re- 
port, 07707 

need to improve benefit-cost analyses in 
setting motor vehicle safety standards, 
GAO report, 07720 

traffic laws commentary, 08239 
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National Highway Traffic Safety Administration 
tri-level accident investigation summaries, 
08240 
National Institute for Occupational Safety and 
Health: 
Federal inventory of energy related biomedical 
and environmental research, 07492 
NIOSH research report, 08242 
subfile of NIOSH toxic substances list, 08245 
National Institute of Law Enforcement and 
Criminal Justice: 
monograph series, 07932-3 
prescriptive package series, 07934-5 
National Institute on Drug Abuse: 
special bibliographies, 08247 
National Institutes of Health: 
associate training programs 
biological sciences, 08248 
Federal inventory of energy related biomedical 
and environmental research, 07492 
resources for health R & D report, 08249 
National labor relations act, see Industrial rela- 
tions. 
National Labor Relations Board 
annual report, fiscal year 1975, 08251 
appropriations, 1976—- 
report, 06860 
casehandling manual, 
proceedings, 08253 
casehandling manual, 
proceedings, 08252 
classified index of National Labor Relations 
Board decisions and related court deci- 
sions, 08250 
Member, nomination 
Murphy - 
hearings, 07298 
National Marine Fisheries Service: 
current fisheries statistics, 08254-60 
fishery facts, 08261 
National monuments and memorials: 
lst Airborne Division memorial - 
report, 07127 
National Ocean Survey: 
NOAA's National Ocean Survey, introduction, 
08263 
National Oceanic and Atmospheric 
Administration: 
national disaster survey report, 08265 
NOAA atlas, 08266-75 
NOAA's National Ocean Survey, introduction, 
08263 
technical report, 08276-82 
National Oceanic and Atmospheric 
Administration Corps: 
travel regulations, 07395 
National Park Service: 
draft environmental statement, 07861 
final environmental assessment, 07862-3 
final environmental impact statement, 07864 
final environmental statement, 07866-7 
historic places introduction to preservation 
programs, 08295 
Office of Chief scientist annual report, 08299 
operations of John F. Kennedy Center for Per- 
forming Arts, GAO report, 07749 
poster, 08283 
publications in archeology, 08300 
scientific monograph series, 08301-2 
urban ecology series, 08304 
National parks: 
Bicentennial and national parks, 08286 


in medical and 


representation 


unfair labor practice 


of Betty Southard 


pamining activities, regulation within national 
park system 
report, 07165 
National Portrait Gallery: 
act, amend 
report, 06873 
National Research Council: 
annual report 
document edition, 07072 
National Saint Elizabeth Seton Day, see Special 
days, weeks, etc. 
National Science Board: 
NSB series, 08307 
National Science Foundation 
briefing to Committee 
Technology 
hearings, 07035 
Federal inventory of energy related biomedical 
and environmental research, 07493 
guide to programs, 08306 
NSB series, 08307 
science education programs, oversight — 
hearings, 07039 
National Security Council: 
membership for Secretary of Treasury - 
hearings, 07202 
report, 06888 
National service 
surance. 
National Technical Information Service: 
general catalog, 08311 
NTIS information services, many new items, 
08312 
National Transportation Safety Board: 
improved procedures needed for implementing 
safety recommendations, GAO report, 
07811 
marine casualty report, 08314-5 
Member, nomination of Isabel Burgess — 
hearings, 07231 
NTSB-AAR SERIES, 08313 
railroad/highway accident report NTSB-RHR 
series, 08316 
National warning system, see Warning systems. 
National Wildlife Refuge System: 
operation, draft environmental 
07858 
National Women's Conference: 
convene - 
hearings, 06957 
law, 06709 
Natural gas, see Gas. 
Natural resources: 
conservation highlights, summary of activities 
of Soil Conservation Service, 08370 
energy consumption, fuel utilization and con- 
servation in industry, 07573 
initial report on oil and gas _ resources, 
reserves, and productive capacities, 07640 
meeting America’s resource needs — 
hearings, 06920 
NASA earth resources 
proceedings, 08133 
oil and gas resources, reserves, and productive 
capacities, final report, 07638-9 
protein resources and technology, status and 
research needs, 08309 
resource management can be 
greater use of productivity 
GAO report, 07752 
student originated studies projects, abstract re- 
ports, 08310 
Nautical charts, see Maps and charts. 
Naval Facilities Engineering Command: 


on Science and 


life insurance, see Life in- 


statement, 


survey symposium, 


improved by 
techniques, 





map and guide, 08298 
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Naval Research Laboratory 
NRL report, 08322-9 
Naval Research Office 
NRL report, 08322-9 
Naval Submarine Medical Research Laboratory 
report, 08001 -3 
Navigation 
application of area navigation in national air- 
sprace system, 07602 
omega propagation correction tables for 10.2 
kHz, 07414, 07416, 07418, 07422-3 
omega propagation correction tables for 3.4 
kHz, 07427-35 
omega table, 07417, 07420, 07424-6 
omega table, Alaska, 07415 
omega table, Asia, 07419, 07421 
omega table, north polar pair, 07413 
see also Loran. 
Navigators 
procurement of ground simulators for naviga- 
tor training by Air Force, GAO report, 
07729 
Navy 
definitive designs for Naval shore facilities, 
08318 
manual of Navy enlisted manpower and per- 
sonnel classifications and occupation stan- 
dards, Navy enlisted classifications 
08321 
Navy aircraft overhaul depots could be more 
productive, GAO report, 07777 
Navy's actions to acquire dependents school 
building in Athens, Greece, GAO report, 
07716 
travel regulations, 07395 
Navy Department: 
appropriations, 1975, military construction- 
hearings, 06918 
appropriations, 1976, military construction - 
hearings, 06915 
report, 06844 
development of field grade officer require- 
ments by military services, GAO report, 
07745 
F-14/Grumman financing 
hearings, 07203 
NBS, see National Bureau of Standards. 
Near East, see East (near East) 
Nebraska 
employment in agricultural and agribusiness 
occupations, 07448 
Negroes 
social and economic status of black popula- 
tion, 06623 
Negros Island 
sailing directions, 07406 
Neighborhoods 
low -income 
06597-8 
neighborhood team policing, 07935 
Nematoid worms 
golden nematode of potatoes and tomatoes, 
06526 


Nerves 
structure and innervation of nasolabial region 
in certain mammals and man, USSR 
study, 07923 
Nervous system 
main morphological distinctions of brain and 
cranial nerves of dolphins and other 
cetaceans, USSR study, 07922 


neighborhoods in large cities, 
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Networks: 
action plan for national network of transporta- 
tion research information services 
(TRISNET), 08447 
Neutrons: 
Ames _ collaborative 
neutrons, 08147 
standard reference materials, calibrated glass 
standards for fission track use, 08202 
Nevada: 
precipitation-frequency 
United States, 08272 
New England: 
fisheries, landings, 08258 
New Hampshire: 
assessment of impact of NOW accounts - 
hearings, 07207 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06609 


study of cosmic ray 


atlas of western 


New Mexico: 
Cambrian and Ordovician rocks of southern 
Arizona and New Mexico and western- 
most Texas, 07844 
oil and gas lease - 
report, 07121 
precipitation-frequency 
United States, 08269 
water resources data, 07848 
New York City: 
area wage survey report, 07946 
construction industries, industry wage survey 
report, 07970 
department stores, industry wage survey re- 
port, 07974 
fluid milk, industry wage survey report, 07976 
long-term care under medicaid, trends - 
hearings, 07184 
low-income neighborhoods in 
06597 
New York Bight- 
physical oceanography data collected, sum- 
mary and analysis, 08264 
suspended particulate matter in apex, 08280 
railroad accident investigation summary re- 
port, 08353 
seasonal financing, provide - 
law, 06685 
report, 06840 
slow implementation of work incentive pro- 
gram, GAO report, 07785 
some dimensions of world trade 
New York labor market, 07985 
status of urban corridor demonstration pro- 
gram, 08479 
New York City Transit Authority: 
railroad accident investigation summary re- 
port, 08353 
New York State: 
highway project environmental statements - 
report, 06795 
Newark, N.J.: 
area wage survey report, 07947 
construction industry, industry wage survey 
report, 07971 
Newburgh, N.Y.: 
metalworking industries, industry wage survey 
report, 07980 
Nicaragua: 
syncrisis, dynamics of health, analytic series 
on interactions of health and 
socioeconomic development, 07850 
United States post-disaster assistance, 06949 


atlas of western 


large cities, 


impact on 
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Nickel: 
hydrogen environment embrittlement of As- 
troloy and Udimet 700 (nickel-base) and 
V-57 (iron-base) superalloys, 08154 
mineral industry surveys, 08059 
Nigeria: 
report of civil aviation activities of Federal 
government of Nigeria, 07615 
Nimbus spacecraft, see Satellites. 
Niobium: 
mineral industry surveys, 08031 
NIOSH, see National Institute for Occupational 
Safety and Health. 
Nitrification and denitrification: 
catalytic desulfurization and denitrogenation, 


Nitrogen: 
nitrogen in subsurface environment, 07551 
Nitrogen dioxide: 
evaluation of electrochemical nitrogen dioxide 
analyzer, 07460 
Nitrogen oxides: 
effect of fuel sulfur on NOx emissions from 
premixed flames, 07568 
No-fault motor vehicle insurance, see Automo- 
bile insurance 
NOAA, see National Oceanic and Atmospheric 
Administration. 
Noble gases: 
symposium, 07591 
Nobles County, Minn.: 
soil survey report, 08387 
Noise: 
airport noise reduction forecast, NEF com- 
puter program description and user's 
manual, 08452 
airport noise reduction forecast, summary re- 
port for 23 airports, 08451 
design and preliminary test of blade tip air 
mass injection system for vortex modifi- 
cation and possible noise reduction on 
full-scale helicopter rotor, 08142 
inlet noise of 0.5-meter-diameter NASA QF-1l 
fan as ed in dified compres- 
sor aerodynamic test facility and in 
anechoic chamber, 08177 
Noise control act— 
legislative history, 07311 
Noise control act, amend - 
report, 06799 
noise measurement techniques, eq 
systems, and data interpretation, 
d tration equipment, 07659 
noise source regulation in State and local noise 
ordinances, 07592 
noise standards, aircraft type and airworthi- 
ness certification, 07607 
observations of ELF signal and noise variabili- 
ty on northern latitude paths, 08324 
social, economic, and physiological problems 
caused by industrial noise — 
hearings, 07319 
theoretical study of refraction effects on noise 
produced by turbulent jets, 08124 
thrust and wing loading requirements for short 
haul aircraft constrained by engine noise 
and field length, 08186 
truck noise 2, interior and exterior A-weighted 
sound levels of typical highway trucks, 
08478 
truck noise, economics of quieting Freightliner 
cab-over-engine diesel truck, 08455 
truck noise, experimental investigation of 
truck tire sound and vibration, 08459 








noise 
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truck noise, field test of Freightliner quieted 
truck, 08467 

truck noise, final configuration of Freightliner 
quieted truck, 08456 

truck noise, Freightliner quieted truck cooling 
system, 08468 

truck noise, identifying sources of noise on 
heavy duty, diesel truck, 08465 

truck noise, noise evaluation tests of military 
truck tires, 08449 

truck noise, reduction of cooling system noise 
on heavy duty diesel trucks, 08450 

truck noise, reduction of intake and exhaust 
system noise on heavy duty diesel trucks, 
08453 


truck noise, source analysis and experiments 
with noise control treatments applied to 
Freightliner quieted truck, 08448 
United States and foreign open literature on 
noise, abstracts, 07569-70 
Nomenclature: 
changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 
changes in stratigraphic nomenclature 
Geological Survey, 07829, 07833 
stratigraphic nomenclature of Thirtynine Mile 
volcanic field, central Colorado, 07830 
Norfolk, Va.: 
atmospheric particulate measurements in Nor- 
folk, Virginia, 08136 
North America: 
host records for Lepidoptera reared in eastern 
North America, 06539 
omega propagation correction tables for 3.4 
kHz, 07428-9 
North Atlantic Assembly, 
Treaty Organization. 
North Atlantic Ocean, see Atlantic Ocean. 
North Atlantic Treaty Organization: 
North Atlantic Assembly, 19th meeting of U. 
S. delegation, 07246 
North Carolina: 
census of retail trade, area statistics, 06601 
census of wholesale trade, area statistics, 


by 


see North Atlantic 


06618 
Northeast Corridor Transportation Project: 
implementation — 
hearings, 07228 
se: 


o: 
structure and innervation of nasolabial region 
in certain mammals and man, USSR 
study, 07923 
Nozzles: 
finite-difference analysis of the nozzle starting 
process in an expansion tunnel, 08168 
low-speed wind-tunnel investigation of four- 
engine upper surface blown model having 
swept wing and rectangular and D-shaped 
exhaust nozzles, 08157 
NRL, see Naval Research Laboratory. 
NSB, see National Science Board. 

NTIS, see National Technical Information Ser- 
vice. 
NTSB, see 

Board. 
Nuclear energy, see Atomic energy. 
Nuclear fission: 
standard reference materials, calibrated glass 
standards for fission track use, 
Nuclear fusion: 
controlled fusion and plasma research, litera- 
ture search, 07506 


National Transportation Safety 
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Nuclear fusion-— Con. 
plasma physics and problems of controlled 
thermonuclear fusion, 07475 
Nuclear power, see Atomic energy. 
Nuclear reactions 
plasma physics and problems of controlled 
thermonuclear fusion, 07475 
Nuclear reactor power plants 
environmental impact of electrical 
generation, nuclear and fossil, 07483 
standards for calculating strength of reactor 
components, steam generators, vessels, 
and piping of atomic power stations, test 
and research reactors, and installations, 
07472 
teacher's guide, environmental impact of elec- 
trical power generation, nuclear and fos- 
sil, 07484 
Nuclear reactors, see Reactors (atomic) 
Nuclear Regulatory Commission: 
appropriations, 1976, authorization 
report, 06814 
improvements needed in land disposal 
radioactive wastes, GAO report, 07823 
public works appropriations, 1976 
hearings, 07199 
Nuclei 
clustering phenomena in nuclei, proceedings, 
07501 
nucleon and heavy-ion total and absorption 
cross section for selected nuclei, 08169 
Nucleons 
nucleon and heavy-ion total and absorption 
cross section for selected nuclei, 08169 
Numbers 
fast complex convolution 
theoretic transforms, 08328 
Nurses and nursing 
chance to grow, careers for nurses in Bureau 
of Medical Services, 08000 
source book, nursing personnel, 07851 
Nursing, see Nurses and nursing 
Nutrients, see Nutrition 
Nutrition 
Child nutrition act, amend 
report, 06830, 07110 
national nutrition policy study 
hearings, 07303 
nutrient § inactivation 
procedure, 07550 
nutrition and health, with an evaluation of 
nutritional surveillance, 07305 
nutritive value of American foods in common 
units, 06519 
special summer food service program for chil- 
dren, 06531 
Nutrition and Human Needs, Select Committee 
on, Senate 
committee print, 07302, 07304-5 
hearings, 07303 
Nuts 
noncitrus fruits and nuts, 08439 


power 


of 


using number 


as lake _ restoration 


Oo 


Oaths 
authority for certain employees of Defense 
Dept. to administer oaths 
report, 07148 
Obion River and Valley 
engineers report — 
departmental edition, 07532 
document edition, 06770 
Obligations, see Contracts 
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Ocala National Forest: 
soil survey report of area, 08388 
Occupational health, see Health. 
Occupational safety, see Safety of life. 
Occupational Safety and Health Administration: 
occupational safety and health, general indus- 
try standards and interpretations, 08331 
occupational safety and health, maritime stan- 
dards and interpretations, 08332 
what every employer needs to know about 
OSHA recordkeeping, 07986 
worker protection must be insured when em- 
ployers request permission to deviate 
from safety and health standards, GAO 
report, 07795 
Occupations: 
career with FHWA, typists and stenographers, 
07656 
chance to grow, careers for nurses in Bureau 
of Medical Services, 08000 
Energy Research and Development Adminis- 
tration careers, 07456 
job opportunities program, status and imple- 
mentation - 
hearings, 07027 
job tenure of American workers, 07989 
jobs for which college education is usually 
required, 07981 
for which high school 
generally required, 07982 
jobs for which junior college, technical in- 
stitute, or other specialized training is 
usually required, 07983 
manual of Navy enlisted manpower and per- 
sonnel classifications and occupation stan- 
dards, Navy enlisted classifications 
08321 
on giving a job, implementation and allocation 
of public service employment, 06748 
social science and your career, 07987 
see also Agricultural occupations. 
Ocean: 
characteristics of tether line for airborne vehi- 
cles at sea, 08323 
deep seabed mining, current developments - 
hearings, 07263 
detection of stationary targets in sea clutier 
using CW dual-frequency radar, 08327 
development of high seas oil recovery system, 
06663 
evaluation of the strength and seakeeping abili- 
ty of pollution control barriers, 06657 
ocean as dynamic system, USSR study, 07926 
shipbuilding technology in developing offshore 
equipment to exploit riches of world 
ocean, USSR study, 07924 
Ocean currents: 
theoretical monochromatic-wave-induced cur- 
rents in intermediate water with viscosity 
and nonzero mass transport, 08141 
Ocean transportation, see Shipping. 
Oceanography: 
marine hydrophysical research, USSR study, 
7913 


jobs education is 


physical oceanography data collected in New 
York Bight apex, summary and analysis, 
08264 
preliminary LIBEC/FAMOUS cruise results, 
08322 
Office employees: 


better office skills and service, student 
manual, 06640 
Office equipment, 


equipment. 


see Office furniture and 
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Office furniture and equipment: 
office devices and accessories, Federal item 
identification guide, 07381-2 
Office supplies: 
office devices and accessories, Federal item 
identification guide, 07381-2 
Officers, see Air Force-Safety officers. 
Ohio: 
election contest in 2ist congressional District — 
report, 06896 
Oil: 


oil spills and spills of hazardous substances, 
508 


08 
see also Petroleum. 
Oil pollution of rivers, harbors, etc., see Oil 
spills. 
Oil spills: 
crude oil spills research, 08088 
development of a prototype airborne oil sur- 
veillance system, 06655 
development of high seas oil recovery system, 
06663 


evaluation of Coast Guard oil-water separator 
and monitor systems, 06656 
geographical analysis of oil spill potential as- 
sociated with Alaskan oil production and 
transportation systems, 06660 
oil spill and oil pollution reports, 07585 
waterborne debris in marine pollution in- 
cidents, 06666 
Oils and fats: 
miscellaneous waxes, oils, and fats, Federal 
item identification guide, 07359 
Older persons, see Aged. 
Oliver County, N.Dak.: 
soil survey report, 08389 
Omega navigation system, see Naviation-Naviga- 
tion. 
OPEC, see Organization of Petroleum Reporting 
Countries. 
ium: 
effectiveness of Turkish opium control— 
hearings, 06971-2 
Turkish opium ban negotiations — 
hearings, 06947 
Optical measurements: 
development of ground-based optical method 
for measuring atmospheric turbulence 
aloft, 08276 
Optics: 
optically coupled digital altitude encoder for 
general aviation altimeters, 08176 
see also Optical measurements. 
Orbits: 
analytical and experimental vibration studies 
of 1/8-scale shuttle orbiter, 08149 
space flight investigations and mission defini- 
tion study for lunar polar orbiter, LPO, 
08119 


supersonic dynamic stability characteristics of 
space shuttle orbiter, 08152 
Ordovician period: 
Cambrian and Ordovician rocks of southern 
Arizona and New Mexico and western- 
most Texas, 07844 
Oregon: 
census of retail trade, major retail centers in 
standard metropolitan statistical areas, 
06610 
civil and human rights in Oregon State prisons, 
06637 
Hells Canyon National Recreation Area, 
establish — 
law, 06740 
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precipitation-frequency atlas of western 
United States, 08274 
solute balance at Abert and Summer Lakes, 
07840 
Organic chemistry: 
significant organic products segment of or- 
ganic chemical manufacturing point source 
category, 07543 
Organic compounds: 
determination of volatile organic compounds at 
mu g/l level in water by gas chromatog- 
raphy, 07555 
synthetic organic chemicals, 
production and sales, 08495 
Organic matter: 
effects of organic solutes on chemical reac- 
tions of aluminum, 07849 
significant organic products segment of or- 
ganic chemical manufacturing point source 
category, 07543 
Organization of Petroleum Reporting Countries: 
inventory of economic relations between 
United States and OPEC countries - 
hearings, 07254 
Oscillations: 
computation of transonic perturbation flow 
fields around two- and three-dimensional 
oscillating wings, 08120 
investigation of interaction of high-frequency 
oscillations in decimeter range with 
plasma in Tokamak TM-3 unit, 07474 
OSHA, see Occupational Safety and Health Ad- 
ministration. 
Otero County, N. Mex.: 
soil survey report, 08384 
Outer space: 
mass distribution of orbiting man-made space 
debris, 08170 
space research project, agreement with Brazil 
and Federal Republic of Germany, 08420 
Overseas Service: 
you and law overseas, 06570 
Overtime, see Hours of labor. 
Ownership, see Property. 
OWRT, see Water Research and Technology Of- 
fice. 
Oxidation: 
optimizing petrochemical waste bio-oxidation 
system through automation, 07581 
Oxygen: 
comparison of measured and predicted test 
flow in expansion tube with air and ox- 
ygen test gases, 08159 
effect of nature of oxygen interactions on fric- 
tion of titanium, aluminum, and molyb- 
denum, 08178 
Oysters: 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Ozone: 
study of lower stratospheric thermal structure 
and total ozone from Nimbus-4 IRIS, 
08184 


United States 


F 


Pacific Coast: 
rate IHS Loran table, 
07411 
Pacific Islands: 
possessions, mineral industry, Minerals year- 
book chapter, 08078 


West Coast, U.S.A., 
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Pacific Islands Trust Territory, see Trust Territo- 
ry of Pacific Islands. 
Pacific Ocean: 
central, Loran-A table, rate IH2, 07410 
central, omega table, 07424 
Loran-A table, north, 07412 
northwest, omega propagation correction ta- 
bles for 3.4 kHz, 07427 
Packaging: 
wrapping and packaging machinery, Federal 
item identification guide, 07368 
Packers 
Packers and stockyards act, amend 
hearings, 06909 
Packers and stockyards act, fair plan in mar- 
ketplace, 06529 
Packing 
wrapping and packaging machinery, Federal 
item identification guide, 07368 
Packing industry: 
U.S. inspected meatpacking plants, 06518 
Padre Island, Tex.: 
construction and _ stabilization of coastal 
foredunes with vegetation, Padre Island, 
Tex., 07510 
Paint: 
civil engineering general, paints and protective 
coatings, 06579 
paints, dopes, varnishes, and related products, 
Federal item identification guide, 07386-7 
Paintings: 
Peggy Bacon, personalities and places, 08227 
Paleontology: 
contributions to paleontology, 07841 
Paleozoic era: 
changes in nomenclature of upper Precambrian 
to lower Paleozoic (7?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 
Panama Canal Company: 
annual report, 06590 
Panama Canal Zone, see Canal Zone. 
Panel on Social Security Financing: 
report, 07237 
Pantronics, Inc.: 
examination into administration of Air Force 
indicator repair contracts, GAO report, 
07799 


Paper: 
data base, potential for energy conservation in 
9 selected industries, selected paper 
products, 07629 
materials shortages — 
hearings, 07255 
Paperwork (office practice): 
Federal reporting and recordkeeping as it af- 
fects small businesses - 
hearings, 07316 
Paraguay: 
background notes, 08407 
Parameters: 
compilation of methodology used for measur- 
ing pollution parameters of landfill 
leachate, 07547 
experimental parametric studies of transonic 
T-tail flutter, 08158 
Parents: 
data available to measure impact of minimum 
and overtime wage provisions of Fair 
labor standards act on working parents 
employing domestic service workers as 
babysitters, GAO report, 07793 
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Parks: 
America’s park and 
chronology, 08333 
see also National parks. 
Parole: 
need for improved outreach efforts for 
veterans in prison or on parole, GAO re- 
port, 07717 
reorganization act of 1975- 
report, 06794, 06800 
Part-time jobs, see Employment. 
Particles: 
atmospheric particulate measurements in Nor- 
folk, Virginia, 08136 
experimental methods for charged-particle ir- 
radiations, proceedings, 07467 
extensive |l-year survey of elements and com- 
pounds in airborne suspended particulate 
matter in Cleveland, Ohio, 08171 
particle detector by mechanical 
sensing, 07558 
suspended particulate matter in New York 
Bight apex, 08280 
Passaic, N.J.: 
area wage survey, 07957 
area wage survey report, 07948 
Passenger cars, see also Automobiles. 
Passengers: 
arrangement of passenger transportation, cen- 
sus of selected service industries, 06616 
emergency rail passenger service — 
report, 
information on loan guarantee programs under 
Rail passenger service act and Regional 
rail reorganization act, GAO report , 
07810 
Passports: 
you and your passport, 08433 
Patents: 
Department of Defense's current patent and 
licensing policies and practices, GAO re- 
port, 07694 
Patent Cooperation Treaty, implement — 
report, 06837 
questions and answers about patents, 08336 
Paterson, N.J.: 
area wage survey, 07957 
area wage survey report, 07948 
Pavements: 
comparison of performance of all-bituminous 
concrete and reduced subgrade strength 
highway pavement test sections under 
freezing conditions, 07526 
prestressed concrete pavement construction, 
07671 
thermal conductance of and heat generation in 
tire-pavement interface and effect on air- 
craft braking, 08165 
Pay, see Wages. 
Pay, allowances, etc.: 
accounting and finance, joint uniform military 
pay system leave policy and procedures, 
06558 


recreation heritage, 


impact 


per diem and mileage expenses of government 
employees, increase — 
report, 06781 
per diem travel allowances for Government 
employees, increase — 
hearings, 06953 
Payments: 
allotments and assignments of payments from 
civil service retirement annuities — 
law, 06708 
report, 07144 
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Payments -—Con. 
lengthy delays in processing of overpayments 
under part A of Medicare program may 
result in losses of millions of dollars, 
GAO report, 07825 
more effective procedures are needed for 
establishing payment terms and develop- 
ment periods for irrigation projects, GAO 
report, 07818 
PBGC, see Pension Benefit Guaranty Corpora- 
tion. 
Peace: 
U.N. peacekeeping in Middle East-— 
report, 
Peace Corps: 
appropriations, 1976, authorization — 
report, 06817 
Peat: 
producers in United States, mineral industry 
surveys, 08060 
Pedestrianism, see Walking. 
Pellets: 
proposed use of steel shot for hunting water- 
fowl in United States, final environmental 
statement, 07680 
Penalties: 
improvements still needed in coal mine dust- 
sampling program and penalty assess- 
ments and collections, GAO report, 07824 
Pennsylvania Avenue Development Corporation: 
appropriations, 1976- 
law, 06707 
report, 06865 
appropriations, 1976-80, authorization — 
report, 07170 
Pension Benefit Guaranty Corporation: 
annual report, 08337 
nsions: 
private pension tax reform — 
text of bill, 07289 
study of welfare and pension plans -— 
report, 06811 
Veterans and survivors pension adjustment 
act— 
law, 06711 
report, 07166 
Perception: 
perception of audio-visual 
study, 07908 
Perlite: 
mineral industry surveys, 08062 
Personal property: 
acquiring and managing nonexpendable per- 
sonal property overseas, GAO report, 
07766 
Personnel management, see Administrative 
management-Employment management. 
Personnel records: 
personnel, advanced personnel data system, 
APDS, AFMPC/HAF/MAJCOM data 
retrieval, 06547 
Perturbations: 
computation of transonic perturbation flow 
fields around two- and three-dimensional 
oscillating wings, 08120 
Pesticides: 
analytical methodology for pesticide residue 
monitoring, guidelines, 07679 
disposal of small quantities of unused pesti- 
cides, guidelines, 07586 
Federal pesticide registration program, is it 
protecting the public and environment 
adequately from pesticide hazards, GAO 
report, 07820 


stimuli, USSR 
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summation of conditions and investigations for 
complete combustion of organic pesti- 
cides, 07562 
Pests: 
Forest pest control act, amend — 
report, 07089 
pest control agents and disinfectants, Federal 
item identification guide, 07358 
Petrochemicals: 
optimizing petrochemical waste bio-oxidation 
system through automation, 07581 
Petroleum: 
adequacy of U.S. oil and gas reserves — 
hearings, 06749 
analyzing syncrude from western Kentucky 
coal, 07461 
char oil energy development, 07497 
coal conversion processes, assessment of mul- 
tienergy processes using COED char, oil 
and gas, 07496 
crude oil spills research, 08088 
diesel fuel oils, 07459, 08063 
domestic crude oil pricing policy and related 
production, GAO report, 07695 
evaluation of Coast Guard oil-water separator 
and monitor systems, 06656 
geographical analysis of oil spill potential as- 
sociated with Alaskan oil production and 
transportation systems, 
industries, regulation and deregulation — 
hearings, 07219 
initial report on oil and gas _ resources, 
reserves, and productive capacities, 07640 
international petroleum annual, 08045 
inventory of economic relations between 
United States and OPEC countries — 
hearings, 07254 
New Mexico, oil and gas lease - 
report, 07121 
nineteen seventy-two petroleum supply and 
demand in non-Communist world, 07641 
oil and gas resources, reserves, and productive 
capacities, final report, 07638-9 
petroleum allocation and pricing regulations 
for law enforcement agencies, 07931 
phase 4 oil regulations and petroleum market- 
ing problems — 
report, 06778 
problems in Federal Energy Office's imple- 
mentation of emergency petroleum alloca- 
tion programs at regional and State levels, 
GAO report, 07725 
relationships between Federal Republic of 
Germany and petroleum industry, 07262 
secondary and tertiary recovery of oil, 07031 
secondary and tertiary recovery of oil and 
natural gas — 
hearings, 07274 
selected list of Bureau of Mines publications 
on petroleum and natural gas, 07458 
shipboard oil-in-water content monitor based 
on light scattering at ninety degrees, 06664 
State Department's oil floor price proposal, 
should Congress endorse it?, 06758 
United States grain and oil agreement with 
Soviet Union— 
hearings, 06978 
world crude oil production, mineral industry 
surveys, 08111 
Petroleum gases, see Liquefied petroleum gases. 
Petroleum refineries: 
probl of independent refiners and gasoline 
retailers, GAO report, 07798 
United States and Puerto Rico, mineral indus- 
try surveys, 08064 
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Pharmaceutical industry, see Drugs. 
Pharmaceuticals, see Drugs. 
Phenoxy herbicides: 
using phenoxy herbicides effectively, 06521 
Pheromones: 
basic problems of studying pheromonal com- 
munication in insects, USSR study, 07895 
Philadelphia, Pa.: 
status of urban corridor demonstration pro- 
gram, 08479 
Philippines: 
defense, relinquishment of certain land at 
Camp Wallace, agreement, 08425 
sailing directions, 074 
Phoenix, Ariz.: 
urban data, tract data for standard 
metropolitan statistical areas, 06632 
Phosphates: 
rapid analysis of silicate, 
phosphate rocks, 07832 
Phosphors: 
American national standard N540, classifica- 
tion of radioactive self-luminous light 


carbonate, and 


sources, 08197 
Photography: 
preliminary LIBEC/FAMOUS cruise results, 
08322 


Photomultiplier tubes, see Tubes. 
Photovoltages: 
terrestrial photovoltaic measurements, 
workshop proceedings, 08148 
Physicists: 
high energy physicists and graduate students, 
1975 census, 07489 
Physics: 
journal of research, National Bureau of Stan- 
dards, 08199 
synoptic observations of solar corona during 
Carrington rotations, 07538 
World Data Center A_ Solar-Terrestrial 
Physics, report UAG series, 07538 
see also Plasma. 
Physiological reactions: 
comparison of biochemical responses between 
single and repeated exposures to air at 6.7 
ATA, 08003 
social, economic, and physiological problems 
caused by industrial noise - 
hearings, 07319 
Pigments: 
iron oxide, Minerals yearbook chapter, 08077 
Pilot guides, see Coast pilots. 
Pilots and pilotage, see also Aviators. 
Pine: 
machine boring of southern pine, 06538 
Pineapples 
excluding substandard canned pineapple from 
United States, GAO report, 07784 
Pipe and pipe fittings: 
fittings, hose, pipe and tube, Federal item 
identification guide, 07393 
flanges, pipe, Federal item 
guide, 07354 
hose, pipe, and tube fittings, quick disconnect 
and self-sealing, Federal item identifica- 
tion guide, 07353 
piping in earth dams constructed of dispersive 
clay, literature review and design of 
laboratory tests, 07536 
prevention of preferential bridge icing using 
heat pipes, 07665 
standards for calculating strength of reactor 
components, steam generators, vessels, 
and piping of atomic power stations, test 


identification 
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and research reactors, and installations, 
07472 


Pipe lines: 
coal slurry pipelines — 
hearings, 07260 
Natural gas pipeline safety act, amend — 
hearings, 
Trans-Alaska pipeline authorization 
waiver of 60-day notice period— 
hearings, 07278 
Pipelines, see Pipe lines. 
Pittsburgh, Pa.: 
geologic factors affecting mining of Pittsburgh 
coalbed, 08093 
Planers: 
planers and shapers, industrial plant equipment 
handbook, 07335 
Planning: 
literature search, law enforcement facilities, 
planning, design, construction, 08211 
selected annotated bibliography on housing 
and planning, 07857 
Planning (programming), 
(planning). 
Plants: 
flora of Micronesia, Casuarinaceae, 
Piperaceae, and Myricaceae, 08367 
plant protection through chemistry, 
study, 07910 
Plants (industrial): 
environmental factors 
plant design, 06649 
industrial plant i k, electrical 
and electronic properties, measuring and 
testing instruments, 07334 
planers and shapers, industrial plant equipment 
handbook, 07335 
proceedings of special session on plant and 
equipment design features for radiation 
protection, 07457 
Plasma: 
controlled fusion and plasma research, litera- 
ture search, 07506 
investigation of interaction of high-frequency 
oscillations in decimeter range with 
plasma in Tokamak TM-3 unit, 07474 
plasma physics and problems of controlled 
thermonuclear fusion, 07475 
Plastics: 
recovering polyurethane foam and other 
plastics from auto-shredder reject, 08092 
Plate glass, see Glass. 
Plates: 
metal bars, rods, wires, sheets, plates, and 
shapes, Federal item identification guide, 
07348 
shear-flexible finite-element models of 
laminated composite plates and shells, 
08153 
Plating: 
plated ware, census of manufactures, 06593 
Platinum: 
platinum-group metals, mineral industry sur- 
veys, 


act, 


see Programming 


USSR 


in coal liquefaction 


th Ah 





Plugs: 
jacks and plugs, Federal item identification 
guide, 07341 
Plumbers’ supplies: 
plumbing, heating, and sanitation equipment, 
Federal item identification guide, 07361 
Plumbing fixtures, see Plumbers’ supplies. 
Plutonium: 
transplutonium elements, bibliography, 07504-5 
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Pneumoconiosis: 
Black lung benefits act of 1972, first annual re- 
port on administration, 07455 
Point Judith, R.L.: 
marine casualty report, 08314 
Poisons: 
registry of toxic effects of chemical sub- 
stances, 08243 
subfile of NIOSH toxic substances list, 08245 
Toxic substances control act— 
hearings, 06988 
Poland: 
economic trends and their implications for 
United States, 07883 
Income Tax Convention with Polish People’s 
Republic, 07080 
Polar regions, see Arctic regions. 
Police: 
International Criminal Police Organization, 
United States participation review — 
hearings, 07198 
neighborhood team policing, 07935 
police cars and energy conservation, 07929 
police educational characteristics and curricu- 
la, 07932 
police traffic services, 08236 
Political activity, see Politics. 
Political campaigns, see Elections. 
Political economy, see Economy. 
Politics: 
Federal employees’ political acitivties act-— 
hearings, 07309 
Federal employees’ political activities act— 
report, 07132 
Federal employees’ political activities act, 
documentary background, 07307 
political activities under Comprehensive em- 
ployment and training act, 06645 
Pollen: 
Normapolles pollen from Mississippi embay- 
ment, 07843 
Pollination, see Fertilization of plants. 
Polls, see Public opinion polls. 
Pollution: 
cleaning up Great Lakes, United States and 
Canada are making progress in controlling 
pollution from cities and towns, GAO re- 
port, 07812 
compilation of methodology used for measur- 
ing pollution parameters of landfill 
leachate, 07547 
evaluation of the strength and seakeeping abili- 
ty of pollution control barriers, 06657 
interim report on impact of Public Law 92-500 
on municipal pollution control technology, 
07571 


LPPSD technical information exchange docu- 
ment, 07596-9 

remote sensing of pollutants computerized 
reduction of long-path absorption data, 
08277 

symposium on low pollution power systems 
development, 07598 

see also Air pollution-Water poll 

Polymers and polymerization: 

El Dorado Micellar-Polymer Demonstration 
Project, description, 07462 

introduction to concrete polymer materials, 
07666 





Polyurethanes, see Urethanes. 
Poor: 
low-income groups not helped by Agency for 
International Development's Housing In- 
— Guaranty program, GAO report 
, 07712 
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Population, 06627 

census, supplementary report, 06597-9 

compilation of current data on total population 
between censuses — 

hearings, 07013 

current population reports, population charac- 

z teristics, 06621 

current population reports, population esti- 
mates and projections, 06624- 

current population reports, special studies, 
06622-3 


fact sheet, 08417 
Federal formula grant-in-aid programs that use 
population as factor in allocating funds, 
07018 
Scotlandville before highway, analysis of land 
use, population density and minority busi- 
ness before Scotlandville Bypass , 08457 
social and economic status of black popula- 
tion, 06623 
Strategy for balanced population growth and 
economic development — 
hearings, 07024 
summary of special censuses, 06629 
tabulations of population for State legislative 
apportionment or districting — 
hearings, 07011 
law, 06713 
report, 07146 
United States, estimates, 06624, 06628 
United States, estimates of population, 06625 
United States, illustrative projections of first 
births, 06626 
United States, trends and prospects, 06622 
use of current popuiation data in administra- 
tion of Federal laws — 
report, 07149 
Porcelain enamel, see Enamel. 
Porosity: 
effect of porosity on hydrostatic compression 
of ice, 07518 
Porphyries: 
blasting tests in porphyry copper deposit in 
preparation for in situ extraction, 08090 
Portage River: 
flood plains of Portage River, 
County, Mich., 07835 
Portland cement, see Cement. 
Ports: 
decpwater ports, 07865 
Portugal: 
United States policy toward Portugal — 
hearings, 06980 
Post cards: 
postcard voter registration — 
report, 06852 
Post Office and Civil Service Committee, House: 
committee print, 07018-20 
hearings, 07011-7 
report, 06829 
Post Office and Civil Service Committee, 
Senate: 
committee print, 07306-7 
hearings, 07308-9 
report, 07084, 07132, 07143-9 
Post offices: 
GAO's recommendation that 12,000 small post 
offices be closed-— 
hearings, 07016 
Postal service: 
air service instructions, 08496 
forecast of Postal Service self-sufficiency 
potential, GAO report, 07753 
sales of postal related items, report, 07019 
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Posters 
National Park Service, 08283 
Posts: 
post, electrical mechanical equipment, Federal 
item identification guide, 07357 
Potash 
mineral industry surveys, 08066 
Potatoes: 
distribution 
report, 07096 
golden nematode of potatoes and tomatoes, 
06526 
precutting seed potatoes for higher quality 
seed and greater returns, 06524 
Poughkeepsie, N.Y.: 
metalworking industries, industry wage survey 
report, 07980 
Poverty 
poverty status in 1969 and 1959 of persons and 
families, for States, SMSA's, central ci- 
ties, and counties, 06599 
selected vital and health statistics in poverty 
and nonpoverty areas of 19 large cities, 
08225 
Powder metallurgy, see Metallurgy. 
Powder River and Valley: 
proposed reservoir on Middle Fork of Powder 
River, draft environmental impact state- 
ment, 07860 
Power: 
automotive power systems contractors coor- 
dination meeting, summary report, 07597 
design and performance of no-single-failure 
control system for mini-Brayton power 
conversion system, 08172 
information on selected aspects of power 
operations of Tennessee Valley Authority, 
GAO report, 07817 
LPPSD technical information exchange docu- 
ment, 07596-9 
public works appropriations, 1976- 
hearings, 07199 
law, 06722 
pyroelectric power meter for measurement of 
low level laser radiation, 08209 
survey of Federal and electric utility procure- 
ments of power equipment, GAO report, 
07736 
symposium on low pollution power systems 
development, 07598 
systems engineering for power, status and 
prospects, proceedings, 07466 
Power meters, see Electric meters. 
Power plants, see also Electric power plants. 
Power resources 
Consumer energy act— 
hearings, 07219 
energy research appropriations, 1976—- 
hearings, 07199 
law, 06722 
energy statistics, supplement to summary of 
national transportation statistics, 08472 
report to Congress on foreign ownership, con- 
trol and influence on domestic energy 
sources and supply, 07651 
Standby energy authorities act-— 
law, 06705 
world energy resources, bibliography, 07481 
Pre-Cambrian period: 
changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 
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Precious stones: 
gem stones, mineral industry surveys, 08037-8 
gem stones, Minerals yearbook chapter, 08076 
Precipitation: 
precipitation-frequency atlas 
United States, 08266-75 
Precision instruments: 
gyroscopic systems and instruments of preci- 
sion mechanics, USSR study, 07914 
standard reference materials, description and 
use of precision thermometers for clinical 
laboratory, SRM 933 and SRM 934 , 08201 
Prediction: 
three-P sampling, annotated bibliography, 
07685 


of western 


Pregnancy: 
methadone and pregnancy, bibliography, 08247 
Preservation of food, see Food. 
President of United States: 
comparison of White House and Judiciary 
Committee transcripts of 8 recorded Pre- 
sidential conversations — 
hearings, 
Federal assistance for Presidential transitions, 
recommendations for changes in legisla- 
tion, GAO report, 07756 
impeachment of Richard M. Nixon, summary 
of information - 
hearings, 07008 
Presidential impeachment, minority memoran- 
dum on facts and law — 
hearings, 07006 
Presidential impeachment, White House staff 
and President Nixon's campaign organiza- 
tions, background memorandum — 
hearings, 07007 
Pressure vessels: 
investigation of fracture toughness, fatigue- 
crack growth, sustained-load flaw growth, 
and impact properties of 3 pressure vessel 
steels, 08143 
Price support, see Prices. 
Price sypports, see Prices. 
Price-Anderson act, see Indemnity. 
Prices: 
Consumer goods pricing act — 
report, 06827 
consumer price index, short description, 07968 
domestic crude oil pricing policy and related 
production, GAO report, 07695 
feed grains and cotton, target prices and loan 
figures — 
hearings, 06908 
improvements still needed in negotiating prices 
of noncompetitive contracts, GAO report, 
07708 


lower prices for consumers — 
law, 06687 
report, 07118 
milk pricing, 06516 
milk, quarterly adjustments of support prices — 
report, 06868, 06881 
petroleum allocation and pricing regulations 
for law enforcement agencies, 07931 
price stability and economic growth, 06759 
prices received by farmers for manufacturing 
grade milk in Minnesota and Wisconsin, 
08440 


pricing of publications sold to public, GAO re- 
port, 07724 
Pricing policy, see Prices. 
Primary grades, see Elementary education. 
Primates: 
nonhuman primates, usage and availability for 
biomedical programs, 08305 
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Printing: 
agency printing and duplicating operations 
need management improvements, GAO re- 
port, 07687 
Prints: 
American prints from wood, 08365 
Prisoners, see Prisons and prisoners. 
Prisons and prisoners: 
civil and human rights in Oregon State prisons, 
06637 
compendium of model correctional legislation 
and standards, 07928 
management by objectives, corrections - per- 
spective, 07934 
need for improved outreach efforts for 
veterans in prison or on parole, GAO re- 
port, 07717 
suggested energy conservation measures for 
courts and correctional institutions, 07930 
use of statutory authority for providing inmate 
release funds, GAO report, 07737 
Prisons Bureau: 
use of statutory authority for providing inmate 
release funds, GAO report, 07737 
Probabilities (mathematical): 
three-P sampling, annotated bibliography, 
07685 


Procurement, see Army Department-Government 
contracts-Government supplies. 
Production: 
Defense production act, amend- 
law, 06694-5 
report, 06855, 07115 
farm production costs — 
hearings, 07186 
production efficiency study on large-capacity, 
rubber-tired front-end loaders, 07667 
report on improving productivity of electric 
powerplants, 07649 
resource management can be improved by 
greater use of productivity techniques, 
GAO report, 07752 
ways of increasing productivity in maintenance 
of commercial-type vehicles, GAO report, 
07776 
Production credit associations: 
access to Federal district courts, enlarge-— 
law, 06726 
Productive capacity, see Industrial capacity. 
Productivity, see Production. 
Products, see Commercial products. 
Professional workers: 
defining terms executive, administrative, 
professional, and ide sal , 08506 
executive, administrative, professional and 
outside salesmen exemptions under Fair 
labor standards act, 08503 
national survey of professional, administrative, 
technical, and clerical pay, 07965 
Profit: 
causes of excessive profits on defense and 
space contracts, GAO report, 07804 
Prognostication: 





Project Independence: 
CT Panel on Project Independence 
Blueprint recommendations, 06667 
Project Independence Blueprint, transcript of 
public hearing, Seattle, Wash., 07644 
Property: 
corporate ownership and control, 07250 
Prophylaxis: 
prophylactic therapy of deep vein thrombosis 
and pul y embolism, proceedings, 
08235 


Proportions: 
three-P sampling, annotated bibliography, 
07685 





Propulsion: 
effects of propulsion-induced aerodynamic 
forces of vectoring partial-span rectangu- 
lar jet at Mach numbers from 0.40 to 1.20, 
08150 
Protective coatings, see Coating materials. 
Proteins: 
protein resources and technology, status and 
research needs, 08309 
Psychology: 
readings in industrial 
study, 07917 
Public address systems: 
interc ication and public address 
systems, Federal item identification guide, 
07370 


psychology, USSR 





Public Broadcasting Corporation: 

Board of Directors, nominations of W. Allan 
Wallis, Virginia Bauer Duncan, Robert S. 
Benjamin, Amos B. Hostetter, jr., Lucius 
Perry Gregg, jr., Lillie E. Herndon, and 
Donald E. Santarelli-— 

hearings, 07230 
Public broadcasting financing act of 1975-— 
law, 06733 
report, 06871 
Public buildings: 
alterations of Federal buildings — 
hearings, 07310 

Federal building construction prospectuses, 

proposals — 
report, 06801, 07171 

General Services Administration's methods for 
computing rent for Federally occupied 
buildings need further improvement, GAO 
report, 07775 

improved procedures needed for justifying 
lease acquisitions for Federal buildings, 
GAO report, 07772 

Public debt: 
limitation, temporary increase — 
report, 06816, 06841 
Treasury Department circular, 08481 -3 
Public Health Service: 
act, amend — 
hearings, 06987 
travel regulations, uniformed service, 07395 
Public information: 

HUD international information sources series, 

07855-7 
y of information for investigation of 








MFPG, detection, d , and prog 
08206 
Programming (planning): 
planning session on software engineering hand- 
book, report, 08210 
Programs, see Federal assistance programs. 
Project FAMOUS (French-American Mid-Ocean 
Undersea Study): 
preliminary LIBEC/FAMOUS cruise results, 
08322 
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grounds for Presidential impeachment — 
hearings, 07008 
Public lands: 
Federal property and administrative services 
act, amend -— 
hearings, 06954 
omnibus submarginal land transfers to Indian 
tribes — 
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Public opinion polls: 
polisters report on American consumers and 
businessmen — 
hearings, 06757 
Public property: 
acquisition of building in Laguna Niguel, 
Calif., in exchange for government-owned 
properties, GAO report, 07774 
Public service: 
more effective public 
framework, guide, 06642 
on giving a job, implementation and allocation 
of public service employment, 06748 
Public welfare: 
findings of 1973 AFDC study, financial circum- 
stances, 08226 
from welfare to self-sufficiency, assessment of 
work incentive program in Wayne Co., 
Mich., GAO report, 07702 
how they do it, illustrations of practice in ad- 
ministration of AFDC, 06589 
recommendations of public welfare study, in- 
come security for Americans, 06756 
studies in public welfare, issues in financing 
retirement income, 06761 
studies in public welfare, model income sup- 
plement bill, 06760 
Public works: 
appropriations, 1976, water and power develop- 
ment and energy research- 
hearings, 07199 
law, 06722 
employment act-— 
hearings, 07026 
report, 06890, 07163 
national public works 
07023, 07025 
national public works investment policy, 
strategy for balanced population growth 
and economic development -— 
hearings, 07024 
Public works and economic development act, 
status and implementation of title 10, Job 
opportunities program — 
hearings, 07027 
Public Works and Transportation Committee, 
House: 
hearings, 07026-30 
investigations and studies, authorization and 
expenses - 
report, 06785 
report, 06801, 06822, 06845-6, 06874, 06886, 
06889 
Public Works Committee, House: 
committee print, 07021-3, 07025 
hearings, 07024 
structure and function, 1883 to present, 07022 
Public Works Committee, Senate: 
committee print, 07311-2 
hearings, 07310, 07313, 07321 
report, 07099, 07108, 07116, 07171, 07178 
Publications 
available publications of USDA's Agricultural 
Marketing Service, 06512 
pricing of publications sold to public, GAO re- 
port, 07724 
Puerto Rico: 
compact of permanent 
States — 
hearings, 07273 
mineral industry, Minerals yearbook chapter, 
08078 
petroleum refineries, mineral industry surveys, 
08064 


service, legal 


investment policy, 


union with United 
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western, Mayaguez area, soil survey report, 


Puget Sound: 
type 16 flood insurance study, tsunami predic- 
tions for Monterey and San Francisco 
Bays and Puget Sound, 07534 
Pumice: 
mineral industry surveys, 08084-5 
Purchasing: 
buying for retail stores, bibliography, 08364 
Putnam County, Fla.: 
soil survey report, 08388 
PWR, see Reactors (atomic). 
Pyroelectricity: 
pyroelectric power meter for measurement of 
low level laser radiation, 08209 
Pyrophyllite: 
mineral industry surveys, 08104-5 


Q 


Quality assurance: 
quality assurance of media devices and cour- 
seware, 06541 
Quality control: 
standards activities of Federal agencies, guide, 


Quarries and quarrying: 
alibates flint quarries, 
08284 


general information, 


R 


Race problems: 
experience has taught us about racial disputes 
in high schools and colieges, 06673 
it isn’t easy for people caught up in racial 
dispute to find a way out, 06672 
Radar: 
detection of stationary targets in sea clutter 
using CW dual-frequency radar, 08327 
interpretation of young ice forms in Gulf of 
St. Lawrence using side-looking airborne 
radar and infrared imagery, 07511 
Radiation: 
experimental methods for charged-particle ir- 
radiations, proceedings, 07467 
Federal/State rediation control 
08338 
proceedings of special session on plant and 
equipment design features for radiation 
protection, 07457 
see also Electromagnetic radiation. 
Radiative cooling, see Cooling. 
Radio: 
partial revision of radio regulations, Geneva 
1959, final protocol, 07081 
Radio broadcasting: 
Public broadcasting financing act of 1975- 
law, 06733 
report, 06871 
Sports broadcasting act— 
hearings, 06991 
Radio communication: 
ications promotion of safety on 
Great Lakes by means of radio, agree- 
ment with Canada, 08422 
Radio frequencies: 
switches, RF transmission line and waveguide, 
Federal item identification guide, 07351 
Radio waves: 
radiowave resistivity measurements in 
northern Maine for identifying bedrock 
type, 07522 


legislation, 


telec 
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Radioactive substances: 
American national standard N540, classifica- 
tion of radioactive self-luminous light 
sources, 08197 





tive ls in underground coal 
mines, evaluation, 08115 
transportation of radioactive material by pas- 
senger aircraft, 06747 
Radioactive waste disposal: 
improvements needed in land disposal of 
radioactive wastes, GAO report, 07823 
isolating high-level radioactive waste from en- 
vironment, GAO report, 07807 
Radon: 
evaluation and control of radon daughter 
hazards in uranium mines, 08241 
monitoring radon 222 content of mine waters, 
08116 
Rail terminals, see Terminals (transportation). 
Railroad accidents: 
railroad accident investigation summary re- 
port, 08353 
railroad employee accident investigation re- 
port, 08359-60 
railroad/highway accident report NTSB-RHR 
series, 08316 
Railroad cars: 
rental of railroad rolling stock by foreign cor- 
porations — 
report, 06891 , 07153 
Railroad employees: 
new Railroad retirement act, questions and an- 
swers, 07301 
railroad employee accident investigation re- 
port, 08360 
Railway labor act and current railway labor- 
management dispute, 06981 
retirement and survivor benefits for workers 
and their families, 08340 
unemployment and sickness benefits for rail- 
road workers, 08341 
Railroad labor act, see Railroad employees. 
Railroads: 
automation of railroad shunting yards, USSR 
study, 07918 
branch line and rural commuter lines — 
hearings, 07228 
emergency rail passenger service — 
report, 86 
Federal railroad safety act, amend- 
report, 06821 
information available on estimated costs to 
rehabilitate Nation's railroad track and 
summary of Federal assistance to indus- 
try, 07821 
information on loan guarantee programs under 
Rail passenger service act and Regional 
rail reorganization act, GAO report 
7810 


Rail revitalization and regulatory reform act— 
report, 06883 
see also Railroad employees. 
Rain: 
influence of rainfall and ancient landslide 
deposits on recent landslides in urban 
areas of Contra Costa County, Calif. , 
07827 
Rainfall, see Rain. 
Rankin cycles: 
rankin engines, advanced automotive power 
systems contractors coordinati ting, 
07596 





Ransom County, N.Dak.: 
Sheyenne National Grassland area, soil survey 
report, 08390 
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Rare earths: 
elements, mineral industry surveys, 08086 
minerals and metals, Minerals yearbook 

chapter, 08082 

RAWARC (radar and warning coordination tele- 

typewriter circuit), see Warning systems. 

REA, see Rural Electrification Administration. 

Reactor fuels: 
development of input data to energy code for 

analysis of reactor fuel bundles, 07468 
fuel management codes for fast reactors, 

7464 

Reactors: 
analysis of carbon-l4 and tritium in reactor 

stack gas, 07554 

Reactors (atomic): 

advanced nuclear 


reactors, introduction, 


hot-gas-recycle 
mathematical 


deactivation in 
reactors, 


catalyst 
methanation 
model, 07503 

effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and super- 
heated walls, 07469 

energy balance in large 


installations of 


Tokamak type, 07473 
fuel management codes for fast reactors, 
07464 


nuclear reactors built, being built, or planned 
in United States, as of June 30, 1975, 
07507 

standards for calculating strength of reactor 
components, steam generators, vessels, 
and piping of atomic power stations, test 
and research reactors, and installations, 
07472 

system for incident detection and core surveil- 
lance for fast reactor, 07463 

Reading: 

assessment of reading activities funded under 
Federal program of aid for educationally 
deprived children, GAO report, 07797 

national reading improvement program, 


Real estate: 
settlement procedures act, amend— 
hearings, 07211 
law, 06745 
report, 06850 
REC, see Reclamation Bureau. 
Recession, see Business recession. 
Reclamation Bureau: 
field laboratories, survey, 08346 
managing recreation facilities at reservoirs, 
GAO report, 07714 
more effective procedures are needed for 
establishing payment terms and develop- 
ment periods for irrigation projects, GAO 
report, 07818 
REC-ERC, 08345 
REC-ERC series, 08346 
REC=ERC series, 08344 
Reclamation of land: 
Federal projects water and land resource ac- 
complishments, 08342 
Federal projects, water and land resource ac- 
complishments, 08343 
Federal reclamation policy, Westlands Water 
District, will family farm survive in Amer- 


ica-— 
hearings, 07320 
land at river's end, Copper River delta, 07681 
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Reclamation of land—Con. 

making multiple use decisions, 07991 

operation and maintenance of existing recla- 
mation projects — 

hearings, 07269 
Reclamation authorization act— 
report, 06862 
Small reclamation projects act, amend — 
law, 06723 
report, 07151 

tax exempt status of obligations used to pro- 

vide certain irrigation facilites - 
law, 06706 
tax exempt status of obligations used to pro- 
vide certain irrigation facilities - 
report, 07168 
Reclamation projects, see Reclamation of land. 
Recordings, see Sound recordings. 
Records: 

Federal reporting and recordkeeping as it af- 

fects small businesses -— 
hearings, 07316 

what every employer needs to know about 

OSHA recordkeeping, 07986 
Recreation: 

America’s park and 
chronology, 08333 

design guidelines for recreational roads, 07527 

indoor recreation areas, authorize develop- 
ment — 

report, 07098 

managing recreation facilities at Bureau of 
Reclamation reservoirs, GAO report, 
07714 

Recruiting and enlistment: 
take a look at all the things you've been taking 
for granted in the Army, 06577 
Recycle operations (chemical technology): 
catalyst deactivation in  hot-gas-recycle 
methanation reactors, mathematical 
model, 07503 

updated cost evaluation of metal and mineral 
recovery process for treating municipal in- 
cinerator residues, 08042 

Reed, Travis Edwin: 

nomination — 

hearings, 07230 

Reefs: 

how to build marine artificial reefs, 08261 
Reenlistment, see Recruiting and enlistment. 
Refineries, see Petroleum refineries. 
Refraction: 

theoretical study of refraction effects on noise 
produced by turbulent jets, 08124 

Refugees: 

Indochina, Cambodi and Viet 

gee children assistance program — 
report, 06877 

review of preliminary estimates of evacuation 
costs, temporary care, and resettlement 
costs of Viet and Cambodian refu- 
gees, GAO report, 07767 

Somalia, activities related to resettlement of 
refugees, 07200 

Refuse, see Waste products. 
Registers: 

awards register, grants assistance programs, 
07540 

United States civil aircraft register, 07617 

Registration: 

Federal pesticide registration program, is it 
protecting the public and environment 
adequately from pesticide hazards, GAO 
report, 07820 


recreation heritage, 


, refu- 
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postcard voter registration — 
report, 06852 
Regulatory agencies, see Government offices. 
Rehabilitation: 
information available on estimated costs to 
rehabilitate Nation's railroad track and 
summary of Federal assistance to indus- 
try, 07821 
Rehabilitation of the disabled: 
Rehabilitation act, amend — 
report, 06879 
Reimbursement: 
reimbursements from foreign governments for 
military personnel services provided under 
Foreign military sales ict, GAO report, 
07731 
Relief work: 
regional disaster response operations, 07853 
Remote control: 
subsonic stability and control derivatives for 
unpowered, remotely piloted 3/8-scale F-15 
airplane model obtained from flight test, 
08185 
Remote sensing: 
acquisition of satellite data, agreement with 
Zaire, 08431 
remote sensing of pollutants computerized 
reduction of long-path absorption data, 
08277 


Renal diseases, see Kidneys. 
Renegotiation, see Government contracts. 
Renegotiation Board: 

annual report, 08348 

appropriations, 1976— 

hearings, 07196 

causes of excessive profits on defense and 

space contracts, GAO report, 07804 
Rent: 

General Services Administration's methods for 
computing rent for Federally occupied 
buildings need further improvement, GAO 
report, 07775 

low rents charged at personnel quarters of 
Veterans Administration Hospital, Hines, 
Ill., GAO report, 07711 

railroad rolling stock, rental by foreign cor- 
porations — 

report, 06891 , 07153 
Rental Accomodations Commission: 
establish, District of Columbia — 
hearings, 06934 
Reorganization of Government activities, see 
Government reorganization plans. 
Repairing: 

electric motor and generator repair, 06580 

examination into administration of Air Force 
indicator repair contracts with Pantronics, 
Inc., GAO report, 07799 

Repairs, see Repairing. 
Repatriation: 
temporary assistance for 
returned from abroad — 
report, 07101 
Reproducing instruments, see Sound recording 
and reproducing equipment. 
Republic of Guinea, see Guinea. 
Requisitions: 
MILSBILLS, military standard billing system, 
07398-403 
Rescue operations, see Search and rescue opera- 
tions. 
Rescue work, see also Search and rescue opera- 
tions. 


U.S. citizens 
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Research: 
balanced program plan, analysis for biomedical 
and environmental research, 074 
Beef research and consumer information act — 
report, 06867, 07117 
energy research appropriations, 1976— 
hearings, 07199 
law, 06722 
in-depth investigation into independent 
research and development and bid and 
proposal programs, GAO report, 07723 
protein resources and technology, status and 
research needs, 08309 
resources for health R & D report, 08249 
soybean research in Soviet Far East, USSR 
study, 07903 
summary of awards under supplementary sol- 
icitation for interdisciplinary research, 
fiscal year 1975 program of university 
research, 
today’s R & D, building base for better trans- 
portation, 08480 
Research and Development Office: 
Environmental Protection Agency, overview 
inquiry, 07312 
Reserve components of Armed Forces: 
facilities construction, appropriations, 1975— 
hearings, 06918 
facilities construction, appropriations, 1976- 
hearings, 06915 
report, 06844 
facilities construction, authorization, 1976- 
report, 07109 
military construction 
authorization— 
report, 06835 
personnel strength for 1976, authorization — 
report, 
reserve call-up— 
hearings, 07206 
Reserve Officers’ Training Corps: 
Army ROTC facts, 06572 
Reservoirs: 
managing recreation facilities at Bureau of 
Reclamation reservoirs, GAO _ report, 
07714 
Resettlement: 
review of preliminary estimates of evacuation 
costs, temporary care, and resettlement 
costs of Viet and bodian refu- 
gees, GAO report, 07767 
Residences, see Houses. 
Resins: 
application of exchange resins for treatment of 
textile dye wastes, 07578 
Resistance, see Electric resistance. 
Resources, see Natural resources. 
Respiration: 
visual evoked responses and EEGs for divers 
breathing hyperbaric air, assessment of in- 
dividual differences, 08002 
Responses (physiological), see 
reactions. 
Restoration: 
nutrient inactivation as 
procedure, 07550 
Retail trade: 
buying for retail stores, bibliography, 08364 
census, area statistics, 06600- 1 
census, major retail centers in standard 
metropolitan statistical areas, 06602-10 
census, miscellaneous subjects, 06611 
census, subject series, 06611 
retailing, bibliography, 08363 


appropriations, 1976, 





Physiological 


lake restoration 
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Retirement: 
allotments and assignments of payments from 
civil service retirement annuities — 
law, 
report, 07144 
Federal employees’ life insurance value after 
retirement — 
hearings, 07017 
fiduciary standards, Employee retirement in- 
come security act, 07937 
financing retirement income, issues, 06761 
individual retirement accounts — 
hearings, 07051 
retirement and survivor benefits for railroad 
workers and their families, 08340 
see also Civil service pensions-Pensions-Rail- 
road employees. 
Revenue: 
Revenue adjustment act— 
report, 06891, 07153 
unemployment compensation program costs 
and tax revenues, 07063 -— 
report, 06892 
see also Revenue sharing. 
Revenue sharing: 
civil rights aspects of general revenue shar- 


ing- 
hearings, 07005 
general revenue sharing program — 
hearings, 06754 
State and local revenues, 06507 
Revision of Federal Court Appellate System 
Commission: 
increase appropriations and extend time for re- 
port— 
hearings, 06999 
Revolutions: 
scientific and technological revolution and for- 
mation of new man, USSR study, 07894 
Rewards (prizes, etc.): 
awards register, grants assistance programs, 
7. 


nineteen seventy-five annual aviation 
mechanic safety awards program, 07613 
summary of awards under supplementary sol- 
icitation for interdisciplinary research, 
fiscal year 1975 program of university 
research, 08466 
USSR state prizes in science and engineering, 
USSR study, 07919 
RF, see Radio frequencies. 
Rhenium: 
mineral industry surveys, 08094 
mineral industry, Minerals yearbook chapter, 
08083 
Rhode Island: 
changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 
landings, 08255 
Rice: 
production act— 
report, 07159 
Soviet rice research, USSR study, 07921 
Richland County, N.Dak.: 
soil survey report, 08390 
Rigging: 
airdrop of supplies and equipment, rigging 
containers, 06583 
Rings: 
rings, wiping and sealing, Federal item identifi- 
cation guide, 07345 
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River Rouge, Mich.: 
railroad employee accident investigation re- 
port, 08360 
Rivers 
Wild and scenic rivers act, amend- 
hearings, 07276-7 
wild and scenic rivers systems, authorized by 
Public law, 08335 
Rivets: 
rivets, rivet caps, and collars, Federal item 
identification guide, 07342 
Roads and highways: 
Alaska highway repair - 
report, 07178 
apportionment of funds for national system of 
interstate and defense highways - 
report, 06889 
comparison of performance of all-bituminous 
concrete and reduced subgrade strength 
highway pavement test sections under 
freezing conditions, 07526 
design guidelines for recreational roads, 07527 
development and evaluation of incident detec- 
tion algorithms on electronic detector 
systems on freeways, 08462 
Federal-aid highway act— 
hearings, 07029-30 
report, 06874 
freeway on-ramp traffic-responsive control 
methodology, 08463 
highway design, construction, 
tenance, 07662 
highway projects environmental statements — 
report, 06795 
Highway safety act, 1974 report on activities - 
document edition, 06772 
highway safety program manual, 08236-7 
increasing federal matching share for highway 
construction — 
report, 07099 
managing highway maintenance, training guide 
and catalog, 07663 
mission 66 bypass at Vicksburg, completion— 
report, 07128 
railroad/highway accident report NTSB-RHR 
series, 08316 
reconstruction of Alaska highway in Canada— 
law, 06689 
report, 06846 
Scotlandville before highway, analysis of land 
use, population density and minority busi- 
ness before Scotlandville Bypass , 08457 
thermodynamics of bridges, roadways, and 
runways, 08458 
transferable forest access road credits — 
law, 06696 
report, 06845 
Rock, see Rocks. 
Rock County, Wis.: 
soil survey report, 08391 
Rock drills, see Drills. 
Rockets: 
booster rocket guidance system, USSR study, 
07892 
warheads, rockets, launchers, and com- 
ponents, Federal item identification guide, 
07389 
Rockland County, N.Y. 
area wage survey report, 07951 
Rocks 
Bureau of Mines test procedures for rocks, 
08040 


and main- 
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Cambrian and Ordovician rocks of southern 
Arizona and New Mexico and western- 
most Texas, 07844 

changes in nomenclature of upper Precambrian 
to lower Paleozoic (?) formations in 
Natick quadrangle, eastern Mass., and 
their tentative correlations with rocks in 
Rhode Island and Connecticut, 07831 

rapid analysis of silicate, carbonate, 
phosphate rocks, 07832 

serrated soft-rock cut slopes, 07668 

testing bulk compressive strength of rocks, 
USSR study, 07889 

Rodenticides: 

Federal insecticide, fungicide, and rodenticide 

act, amend — 
report, 06851 
Rods: 

metal bars, rods, wires, sheets, plates, and 
shapes, Federal item identification guide, 
07348 

Rolling stock, see Railroad cars. 
Rome, N.Y.: 

frost penetration measurements at USAF in- 
trusion sensor site, Rome, N.Y., 07519 

household moving and storage, industry wage 
survey report, 07978 

Roofing: 

preliminary performance criteria for 

minous membrane roofing, 08194 
Roofs: 

state-of-art of structural test methods for 
walls, floors, roofs, and complete 
buildings, 08195 

Rotation: 

Monte Carlo calculations of diatomic molecule 
gas flows including rotational mode ex- 
citation, 08167 

ROTC, see Reserve Officers’ Training Corps. 
Rotors: 

design and preliminary test of blade tip air 
mass injection system for vortex modifi- 
cation and possible noise reduction on 
full-scale helicopter rotor, 08142 

effects of 4 inlet and outlet tip-annulus-area 
blockage configurations on performance 
of axial-flow fan rotor, 08182 

Rubidium: 
mineral industry surveys, 08023-4 
Rudolph, Wilma: 
USIA film, Wilma Rudolph olympic champion, 
make available — 
report, 06854 
Rules and Administration Committee, Senate: 
hearings, 07315 
report, 07092-5, 07103-6, 07125, 07141 
Rules Committee, House: 
report, 06809, 06821, 06893, 06898 
reports, consideration — 
re , 
Runways (aeronautics): 
thermodynamics of bridges, roadways, and 
runways, 08458 
Rural communities: 
impact of transportation policies — 
hearings, 06906 

rural development literature, annotated bibliog- 
raphy, 08191 

student originated studies projects, 08310 

transportation in countryside, needs 
problems, 06911 

Rural development programs: 

Consolidated farm and rural development act, 

amend — 
report, 06808 


and 


bitu- 


and 
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Rural electricity, see Electricity. 
Rural Electrification Administration: 
materials acceptable for use on teiephone 
systems of REA borrowers, list, 083«9-50 
REA bulletin, 08351, 08351 
report of Administrator, 08352 


§ 


Sac and Fox Indians: 
judgment fund distribution act- 
hearings, 06968 
law, 06731 
report, 06870, 07157 
Sacramento, Calif.: 
area wage survey, 07956 
urban atlas, tract data for standard 
metropolitan statistical areas, 06633 
Safety: 
auto safety program, identifying defects and 
recalling defective vehicles, GAO report, 
07809 


Safety of life: 
Coast Guard Boating safety circular, 06654 
contributions of advisory groups to Federal 
motor vehicle and traffic safety programs, 
GAO report, 07808 
cosmetic safety amdts.- 
hearings, 07288 
crash cushions, selection, criteria, and design, 
07657 
evaluation and control of radon daughter 
hazards in uranium mines, 08241 
Federal agency occupational safety and health 
programming, 08330 
Federal boat safety act, amend— 
report, 06848 
Federal motor carrier safety regulations, 08118 
Federal railroad safety act, amend- 
report, 06821 
Highway safety act, 1974 report on activities — 
document edition, 06772 
highway safety program manual, 08236-7 
highway safety program standard, 07662 
improved procedures needed for implementing 
safety recommendations, GAO report, 
07811 
improvements needed in planning and using 
motor vehicle safety research, GAO re- 
port, 07707 
National traffic and motor vehicle safety act, 
1974 report on activities — 
document edition, 06772 
Natural gas pipeline safety act, amend- 
hearings, 06984 
need to improve benefit-cost analyses in 
setting motor vehicle safety standards, 
GAO report, 07720 
new look at pedestrian safety, 08238 
nineteen seventy-five annual aviation 
mechanic safety awards program, 07613 
Occupational safety and health act, amend- 
hearings, 07299 
report, 06843 
Occupational safety and health act, effects of 
administration on small business — 
hearings, 07041 
occupational safety and health, general indus- 
try standards and interpretations, 08331 
occupational safety and health, maritime stan- 
dards and interpretations, 08332 


safety during construction of concrete 





buildings, status report, 08196 


telecommunications promotion of safety on 
Great Lakes by means of radio, agree- 
ment with Canada, 08422 

training manual for inspection for decent, safe, 
and sanitary housing, 07672 

worker protection must be insured when em- 
ployers request permission to deviate 
from safety and health standards, GAO 
report, 07795 

Safety Office: 

railroad accident investigativuin, summery 
port, 08353-8 

railroad employee accident investigation re- 
port, 08359-60 

Safety officers: 
Public safety officers benefits act- 
hearings, 07003 
Saginaw, Mich.: 
area wage survey, 07955 
Sailing directions: 

Philippine Islands, central islands, including 
eastern Negros, southern Samar, and 
northern Mindanao, 07406 

and western and northeast 


re- 


Soenda Strait 


coasts of Borneo and off-lying islands, 
07405 
Saint Croix National Scenic Riverway: 
master plan, draft environmental statement, 
07861 


Saint Elizabeth Seton Day, National, see Special 
days, weeks, etc.. 
Saint Lawrence Seaway Development 
Corporation: 
audit of financial statements, GAO report, 
07689 
Saint Lawrence, Gulf of: 
interpretation of young ice forms in Gulf of 
St. Lawrence using side-looking airborne 
radar and infrared imagery, 07511 
Salaries: 
Attorney General, remain as prescribed on 
Jan. 1, 1969- 
report, 07084 
national survey of compensation, 1975, en- 
gimeers and scientists in research and 
development, 07490 
Salem, Oreg.: 
soil compaction in Salem District, effects and 
observations, 07992 
Sales: 
commodity line sales, census of wholesale 
trade, 06619 
Salesmen and salesmanship: 
defining terms executive, administrative, 
professional, and outside salesman, 08506 
executive, administrative, professional and 
outside salesmen exemptions under Fair 
labor standards act, 08503 
Salmon: 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Salt: 
mineral industry surveys, 08097 
Salt Lake City, Utah: 
economic impact of Federal budget — 
hearings, 07213 
Salzer Creek: 
flood hazard analyses, Coal Creek, Lewis 
County, Wash., 08371 
Samar: 
sailing directions, 07406 
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Sampling: 
improvements still needed in coal mine dust- 
sampling program and penalty assess- 
ments and collections, GAO report, 07824 
three-P sampling, annotated bibliography, 
07685 


San Antonio, Tex.: 
urban atlas, tract data for standard 
metropolitan statistical areas, 06634 
San Diego, Calif.: 
low-income neighborhoods 
06598 
problems in work incentive program in Los 
Angeles and San Diego, GAO report, 
07783 


in large cities, 


San Francisco Bay: 
type 16 flood insurance study, tsunami predic- 
tions for Monterey and San Francisco 
Bays and Puget Sound, 07534 
San Jose, Calif.: 
low-income neighborhoods 
06598 
Sand 
mineral industry surveys, 08098-9 
Sanitary fills: 
compilation of methodology used for measur- 
ing pollution parameters of landfill 
leachate, 07547 
sanitary landfill stabilization with leachate 
recycle and residual treatmem, 07561 
Sanitation: 
plumbing, heating, and sanitation equipment, 
Federal item identification guide, 07361 
Santa Clara County, Calif.: 
eastern, soil survey report of area, 08376 
Santa Monica Mountains and Seashore Urban 
National Park: 
establish — 
report, 07175 
Santarelli, Donald E.: 
nomination — 
hearings, 07230 
Sardines: 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Satellites: 
remote sensing, acquisition of satellite data, 
agreement with Zaire, 08431 
study of lower stratospheric thermal structure 
and total ozone from Nimbus-4 IRIS, 
08184 
Saturn (planet): 
near-infrared spectra of Jupiter, Saturn, and 
Uranus, 08130 
Saudi Arabia: 
economic cooperation, agreement, 08430 
mineral industry, 08073 
SBA, see Small Business Administration. 
Scallops: 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Scattering: 
computer simulation of aircraft-based dif- 
ferential absorption and scattering system 
for retrieval of SO2 vertical. profiles, 
08162 


in large cities, 


shipboard oil-in-water content monitor based 
on light scattering at ninety degrees, 06664 
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Schenectady, N.Y.: 
area wage survey advance report, 07941 
area wage survey report, 07942 
School buildings: 
Navy's actions to acquire dependents school 
building in Athens, Greece, GAO report, 
07716 
School buses: 
collision of Southern Railway work train with 
Polk District school bus at Aragon, Ga., 
08316 
School lunches: 
National school lunch act, amend — 
report, 06830, 07110 
Schools, see also Elementary schools. 
Science: 
application to crime control, oversight - 
hearings, 07038 
National Science Foundation education pro- 
grams, oversight — 
hearings, 07039 
projects in higher education, 08308 
science and the challenges ahead, 08307 
scientific monograph series, 08301 -2 
USSR state prizes in science and engineering, 
USSR study, 07919 
Science Advisory Conference, White House, see 
White House Science Advisory Conference. 
Science and Astronautics Committee, House: 
committee print, 07031 
hearings, 07032 
Science and Technology Committee, House: 
committee print, 07033-4 
hearings, 07035-9 
Scientists: 
national survey of compensation, 1975, en- 
gineers and scientists in research and 
development, 07490 
Office of Chief scientist annual report, 08299 
Scotlandville, La.: 
Scotlandville before highway, analysis of land 
use, population density and minority busi- 
ness before Scotlandville Bypass , 08457 
Scrubbers: 
entrainment separators for scrubbers, 07572 
Sea, see Ocean. 
Sea food: 
fish meal, salmon, bottom fish, clam, oyster, 
sardine, scallop, herring, and abalone seg- 
ment of canned and preserved fish and 
seafood processing industry point source 
category, 07542 
Sea laws, see Maritime law. 
Seafood, see Sea food. 
Seafreeze Atlantic (fishing vessel): 
employment of foreign citizens, authoriza- 
tion- 
law , 06692 
Seals (animals): 
Convention for Conservation of Antarctic 
Seals, 07082 
Search and rescue operations: 
national search and rescue manual, addendum, 
06650, 06665 
Seattle, Wash.: 
Project Independence Blueprint, transcript of 
public hearing, 07644 
Secondary education: 
Elementary and secondary education act, 
amend -— 
report, 07083 
Secondary schools, see High schools. 
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Secretaries: 
access of service Secretaries to military infor- 
mation — 
hearings, 06950 
Secretary of Senate, see Senate. 
Secretary of Treasury, see Treasury Department. 
Securities and Exchange Commission: 
appropriations, 1976— 
hearings, 07196 
Seeds: 
precutting seed potatoes for higher quality 
seed and greater returns, 06524 
Seismology: 
microprofiling seismic system, USSR study, 
07909 


Selenium: 
mineral industry surveys, 08100 
Senate: 
document, 07064-72, 07072-9 
executive document, 07080-2 
Federal regulation of lobbying act, difficulties 
in enforcement and administration, GAO 
report, 07754 
impeachment trials, procedure and guidelines, 
07064 


majority and minority leaders of Senate, print 
as Senate document -— 
report, 07105 
report — 
public bill, 07083-178 
Sensing, see Detection. 
Sensors: 
design and evaluation of sensor fail-opera- 
tional control system for a digitally con- 
trolled turbofan engine, 08135 
frost penetration measurements at USAF in- 
trusion sensor site, Rome, N.Y., 07519 
Separation (military): 
urgent need for Department of Defense mar- 
ginal performer discharge program, GAO 
report, 07746 
Separation processes: 
improved liquid-solids separation by aluminum 
compound in activated sludge treatment, 
07560 
Separators: 
entrainment separators for scrubbers, 07572 
evaluation of Coast Guard oil-water separator 
and monitor systems, 06656 
Servants: 
data available to measure impact of minimum 
and overtime wage provisions of Fair 
labor standards act on working parents 
employing domestic service workers as 
babysitters, GAO report, 07793 
Service industries, see Service trades. 
Service stations: 
petroleum marketing problems, phase 4 oil 
regulations — 
report, 06778 
Service trades: 
census, selected 
Statistics, 06613 
census, selected service industries, subject se- 
ries, 06614-7 
service industries 
Statistics, 06612 
Sewage: 
development of on-shore treatment system for 
sewage from watercraft waste retention 
system, 07584 
Shackleford Bank, N.C.: 
vegetation and ecological processes, 08302 


service industries, area 


census, selected area 
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Shape (metal): 
metal bars, rods, wires, sheets, plates, and 
shapes, Federal item identification guide, 
07348 
Shapers (tools): 
planers and shapers, industrial plant equipment 
handbook, 07335 
Sheep: 
Indiana, sheep and lambs, sheep and lambs on 
feed down 6 percent, U.S. off 22 percent, 
08438 
sheep and lambs on feed, 7 selected States, 
08442 


Sheep Mountain area: 
designate as wilderness area— 
hearings, 07272 
Sheet glass, see Glass. 
Sheet metal: 
metal bars, rods, wires, sheets, plates, and 
shapes, Federal item identification guide, 
07348 
Shellfish: 
fisheries, landings, 08258 
Gulf fisheries, landings, 08260 
Rhode Island landings, 08255 
South Atlantic fisheries, landings, 08259 
South Carolina landings, 08256 
Texas landings, annual summary, 08257 
Shells (structural): 
shear-flexible finite-element models of 
laminated composite plates and shells, 
08153 
Sheyenne National Grassland: 
soil survey report of area, 08390 
Shiawassee River: 
flood plains of South Branch, Livingston 
County, Mich., 07836 
Shipbuilding: 
government support of shipbuilding industrial 
base, GAO report, 07800 
shipbuilding technology in developing offshore 
equipment to exploit riches of world 
ocean, USSR study, 07924 
Shipping: 
Intercoastal shipping act, amend — 
hearings, 07222 
non-national-flag ocean shipping rates — 
hearings, 07223 
occupational safety and health, maritime stan- 
dards and interpretations, 08332 
Ships: 
ship and marine equipment and hardware, 
Federal item idZentification guide, 07379 
vessel inventory report, U.S. flag dry cargo 
and tanker fleets, 07999 
Shoaling: 
design for wave protection, flood control, and 
prevention of shoaling, Cattaraugus Creek 
Harbor, N.Y., hydraulic model investiga- 
tion, 07535 
Shock (mechanical): 
comparison of measured and predicted sphere 
shock shapes in hypersonic flows with 
density ratios from 4 to 19, 08161 
mean flow field and surface heating produced 
by unequal shock interactions at hyper- 
sonic speeds, 08164 
Shock tubes: 
incident shock-wave characteristics in air, 
argon, carbon dioxide, and helium in 
shock tube with unheated helium driver , 
08166 
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Shock waves: 
incident shock-wave characteristics in air, 
argon, carbon dioxide, and helium in 
shock tube with unheated helium driver , 
08166 
Shoreline areas: 
construction and stabilization of coastal 
foredunes with vegetation, Padre Island, 
Tex., 07510 
Shortages, see Supply and demand. 
Shot 
proposed use of steel shot for hunting water- 
fowl in United States, final environmental 
statement, 07680 
Shunts: 
automation of railroad shunting yards, USSR 
study, 07918 
Sickle cell anemia, see Anemia. 
Siding 
wood siding, installing, finishing, maintaining, 
06522 
Sierra National Forest: 
Kaiser Ridge wilderness study - 
hearings, 07266 
Sierra Nevada 
Mount Abbot quadrangel, analytic data, 07842 
Sight 
visual evoked responses and EEGs for divers 
breathing hyperbaric air, assessment of in- 
dividual differences, 
Silbert, Earl J.: 
nomination - 
hearings, 07283-4 
Silicates: 
rapid analysis of silicate, 
phosphate rocks, 07832 


carbonate, and 
Silt: 
silt removal from lake bottom, 07549 
Silver 
mineral industry surveys, 08039 
Silverware: 
census of manufactures, 06593 
Simulation: 
computer simulation of aircraft-based dif- 
ferential absorption and scattering system 
for retrieval of SO2 vertical profiles, 
08162 
effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and super- 
heated walls, 07469 
Simulators: 
procurement of ground simulators for naviga- 
tor training by Air Force, GAO report, 
07729 
Sinai 
early warning system in Sinai, implement— 
hearings, 07243 
Sinks 
sources and sinks of energy in lower thermo- 
sphere, 08278 
sources and sinks of water vapor in strato- 
sphere, 08279 
Sitka, Alaska: 
geologic reconnaissance of proposed powersite 
on Maksoutof River, 07826 
Skirts 
aprons, dresses, and skirts, 
identification guide, 07366 


Federal item 
Skull 
main morphological distinctions of brain and 
cranial nerves of dolphins and other 
cetaceans, USSR study, 07922 
Skylab, see Space stations. 
Slip laws, see Law. 
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Slopes: 
serrated soft-rock cut slopes, 07668 
Sludge: 
improved liquid-solids separation by aluminum 
compound in activated sludge treatment, 
07560 
treatment of textile wastewater by activated 
sludge and alum coagulation, 07563 
Small business, see Business. 
Small Business Administration: 
appropriations, 1976— 
hearings, 07196 
free management 
08362 
SBA investigation report — 
hearings, 06921 
small business bibliography, 08363-4 
what it is, what it does, 08361 
Small Business Committee, House: 
hearings, 07040 
Small Business, Permanent Select Committee on, 
House: 
hearings, 07041-2 
report, 06778, 06780 
Small Business, Select Committee on, Senate: 
annual report, 07088 
hearings, 07316-21 
report, 07088 
Smithsonian Institution: 
appropriations, 1976—- 
law, 06707 
report, 06865 
contributions to botany, 08366-7 
contributions to zoology, 08368-9 
museum support facilities, planning 
authorize — 
report, 06813 
operations of John F. Kennedy Center for Per- 
forming Arts, GAO report, 07749 
site reservation — 
report, 06812 
Smoking: 
directory of on-going research in smoking and 
health, 06635 
Snow: 
control of snow and ice on missile fields, 
07523 
USA CRREL snow and ice testing equipment, 
07516 


Soapstone: 
mineral industry surveys, 08104-5 
Social and Rehabilitation Service: 
better controls needed for health maintenance 
organizations under Medicaid in Califor- 
nia, GAO report, 07691 
improv t ded in Medicaid program 
management including investigations of 
suspected fraud and abuse, GAO report, 
07792 
Social sciences: 
social science and your career, 07987 
Social security: 
act. amend-— 
report, 07101 
act, amend -— 
hearings, 06987 
future directions in social security - 
hearings, 07180 
hearings and appeals — 
law, 06742 
report, 07155 
legislation — 
hearings, 06899 


assistance publications, 


for, 
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—Con. 
ocial Security Financing, report, 


Social securit 
Panel on 
07237 
Social Security Administration: 
lengthy delays in processing of overpayments 
under part A of Medicare program may 
result in losses of millions of dollars, 
GAO report, 07825 
Socialism: 
U.S. trade status with Socialist countries, 
07447 
Society: 
society's responsibilities to elderly — 
hearings, 06900 
Socioeconomics: 
syncrisis, dynamics of health, analytic series 
on interactions of health and 
socioeconomic development, 07850 
Sodium: 
compounds, mineral industry surveys, 08101 
Soenda Strait: 
sailing directions, 07405 
Software, see Computer programs/programming. 
Soil conservation: 
erosion control with wood chips on newly 
graded areas, 07669 
serrated soft-rock cut slopes, 07668 
Soil Conservation Service: 
conservation highlights, summary of activities, 
08370 
Soils: 
soil compaction in Salem District, effects and 
observations, 07992 
soil survey report— 
Adams County, Colo., 08372 
Coal County, Okla., 08373 
Dakota County, Nebr., 08374 
Dawson County, Mont., 08375 
eastern Santa Clara area, California, 08376 
Estill and Lee Counties, Ky., 08377 
Guthrie County, lowa, 08378 
Henrico County, Va., 08379 
Hughes County, S. Dak., 08396 
Lipscomb County, Tex., 08380 
Madison County, Iowa, 08381 
Martin County, Tex., 08382 
Mayaguez area of western Puerto Rico, 
08383 
Mescalo-Apache area, New Mexico, 
northeastern Otero County, 08384 
Minidoka area, Idaho, 08385 
Montgomery County, Miss., 08386 
Nobles County, Minn., 08387 
Ocala National Forest area, Florida, parts of 
Marion, Lake, and Putnam Counties, 
08388 
Oliver County, N.Dak., 08389 
Richland County, and Sheyenne National 
Grassland area of Ransom County, 
N.Dak., 08390 
Rock County, Wis., 08391 
Sussex County, Del., 08392 
Venango County, Pa., 08393 
Worth County, lowa, 08394 
Yakima Indian Reservation irrigated area, 
Washington, part of Yakima County, 
08395 
soils exploration and testing supplement, 07658 
some effects of cadmium on _ coniferous 
soil/litter microcosms, 07552 
use of climatic data in design of soils treat- 
ment systems, 07579 
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Solar activity: 


a: 





relati ps between solar activity 
and meteorological phenomena, symposi- 
um, 08128 
Solar energy: 
fact sheet, 07637 


solar energy projects of Federal government, 
7654 


synoptic observations of solar corona during 
Carrington rotations, 07538 
Solar heating, see Heating. 
Solar physics, see Physics. 
Solar power, see Solar energy. 
Solid wastes, see Waste products. 
Solids: 
improved liquid-solids separation by aluminum 
compound in activated sludge treatment, 
07560 
Somalia: 
activities related to resettlement of refugees, 
07200 


Sonic equipment, see Sound. 
Sound: 
demonstration of acoustical undergound sur- 
vey system in Washington metropolitan 
area, 07664 
design theory for constant-beamwidth trans- 
ducer, 08326 
measurements of farfield sound generation 
from flow-excited cavity, 08137 
noise measurement techniques, equip 
systems, and data interpretation, noise 
d tration equip t, 07659 
sound and vibration measurements for Con- 
corde supersonic transport and subsonic 
jet aircraft, 08454 
truck noise, experimental investigation of 
truck tire sound and vibration, 08459 
see also Noise. 
Sound recording and reproducing equipment: 
sound recording and reproducing equipment, 
Federal item identification guide, 07372 
Sound recordings: 
catalog of copyright entries, 07327 
comparison of White House and Judiciary 
Committee transcripts of 8 recorded Pre- 
sidential conversations — 
hearings, 06998 
South (U.S.): 
cotton gin operating costs in Midsouth, 07449 
South Asia, see Asia. 
South Atlantic Ocean, see Atlantic Ocean. 
South Dakota: 
land management activities on 3 Indian reser- 
vations can be improved, GAO report, 
07816 
South Vietnam, see Vietnam. 
Southeastern Federal Power Program: 
financial management and program operations, 
GAO report, 07822 
Southern Pacific Transportation Company: 
railroad accident investigation summary re- 
port, 08355-6 
Southern pine, see Pine. 
Southern Railway System: 
collision of Southern Railway work train with 
Polk District school bus 2< Aragon, Ga., 
08316 
Southern states, see South (U.S.). 
Soviet Union, see Union of Soviet Socialist 
Republics. 
Soybeans: 
soybean research in Soviet Far East, USSR 
study, 07903 
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SP series, see National Aeronautics and Space 
Administration. 
Space, see also Outer space. 
Space flight: 
announcement of 
tion AO series 
space flight investigations and mission defini- 
tion study for lunar polar orbiter, LPO, 
08119 


. for participa- 


Space laboratories 
cooperative program, 
governments, 08418 
Space shuttles, see Spacecraft. 
Space stations: 
observing earth from Skylab, 08126 
Space structures, see Spacecraft. 
Space telescopes, see Spaceborne telescopes. 
Spaceborne telescopes: 
Space Telescope project, GAO report, 07805 
Spacecraft: 
analytical and experimental vibration studies 
of 1/8-scale shuttle orbiter, 08149 
composite engines for application to single- 
stage-to-orbit vehicle, 08121 
control of ballistic missiles and spacecraft, 
USSR study, 07891 
gravitational forces 
spacecraft, 08122 
metallic materials and elements for aerospace 
vehicle structures, 07397 
subsonic and transonic dynamic stability 
characteristics of space shuttle orbiter, 
08151 
supersonic dynamic stability characteristics of 
space shuttle orbiter, 08152 
survey of future requirements for large space 
structures, 08123 
Spanish Sahara: 
background notes, 08408 
Special days, weeks, etc.: 
National Saint Elizabeth 
designate — 
report, 06829 
Special Representative for Trade Negotiations 
Office: 
appropriations, 1976-— 
hearings, 07196 
Spectra: 
near-infrared spectra of Jupiter, 
Uranus, 08130 
Spectrometry: 
trace element analysis of normal lung tissue 
and hilar lymph nodes by spark source 
mass spectrometry, 08246 
Spectrophotometry: 
standard reference materials, glass filters for 
spectrophotometry, selection, preparation, 
certification, 08203 
Spheres: 
comparison of measured and predicted sphere 
shock shapes in hypersonic flows with 
density ratios from 4 to 19, 08161 
Splices, see Connectors (electric). 
Spoilers (aircraft): 
low-speed wind-tunnel investigation of span 
load alteration, forward-located spoilers, 
and splines as trailing-vortex-hazard al- 
leviation devices on transport aircraft 
model, 08183 
Sponges: 
brooms, mops, sponges, and squeegees, 
Federal item identification guide, 07383 
Sports: 
"besndenstine act- 
hearings, 06991 


agreement with other 


and moments on 


Seton Day, 


Saturn, and 
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professional sports antiblackout law exten- 
sion - 
report, 06880, 07131 
Squeegees: 
brooms, mops, and 
Federal item identification guide, 07383 
St. Louis, Mo.: 
comparison of 4 methodologies to project 
emissions, 0754 
Stability (aircraft): 
bsonic and tr dynamic stability 
characteristics of space shuttle orbiter, 
08151 

subsonic stability and control derivatives for 
unpowered, remotely piloted 3/8-scale F-15 
airplane model obtained from flight test, 
08185 

supersonic dynamic stability characteristics of 
space shuttle orbiter, 08152 

Stability derivatives, see Stability (aircraft). 
Stack gases, see Flue gases. 
Standards and standardization: 

American national standard N540, duit 
tion of radioactive self-luminous light 
sources, 08197 

compendium of model correctional legislation 
and standards, 07928 

Labor Department graphic communications 
standards, revised pages, 07938 

military standardization handbook MIL-HDBK 
series, 07397 

National Bureau of Standards reference 
materials, glass filters for spec- 
trophotometry, selection, preparation, cer- 
tification, 08203 

standard reference materials, calibrated glass 
standards for fission track use, 08202 

standard reference materials, description and 
use of precision thermometers for clinical 
laboratory, SRM 933 and SRM 934 , 08201 

standardization of work measurement, 07404 

USDA grade standards for food, 06530 

State Department: 
ac@uiring and managing nonexpendable per- 
sonal property overseas, GAO report, 
07766 
administration of alien labor certification pro- 
gram should be strengthened, GAO re- 
port, 07781 
agricultural attache role overseas, what he 
does and how he can be more effective, 
GAO report, 07759 
appropriations, 1975, authorization — 
hearings, 

appropriations, 1976-— 
hearings, 07196 

appropriations, 1976, authorization— 
report, 06815 

background notes, 08398-401 , 08403-10 

background notes, index, 08402 

concept, cost, and management of administra- 
tive support services provided by Depart- 
ment of State to other Federal agencies 
overseas, GAO report, 07768 

cost and benefits of U.S. participation in 
reopening Suez Canal, GAO report, 07765 

department and foreign service series, 08411 

foreign assistance appropriations, 1976— 

hearings, 07197 

how to improve management of U.S. financed 
programs to develop free labor move- 
ments in less developed countries, GAO 
report, 07770 

increasing world food supplies, crisis and chal- 
lenge, GAO report, 07757 
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State Department—Con. 
numerous improvements still needed in manag- 
ing U.S. participation in international or- 
ganizations, GAO report, 07722 
oil floor price proposal, should Congress en- 
dorse it?, 06758 
review of preliminary estimates of evacuation 
costs, temporary care, and resettlement 
costs of Vietnamese and Cambodian refu- 
gees, GAO report, 07767 
treaties and other international acts series, 
08418-32 
use of United States-owned foreign currencies, 
GAO report, 07738 
State governments, see Government. 
States: 
ACIR State legislative program - 
education, 06511 
environment, land use and growth policy, 
06509 


fiscal and personnel management, 06508 

guide, 06504 

health, 06510 

local government modernization, 06506 

State and local revenues, 06507 

State government structure and processes, 
06505 


Federal-State election law survey, analysis of 
State legislation, Federal legislation, and 
judicial decisions, 07624 

how States plan for and use Federal formula 
grant funds to provide health services, 
GAO report, 07794 

increasing federal matching share for highway 
construction — 

report, 07099 

Noise source regulation in State and local noise 
ordinances, 07592 

problems in Federal Energy Office's imple- 
mentation of emergency petroleum alloca- 
tion programs xt regional and State levels, 
GAO report, 07725 

sheep and lambs on feed, 7 selected States, 
08442 

significant provisions of State unemployment 
insurance laws, 08484- 

State air pollution implementation 
progress report, 07595 

State veterans’ laws, digests, 07045 

tabulations of population for State legislative 
apportionment or districting — 

hearings, 07011 

law, 06713 

report, 07146 
Statistics: 

statistical summary, air carrier enforcement 
cases, 1972, 07616 

Statute of limitations, see Limitations (law). 
Steam: 

effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and super- 
heated walls, 07469 

Steam generators: 

standards for calculating strength of reactor 
components, steam generators, vessels, 
and piping of atomic power stations, test 
and research reactors, and installations, 

7472 


plan 


Steam-electric plants, see Electric power plants. 
Steel: 
basic steel industry, collective bargaining sum- 
mary, 07966 
data base, potential for energy conservation in 
9 selected industries, steel, 07627 


Do not order from index; see indicated entry 





investigation of fracture toughness, fatigue- 
crack growth, sustained-load flaw growth, 
and impact properties of 3 pressure vessel 
steels, 08143, 08143 

iron and steel scrap, mineral industry surveys, 


0804 

mineral industry surveys, 08047 

proposed use of steel shot for hunting water- 
fowl in United States, final environmental 
statement, 07680 

steel demand, capital costs, and imports im- 
pact on steel industry's capital needs, 
07445 

Stem rust: 

destroy barberry bushes to control stem rust, 

06527 


Stenographers: 
career with FHWA, typists and stenographers, 
07656 
civil service announcement, 06646 
Stimulus: 
perception of audio-visual 
study, 07908 
Stockyards: 
Packers and stockyards act, amend- 
hearings, 06909 
Packers and stockyards act, fair play in mar- 
ketplace, 06529 
Stone: 
mineral industry surveys, 08102 
Storage: 
household moving and storage, Syracuse, 
N.Y., industry wage survey report, 07977 
household moving and storage, Utica-Rome, 
N.Y., industry wage survey report, 07978 
Stores: 
buying for retail stores, bibliography, 08364 
department stores, Buffalo, N.Y., industry 
wage survey report, 07972 
department stores, Nassau and Suffolk Coun- 
ties, N.Y., industry wage survey report, 
07973 
department stores, New York metropolitan 
area, industry wage survey report, 07974 
Strains and stresses: 
investigation of fracture toughness, fatigue- 
crack growth, sustained-load flaw growth, 
and impact properties of 3 pressure vessel 
steels, 08143 
metallic materials and elements for aerospace 
vehicle structures, 07397 
work-hardening and strain rate sensitivity of 
flow stress in high purity ice single 
crystals, 07514 
Straps: 
hardware, bands, straps, strapping and com- 
ponents, Federal item identification guide, 
07391 
Stratigraphy: 
changes in stratigraphic nomenclature by 
Geological Survey, 07829, 07833 
contributions to stratigraphy, 07829-31 
Stratigraphic and structural relationships of 
Brimfield Group in northeast-central Con- 
necticut and adjacent Massachusetts, 
07828 
stratigraphic nomenclature of Thirtynine Mile 
volcanic field, central Colorado, 07830 
Stratosphere: 
sources and sinks of water vapor in strato- 
sphere, 08279 
study of lower stratospheric thermal structure 
and total ozone from Nimbus-4 IRIS, 
08184 


stimuli, USSR 
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Strength of materials: 
testing bulk compressive strength of rocks, 
USSR study, 07889 
Structural design: 
facility design and planning, Air Force design 
manual, definitive designs of Air Force 
structures, 06555 
Structural geology, see Geology. 
Structures, see Buildings., see also Strains and 
stresses 
Struts 
nonreactive mixing study of scramjet swept- 
strut fuel injector, 08160 
Students 
assistance under Higher education act, over- 
sight and information - 
hearings, 07293-4 
high energy physicists and graduate students, 
1975 census, 07489 
student originated studies projects, abstract re- 
ports, 08310 
Styrene-butadiene rubber: 
data base, potential for energy conservation in 
9 selected industries, styrene butadiene 
rubber, 07630 
Submarine crews: 
biochemical profiles of submariners, longitu- 
dinal health study, 08001 
Submarine Medical Research Laboratory, see 
Naval Submarine Medical Research Labora- 
tory. 
Submariners, see Submarine crews. 
Subsidences (earth movements): 
land subsidence due to ground-water 
withdrawal, Arvin-Maricopa area, Calif., 
07839 
studies of land subsidence, 07839 
Subsidies: 
economics of Federal subsidy programs, com- 
pendium of papers, 06753 
Subsonic aircraft, see Aircraft. 
Suez Canal: 
cost and benefits of U.S. participation in 
reopening Suez Canal, GAO report, 07765 
Suffolk County, N.Y.: 
area wage survey report, 07945 
construction industry, industry wage survey 
report, 07969 
department stores, industry wage survey re- 
port, 07973 
Sugar: 
act, amend — 
hearings, 06905 
Sulfur: 
effect of fuel sulfur on NOx emissions from 
premixed flames, 07568 
mineral industry surveys, 08103 
reserve base of U.S. coals by sulfur content, 
08044 
Sulfur dioxide: 
absorption of sulfur dioxide in spray column 
and turbulent contracting absorbers, 07557 
computer simulation of aircraft-based dif- 
ferential absorption and scattering system 
for retrieval of SO2 vertical profiles, 
08162 
reduction in non-utility combustion 
sources, technical and economic com- 
parison of alternatives, 07567 
Summer lake: 
solute balance at Abert and Summer Lakes, 
south-central Oreg., 07840 
Superalloys, see Alloys. 
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Superconductivity: 
program of conference on technical utilization 
of superconductivity, USSR study, 07896 
Superheaters: 
effects of cold leg steam and flow baffles on 
ECC delivery in simulated multiloop PWR 
geometry with steam upflow and super- 
heated walls, 07469 
Supersonic aircraft, see Aircraft. 
Supplies, see Surgical supplies. 
Supply and demand: 
materials shortages — 
hearings, 07255 
nineteen seventy-two petroleum supply and 
demand in non-Communist world, 07641 
steel demand, capital costs, and imports im- 
pact on steel industry's capital needs, 
07445 
Supreme Court: 
cases adjudged, United States reports, 08443 
Surfaces: 
airport design standards, airports served by air 
carriers, surface gradient and line-of-sight, 
06567 
Surgical instruments and apparatus: 
medical and surgical instruments, equipment, 
and supplies, Federal item identification 
guide, 07364 
Surgical supplies: 
medical and surgical instruments, equipment, 
and supplies, Federal item identification 
guide, 07364 
Surveillance: 
development of a prototype airborne oil sur- 
veillance system, 06655 
Surveying: 
demonstration of acoustical undergound sur- 
vey system in Washington metropolitan 
area, 07664 
NASA earth resources survey symposium, 
proceedings, 08133 
Survivors’ benefits: 
annuity entitlement provisions for survivors of 
non-regular retired personnel — 
report, 07161 
Public safety officers benefits acts — 
hearings, 07003 
retirement and survivor benefits for railroad 
workers and their families, 08340 
Veterans and survivors pension adjustment 
act— 
law, 06711 
report, 07166 
veterans’ and survivors’ 
creases — 
hearings, 07325 
Sussex County, Del: 
soil survey report, 08392 
Swaziland: 
background notes, 08409 
Switches, see Electric switchgear. 
Synoptic meteorology, see Meteorology. 
Synthetic fuels, see Fuel. 
Synthetic organic chemicals, see Organic com- 
pounds. 
Syracuse, N.Y.: 
area wage survey report, 07949 
household moving and storage, industry wage 
survey report, 07977 
Systems analysis: 
water resource systems analysis, selected an- 
notated bibliography, 07868 
Systems engineering: 
planning session on software engineering hand- 
book, report, 08210 


compensation in- 
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Systems engineering — Con. 
systems engineering for power, status and 
prospects, proceedings, 07466 


T 
Tableware: 


Federal item identification guide, 07360 
Tail (aircraft): 


technology utilization series, 08131 
transfer of technology to Soviet Union and 
Eastern Europe — 
hearings, 07256 
utilization — 
hearings, 07179 
TECOM, see Test and Evaluation Command, 
Army. 
Telecasting: 





experimental parametric studies of tr 
T-tail flutter, 08158 
Taiwan: 
marketing, 07438 
Talc: 
mineral industry surveys, 08104-5 
Tankers: 
vessel inventory report, U.S. flag dry cargo 
and tanker fleets, 07999 
Tanning and tanning materials: 
extension of existing suspension of duty on 
dyeing and tanning materials — 
report, 06824 
Tantalum: 
mineral industry surveys, 08031 
Targets: 
detection of stationary targets in sea clutter 
using CW dual-frequency radar, 08327 
Tariff: 
dyeing and tanning materials, extension of ex- 
isting suspension of duty - 
report, 06824 
natural graphite, suspension of duty - 
report, 06823 
zinc, temporary suspension of duty — 
report, 06825 
Tax Court: 
reports, bound volume, 08444 
Tax exemptions: 
tax exempt status of obligations used to pro- 
vide certain irrigation facilities — 
law, 06706 
report, 07168 
Tax refunds: 
State taxation of Federal tax rebates — 
report, 07102 
Taxation: 
Energy independence act of 1975 and related 
tax proposals, 07633 
Energy tax and individual relief act— 
summary, 07050 
small business tax reform — 
hearings, 07318 
tax reform bill, 07059-60 
see also Income tax-Revenue. 
Teachers: 
auxiliary instructors guide, 06652 
teacher's guide, environmental impact of elec- 
trical power generation, nuclear and fos- 
sil, 07484 
Technical education: 
jobs for which junior college, technical in- 
Stitute, or other specialized training is 
usually required, 07983 
Technical information: 
fiscal year 1977, Air Force technical objective 
document, 06546 
Technicians: 
National Guard technicians, supervisor's hand- 
book, 08231 
national survey of professional, administrative, 
technical, and clerical pay, 07965 
technician personnel pamphlet, 08231 
Technology: 
application to crime control, oversight — 
hearings, 07038 
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profe 1 sports antiblackout law exten- 
sion- 
report, 06880, 07131 
Sports broadcasting act— 
hearings, 06991 
United States-Canadian 
tions — 
hearings, 06948 
Telecommunication: 
ications promotion of safety on 
Great Lakes by means of radio, agree- 
ment with Canada, 08422 
Telephone: 
annual meeting guide for rural electric and 
telephone cooperatives, 08351 
directories — 
Civil Service Commission, 06647 
materials acceptable for use on telephone 
systems of REA borrowers, list, 08349-50 
Television: 
Public broadcasting financing act of 1975— 
law, 06733 
report, 06871 
Tellurium: 
mineral industry surveys, 08100 
Temperature: 
ambient temperature and vehicle emissions, 
07539 
Tennessee Valley Authority: 
bonding authority, increase amount — 
report, 07116 
Federal inventory of energy related biomedical 
and environmental research, 07492 
information on selected aspects of power 
operations of Tennessee Valley Authority, 
GAO report, 07817 
public works appropriations, 1976-— 
hearings, 07199 
Terminals (transportation): 
replacement rail terminal for Union Station— 
hearings, 07220 
Terrestrial physics, see Geophysics. 
Terrorism: 
terroristic activity — 
hearings, 07286 
Test and Evaluation Command, Army: 
this is TECOM, 06578 
Test equipment, see Testing apparatus. 
Testing: 
Bureau of Mines test procedures for rocks, 


broadcasting _rela- 


telec 





empirical investigation of stradaptive testing 
model for measurement of human ability, 
06540 

evaluation of filtration equipment for Cresap 
testing, 07498 

standardization of friction testing of industrial 
working surfaces, 08242 

testing bulk compressive strength of rocks, 
USSR study, 07889 

Testing apparatus: 
soils exploration and testing supplement, 07658 
test i nt nt handbook, 07614 


test sets, Federal item identification guide, 
374 
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Testing apparatus—Con. 
strips and color charts, 
identification guide, 07356 
USA CRREL snow and ice testing equipment, 
07516 
Tests: 
commercial pilot airplane, written test guide, 
07682 


test Federal item 


Tethering: 
characteristics of tether line for airborne vehi- 
cles at sea, 08323 
Texaco North Dakota (SS): 
marine casualty report, 08315 
Texas: 
Cambrian and Ordovician rocks of southern 
Arizona and New Mexico and western- 
most Texas, 07844 
landings, fish and shellfish, annual summary, 
08257 


Textile waste, see Waste products. 
Textiles: 
international trade in textiles, agreement with 
other governments, 08423 
Thermal conductivity, see Heat transfer. 
Thermal energy: 
in situ combustion of coal for energy, 08106 
sources and sinks of energy in lower thermo- 
sphere, 08278 
Thermal pollution, see Water pollution. 
Thermal properties: 
simplified analytical solution for thermal 
response of one-dimensional steady-state 
transpiration cooling system in radiative 
and convective environment, 08181 
study of lower stratospheric thermal structure 
and total ozone from Nimbus-4 IRIS, 
08184 
Thermodynamics: 
thermodynamics of bridges, 
runways, 08458 
Thermometers: 
standard reference materials, description and 
use of precision thermometers for clinical 
laboratory, SRM 933 and SRM 934 , 08201 
Thermonuclear reactions, see Nuclear reactions. 
Thermosphere: 
sources and sinks of energy in lower thermo- 
sphere, 08278 
Thermostats: 
outline for saving energy, lighting and ther- 
mostats in commercial, public, and indus- 
trial buildings, 07642 
Thirtynine Mile Mountain: 
Stratigraphic nomenclature of Thirtynine Mile 
volcanic field, central Colorado, 07830 
Thorium: 
mineral industry surveys, 08086 
Thrombosis: 
prophylactic therapy of deep vein thrombosis 
and pul y bolism, proceedings, 
08235 
Throttling: 
evaluation of diesel engine performance with 
intake and exhaust system throttling, 
9-70 


roadways, and 





Thrust: 
thrust and wing loading requirements for short 
haul aircraft constrained by engine noise 
and field length, 08186 
Tidal waves, see Tsunami (tidal wave). 
Timber: 
transferable forest access 
timber sale contracts — 
law, 
report, 06845 


road credits in 
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Timers: 
timing systems and components, engineering 
design handbook, 06571 
Tin: 
mineral industry surveys, 08107 
Tipton, Howard D.: 
nomination — 
hearings, 07230 
Tires: 
delays in establishing uniform quality grading 
system for motor vehicle tires, GAO re- 
port, 07813 
thermal conductance of and heat generation in 
tire-pavement interface and effect on air- 
craft braking, 08165 
pneumatic and solid, Federal 
identification guide, 07339 
truck noise, experimental investigation of 
truck tire sound and vibration, 08459 
truck noise, noise evaluation tests of military 
truck tires, 08449 
Titaniferous ite, see Magnetite. 
Titanium: 
effect of nature of oxygen interactions on fric- 
tion of titanium, aluminum, and molyb- 
denum, 08178 
friction differences between aliphatic and aro- 
matic structures in lubrication of titanium, 
08163 
mineral industry surveys, 08108 
Titusville, Fla.: 
area wage survey, 07953 
Tobacco: 
flue-cured tobacco allotment leasing — 
report, 07160 
Tomatoes: 
golden nematode of potatoes and tomatoes, 
06526 
Tornadoes: 
widespread tornado outbreak of Apr. 3-4, 1974, 
report to Administrator, 08265 
Tourist trade: 
visit USA outlets abroad, 08497 
Towing: 
towbars and towing equipment, Federal item 
identification guide, 07378 
Towns, see Cities and towns. 
Toxicity, see Poisons. 
Toys: 
banning of 2 toys and certain aerosol spray ad- 
hesives, GAO report, 07790 
Trace elements: 
extensive l-year survey of elements and com- 
pounds in airborne suspended particulate 
matter in Cleveland, Ohio, 08171 
new and refined methods of trace analysis use- 
ful in geochemical exploration, 07834 
trace element analysis of normal lung tissue 
and hilar lymph nodes by spark source 
mass spectrometry, 08246 
Tracking stations: 
Kwajalein Island, agreement with Japan, 08424 
Trade, see Commerce-Retail trade-Wholesale 
trade. 
Trade agreements, see Commercial treaties. 
Tradition: 
America’s park and 
chronology, 08333 
Traffic: 
traffic laws commentary, 08239 
Traffic control: 
air traffic control, 06563 
en route air traffic control handbook, 06565 
freeway on-ramp traffic-responsive control 
methodology, 08463 


tires item 





recreation heritage, 
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Traffic control—Con. 
police traffic services, 08236 
see also Air traffic. 
Traffic safety, see Safety of life. 
Trailer parks: 
trailering parks, census of selected service in- 
dustries, 06614 
Trailers: 
loans for mobile homes, increase amount— 
law, 06715 
Training: 
associate training programs in medical and 
biological sciences at National Institutes 
of Health, 08248 
Comprehensive employment and training act, 
oversight — 
hearings, 06941 
jobs for which junior college, technical in- 
stitute, or other specialized training is 
usually required, 07983 
managing highway maintenance, training guide 
and catalog, 07663 
political activities under Comprehensive em- 
ployment and training act, 
training manual for inspection for decent, safe, 
and sanitary housing, 07672 
see also Employee training. 
Training aids, see Training devices. 
Training devices: 
training aids, Federal item identification guide, 
07388 


Trajectories: 
fixed-range optimum trajectories for short-haul 
aircraft, 08174 
Transcripts: 
comparison of White House and Judiciary 
Committee transcripts of 8 recorded Pre- 
sidential conversations — 
hearings, 06998 
Transducers: 
design theory for constant-beamwidth trans- 
ducer, 08326 
Transformations (mathematics): 
fast complex convolution using number 
theoretic transforms, 08328 
Transit systems: 
dynamic interactions of PRT vehicles and 
elevated guideways, 08464 
Transitions: 
Federal assistance for Presidential transitions, 
recommendations for changes in legisla- 
tion, GAO report, 07756 
Transmission lines, see Waveguides. 
Transonic flow, see Flow. 
Transonic flutter, see Flutter (aircraft). 
Transonic speed, see Air speed. 
Transpiration cooling, see Cooling. 
Transport aircraft, see Aircraft. 
Transport airplanes, see Airplanes. 
Transportation: 
action plan for national network of transporta- 
tion research information services 
(TRISNET), 08447 
Alaska, transport of supplies by military air- 
lift— 
hearings, 07194 
arr t of ger transportation, cen- 
sus of selected service industries, 06616 
energy statistics, suppl t to y of 
national transportation statistics, 08472 
geographical analysis of oil spill potential as- 
sociated with Alaskan oil production and 
transportation systems, 06660 
household moving and storage, Syracuse, 
N.Y., industry wage survey report, 07977 











household moving and storage, Utica-Rome, 
N.Y., industry wage survey report, 07978 
needs and problems in countryside, 06911 
policies, impact - 
hearings, 06906 
radioactive material by passenger aircraft, 
06747 


status of urban corridor demonstration pro- 
gram, 08479 
summary of opportunities to conserve trans- 
portation energy, 08471 
surface transportation — 
hearings, 07029-30 
today’s R & D, building base for better trans- 
portation, 08480 
transportation and elderly, problems and 
progress — 
hearings, 07183 
transportation for handicapped, selected 
references, 08445 


Transportation Department: 


audit of financial statements of Saint 
Lawrence Seaway Development Corpora- 
tion, GAO report, 07689 

auto safety program, identifying defects and 
recalling defective vehicles, GAO report, 


bibliographic list, 08445 

contributions of advisory groups to Federal 
motor vehicle and traffic safety programs, 
GAO report, 07808 

delays in establishing uniform quality grading 
system for motor vehicle tires, GAO re- 
port, 07813 

DOT TSC OST series, 08469-71 , 08473-6 

DOT TST series, 08447-68 

DOT-TSC-OST series, 08472 

eighth annual report, fiscal year 1974, 08477 

General Counsel, nomination of John Hart 
Ely- 

o> a 07230 

improved procedures needed for implementing 

— recommendations, GAO report, 
sil 


improvements needed in planning and using 
motor vehicle safety research, GAO re- 
port, 07707 

need to improve benefit-cost analyses in 
setting motor vehicle safety standards, 
GAO report, 07720 

OST TST series, 08478 

summary of awards under supplementary sol- 
icitation for interdisciplinary research, 
fiscal year 1975 program of university 
research, 


Travel: 


cost of travel by veterans to VA facilities, an- 
nual investigation — 
report, 06866 
joint regulations, uniformed services, 07395 
per diem and mileage expenses of government 
employees, increase — 
report, 06781 
per diem travel allowances for Government 
employees, increase — 
hearings, 06953 


Travel agents: 


visit USA outlets abroad, 08497 


Treasury Department: 


department circular, public debt series, 08481 - 
3 


foreign assistance appropriations, 1976— 
hearings, 07197 
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Treasury Department—Con. 
mandatory tax withholding recommended for 
agricultural employees, GAO report, 
07751 
need for uniform method for paying interest 
on Government trust funds, GAO report, 
07719 
overseas military banking, how it is financed 
and managed, GAO report, 077 
Secretary, National Security Council member- 
ship 
hearings, 07202 
report, 06888 
use of United States-owned foreign currencies, 
GAO report, 07738 
Treasury notes: 
series H-1978, 08482 
series N-1977, 08483 
7 3/4 percent treasury notes of series B-1981, 
08481 
Treaties: 
treaties and other international acts series, 
08418-32 
Trees: 
northeastern forest tree improvement 
ference, proceedings, 07686 
Trenton, N.J. 
area wage survey, 07959 
area wage survey report, 07950 
Tritium: 
analysis of carbon-l4 and tritium in reactor 
stack gas, 07554 
Troy, N.Y.: 
area wage survey advance report, 07941 
area wage survey report, 07942 
Trucks, see Motor trucks-Motortrucks. 
Trust funds, see Trusts and trustees. 
Trust Territory of Pacific Islands: 
continuance of civil government — 
hearings, 06967 
continue civil government, increase authoriza- 
tion — 
report, 06803 
mineral industry, 
08078 


con- 


Minerals yearbook chapter, 


Trusts (industrial): 
Sherman antitrust act, amend — 
law, 06687 
report, 07118 
Trusts and trustees: 
need for uniform method for paying interest 
on Government trust funds, GAO report, 
07719 
Tsunami (tidal wave): 
type 16 flood insurance study, tsunami predic- 
tions for Monterey and San Francisco 
Bays and Puget Sound, 07534 
of |l- and 2-MeV electrons on 
photomultiplier tubes, 08179 
fittings, hose, pipe and tube, Federal item 
identification guide, 07393 
hose, pipe, and tube fittings, quick disconnect 
and self-sealing, Federal item identifica- 
tion guide, 07353 
Tumacacori National Monument: 
general information, Spanish edition, 08303 
Tungsten: 
mineral industry surveys, 08109 
Tupelo National Battlefield Site: 
general information, 08288 
Turbines: 
gas turbine engines, advanced automotive 
power systems contractors coordination 
meeting, 07596 
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Turbofan engines, see Engines (aircraft). 
Turbulence: 
development of ground-based optical method 
for measuring atmospheric turbulence 
aloft, 08276 
theoretical study of refraction effects on noise 
produced by turbulent jets, 08124 
Turkey: 
effectiveness of Turkish opium control— 
hearings, 06971-2 
Turkish opium ban negotiations — 
hearings, 06947 
Turnover of labor, see Labor turnover. 
Typists: 
career with FHWA, typists and stenographers, 
07656 


civil service announcement, 06646 


U 


UH-(nos.), see Helicopters. 
ULF, see Frequency band. 
Ultraviolet rays: 
absolute calibration of hydrogen discharge 
lamp in vacuum ultraviolet, 08145 
Underdeveloped areas: 
how to improve management of U.S. financed 
programs to develop free labor move- 
ments in less developed countries, GAO 
report, 07770 
International development and food assistance 


report, 07111 
USDA and low-income nations, 06535 
Underwater research, see Oceanography. 
Unemployed: 
jobseeking methods used by American wor- 
kers, 07962 
unemployment problem -— 
hearings, 06762 
Unemployment, see Unemployed. 
Unemployment compensation, see Unemploy- 
ment insurance. 
Unemployment insurance: 
funding of employment service and unemploy- 
ment insurance activities, GAO report, 
07788 


significant provisions of State umemployment 
insurance laws, 08484-8, 08490-4 
significant provisions of State unemployment 
insurance laws, 08489 
unemployment and sickness benefits for rail- 
road workers, 08341 
unemployment compensation amendments, 
07052 
unemployment compensation program costs 
and tax revenues, 07063— 
report, 06892 
unemployment compensation program, extend 
and increase benefits — 
report, 06810 
Uniformed services, see Armed Forces. 
Union of Soviet Socialist Republics: 
Academy of Sciences, directory, USSR study, 
07925 
grain sale by United States — 
hearings, 07191 
omega propagation correction tables for 10.2 
kHz, 07414 
Soviet rice research, USSR study, 07921 
soybean research in Soviet Far East, 
study, 07903 
transfer of technology to Soviet Union— 
hearings, 07256 


USSR 
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Union of Soviet Socialist Republics —Con. 

U.S. trade and investment in Soviet Union and 
Eastern Europe, 07248 

United States grain and oil agreements — 

hearings, 06978 

United States-Soviet Union commercial agree- 
ments, background materials, 07234 

USSR state prizes in science and engineering, 
USSR study, 07919 

Union Station: 
Washington, D.C. replacement rail terminal— 
hearings, 07220 
Union wages, see Wages. 
United Kingdom, see Great Britain. 
United Nations: 
Charter, United States policy on review -— 
hearings, 06979 
peacekeeping in Middle East-— 
report, 
United Spanish War Veterans: 
convention proceedings, 06771 
United States: 

Our American Government, what is it? how 
does it function? revised eiditon, print as 
House document -— 

report, 07093 
United States Attorney's Office: 
District of Columbia, Attorney, nomination of 
Earl J. Silbert- 
hearings, 07284 
United States Capitol Historical Society: 
audit, GAO report, 07690 
United States coast pilots, see Coast pilots. 
United States Code, see Codes of law. 
United States Information Agency: 
appropriations, 1976- 
hearings, 07196 
film, Wilma Rudolph olympic champion, make 
available — 
report, 06854 
United States International Trade Commission: 
appropriations, 1976— 
hearings, 07196 
United States Metric Board: 
establish — 
law, 06710 
United States Postal Service: 

contracting and procurement policies, 07020 

forecast of Postal Service self-sufficiency 
potential, GAO report, 07753 

methods handbook, series M, 08496 

observations on sole-source procurement and 
overruns, GAO report, 07755 

sales of postal related items, report, 07019 

ways of increasing productivity in maintenance 
of commercial-type vehicles, GAO report, 
07776 

United States reports, see Supreme Court. 
United States, estimates, by age, sex, and race, 
06627 


Universe: 
possibliity of intelligent 
universe, 07033 
University of Alaska: 
case study of laboratory building addition, 
07517 
Uranium: 
enrichment of foreign uranium for domestic 
use, modification of restrictions — 
hearings, 06746 
European Atomic 
crease supply — 
report, 07087 


life elsewhere in 


Energy Community, in- 
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evaluation and control of radon daughter 
hazards in uranium mines, 08241 
International Atomic Energy Agency, increase 
supply — 
report, 07086 
occupational health experience with uranium, 
conference, 07488 
uranium enrichment conference on modified 
contract option, 07465 
Uranus (planet): 
near-infrared spectra of Jupiter, Saturn, and 
Uranus, 08130 
Urban areas, see Cities and towns. 
Urethanes: 
recovering polyurethane foam and other 
plastics from auto-shredder reject, 08092 
Uruguay: 
economic trends and their implications for 
United States, 07875, 07879 
USAAMRDL, see Army Air Mobility Research 
and Development Laboratory. 
USDA, see Agriculture Department. 
USSR, see Union of Soviet Socialist Republics. 
Utah: 
precipitation-frequency 
United States, 08271 
Utica, N.Y.: 
household moving and storage, industry wage 
survey report, 07978 
Utilities: 
farm credit system 
cooperatives - 
law, 06726 
report, 07156 
progress and problems of Government's utility 
conservation program, GAO report, 07780 
unrecovered costs for utility services furnished 
to non-appropriated-fund and non-govern- 
ment activities, GAO report, 07773 
see also Electric utilities. 


atlas of western 


loans to rural uiility 


V 


VA, see Veterans Administration. 
Vacuum: 
absolute calibration of hydrogen discharge 
lamp in vacuum ultraviolet, 08145 
Vacuum systems: 
gas-kinetic analysis of multicomponent 
vacuum systems by method of equivalent 
surfaces, 07477 
Valley County, Idaho: 
land conveyance - 
report, 07173 
Valves: 
valve seats, Federal item identification guide, 
07349-50 
Vanadium: 
geology and resources of base-metal vanadate 
deposits, 07846 
geology and resources of vanadium deposits, 


resources in titaniferous magnetite deposits, 
07847 


Vapor, see Water vapor. 
Varnish and varnishing: 
paints, dopes, varnishes, and related products, 
Federal item identification guide, 07386-7 
Vectors (mathematics): 
effects of propulsion-induced aerodynamic 
forces of vectoring partial-span rectangu- 
lar jet at Mach numbers from 0.40 to 1.20, 
08150 
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Vegetables: 
marketing agreements and orders for fruits and 
vegetables, 06533 
Vegetation: 
construction and stabilization of coastal 
foredunes with vegetation, Padre Island, 
Tex., 07510 
vegetation and ecological processes 
Shackleford Bank, N.C., 08302 
Vehicles: 
ambient temperature and vehicle emissions, 
07539 
auto safety program, identifying defects and 
recalling defective vehicles, GAO report, 
07809 
dynamic 


on 


interactions of PRT vehicles and 


elevated guideways, 08464 

effects of variation in drawbar hitch location 
on vehicle performance, 07521 

nineteen seventy-five ride quality symposium, 
08138 

warning lights for special purpose vehicles, 
08239 


ways of increasing productivity in maintenance 
of commercial-type vehicles, GAO report, 
07776 
see also Aircraft-Motor vehicles-Spacecraft. 
Veins: 
prophylactic therapy of deep vein thrombosis 
1 ry boli proceedings, 





and p 
08235 
Venango County, Pa.: 
soil survey report, 08393 
Venezuela: 
economic trends and their implications for 
United States, 07877, 07880 
Vermiculite: 
mineral industry surveys, 08110 
Vermont: 
beverage 
07594 
highway project environmental statements — 
report, 06795 
Vessels, see Ships. 
Vestibular system: 
qualitative characteristics of vestibular nuclei 
of brain of dolphins and man, USSR 
study, 07887 
Veterans: 
cost of travel to VA facilities, 
vestigation — 
report, 06866 
disability compensation increases — 
hearings, 07325 
housing benefits 
veterans — 
hearings, 07043 
management practices used by Veterans Ad- 
ministration’s Denver regional office in 
assisting veterans, GAO report, 07713 
need for improved outreach efforts for 
veterans in prison or on parole, GAO re- 
port, 07717 
service-disabled veterans insurance, RH, infor- 
mation and premium rates, 08502 
State veterans’ laws, digests, 07045 
Veterans and survivors pension adjustment 
act- 
law, 06711 
report, 07166 
Vietnam era reconciliation act— 
information, 07009 


containers, Vermont experience, 


annual in- 


for post-Vietnam era 
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Veterans Administration: 
cost of travel by veterans to VA facilities, an- 
nual investigation — 
report, 
education tuition assistance study, 07324 
exchange of medical information, annual re- 
port, 07322 
highlights of 20th annual conference, studies in 
mental health and behavioral sciences, 
08500 
information bulletin, 08499-500 
low rents charged at personnel quarters of 
hospital, Hines, Ill., GAO report, 07711 
management practices used by Denver regional 
office in assisting veterans, GAO report, 
07713 
past and present, 08501 
publications, index, 08498 
sharing medical resources, 
07323 
VA pamphlet, 08501 -2 
Veterans hospitals: 
quality of patient care, 07044, 07326 
Veterans’ Affairs Committee, House: 
committee print, 07044-5 
hearings, 07043, 07046 
report, 
Veterans’ Affairs Committee, Senate: 
committee print, 07322-4, 07326 
hearings, 07325 
report, 07138, 07166 
Vibration: 
analytical and experimental vibration studies 
of 1/8-scale shuttle orbiter, 08149 
development of methods of active vibration 
suppression, USSR study, 07900 
relationship between whole body vibration and 
morbidity patterns among heavy equip- 
ment operators, 08244 
sound and vibration measurements for Con- 
corde supersonic transport and subsonic 
jet aircraft, 08454 
truck noise, experimental investigation of 
truck tire sound and vibration, 08459 
Vicksburg, Miss.: 
c pletion of 
report, 07128 
Vietnam: 
Department of Defense procedures for accu- 
mulating and controlling costs for aid to 
South Vietnam, GAO report, 07778 
era reconciliation act— 
information, 07009 
export licensing of private 
assistance to Vietnam — 
hearings, 06973 
housing benefits 
veterans — 
hearings, 07043 
Vietnamese refugees, see Refugees. 
Virgin Islands: 
mineral industry, Minerals yearbook chapter, 
08078 


annual report, 


66 bypass — 





humanitarian 


for post-Vietnam era 


quarterly payments — 
report, 06838, 07152 
Visa Office: 
report, 08411 
Viscosity: 
theoretical monochromatic-wave-induced cur- 
rents in intermediate water with viscosity 
and nonzero mass transport, 08141 
Vision, see Sight. 
Visitors: 
visit USA outlets abroad, 08497 
Visual perception, see Perception. 
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Visual stimulus, see Stimulus. 
Vital statistics: 
selected vital and health statistics in poverty 
and nonpoverty areas of 19 large cities, 
08225 
vital and health statistics, data evaluation and 
methods research, 08217-8 
vital and health statistics, data from national 
health survey, 08219-24 
vital and health statistics, data from national 
vital statistics system, 08225 
Volcanic ash, tuff, etc.: 
mineral industry surveys, 08084-5 
Vortex motion: 
design and preliminary test of blade tip air 
mass njection system for vortex modifi- 
cation and possible noise reduction on 
full-scale helicopter rotor, 08142 
low-speed wind-tunnel investigation of span 
load alteration, forward-located spoilers, 
and splines as trailing-vortex-hazard al- 
leviation devices on transport aircraft 
model, 08183 
Voting: 
Overseas citizens voting rights act— 
law, 06743 
report, 06842 
postcard voter registration — 
report, 06852 
rights act, amend -— 
compilation, 06997 


Ww 


Wadstrom, Calif.: 
railroad accident investigation summary re- 
port, 08355 
Wage and Hour Division: 
interpretive bulletin, 08504 
regulations, 08505-6 
Wages: 
area survey, Gainesville, Fla., 07954 
area survey, Melbourne, Titusville, 
Fla., 07953 
area survey, Paterson, Clifton, Passaic, N.J., 
07957 
area survey, Saginaw, Mich., 07955 
area wage survey advance report, 07941 
area wage survey report, 07942, 07944-51 
area wage survey, Baltimore, Md., 07961 
area wage survey, Fresno, Calif., 07960 
area wage survey, Houston, Tex., 07952 
area wage survey, Kansas City, Mo.-Kans., 
metrypolitan area, 07958 
wage survey, Sacramento, Calif., 
metropolitan area, 07956 
area wage survey, Trenton, N.J., 07959 
data available to measure impact of minimum 
and overtime wage provisions of Fair 
labor standards act on working parents 
employing domestic service workers as 
babysitters, GAO report, 07793 
industry wage survey report, 07969-80 
machinery manufacturing industry wage sur- 
vey and other industry studies, list, 07984 
national survey of professional, administrative, 
technical, and clerical pay, 07965 
overtime compensation under Fair labor stan- 
dards act of 1938, as amended, 08504 
union wages and hours, building trades, 07964 
wage garnishment law, 08507 
Waiver: 
Trans-Alaska pipeline authorization 
waiver of 60-day notice period, 07278 


Cocoa, 


area 


act, 
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Walking: 
new look at pedestrian safety, 08238 
Walla Walla project: 
appropriations, authorization to Secretary of 
Interior Department without reference to 
agencies involved, 06863 — 
iaw, 06717 
Wallis W. Allan: 
nomination — 
hearings, 07230 
Walls: 
state-of-art of structural 
walls, floors, roofs, 
buildings, 08195 


test methods for 
and complete 


War: 
War claims act, amend- 
report, 06836 
weather modification as 
prohibition — 
hearings, 06975 
War materials, see Military supplies. 
Warehouses: 
public warehousing, census of selected service 
industries, 06617 
Warheads, see Missiles. 
Warning systems: 
early warning system in Sinai, implement — 
hearings, 07243 
warning lights for special purpose vehicles, 
08239 
widespread tornado outbreak of Apr. 3-4, 1974, 
report to Administrator, 08265 
Warranties and guarantees: 
monopolistic tendencies of auto emission war- 
ranty provisions — 
report, 06780 
Warsaw, Poland: 
detente, prospects for increased trade with 
Warsaw pact countries, 06945 
Washington State: 
assessment of work incentive program, GAO 
report, 07688 
Hells Canyon National Recreation Area, 
establish — 
law, 06740 
precipitation-frequency 
United States, 08273 
Washington, D.C., see District of Columbia. 
Waste disposal: 
disposal of small quantities of unused pesti- 
cides, guidelines, 07586 
solid waste disposal activities, GAO report, 
07733 
see also Radioactive waste disposal. 
Waste products: 
application of exchange resins for treatment of 
textile dye wastes, 07578 
installation solid waste survey guidelines, 
07528 
research status on effects of land application 
of animal wastes, 07577 
solid waste disposal activities, GAO report, 


weapon of war, 


atlas of western 


solid waste management series, 07593-4 

treatment of textile wastewater by activated 
sludge and alum coagulation, 07563 

updated cost evaluation of metal and mineral 
recovery process for treating municipal in- 
cinerator residues, 08042 

use of solid waste as fuel by investor-owned 
electric utility companies, 07593 

see also Waste treatment. 
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Waste treatment: 
development of on-shore treatment system for 
sewage from watercraft waste retention 
system, 07584 
egg breaking and processing waste control and 
treatment, 075 
final environmental statement, waste manage- 
ment operations, Hanford Reservation, 
Richland, Wash., 07495 
lime use in wastewater treatment, design and 
cost data, 07559 
optimizing petrochemical waste bio-oxidation 
system through automation, 07581 
treatment of textile wastewater by activated 
sludge and alum coagulation, 07563 
Waste water 
lime use in wastewater treatment, 
cost data, 07559 
test method for volatile component stripping 
of waste water, 07576 
treatment of textile wastewater by activated 
sludge and alum coagulation, 07563 
Wastewater, see Waste water. 
Water 
annular flow ice-water model heat sink, 07520 
chemistry of aluminum in natural water, 07849 


design and 


implementation of Federal water pollution con- 
trol act amendments of 1972 is slow, GAO 
report, 07706 

studies of effects of thermal pollution in 
Biscayne Bay, Fla., 07544 

waterborne debris in marine pollution 
cidents, 06666 

Water power: 

geology of waterpower sites in Alaska (series), 

07826 


Water Research and Technology Office: 
OWRT/WRSIC series, 07868 
Water Resources Scientific Information Center: 
OWRT/WRSIC series, 07: 
Water Softening: 
ion-exchange pretreatment for membrane 
desalting processes, evaluation, 08344 
Water vapor: 
sources and sinks of water vapor in strato- 
sphere, 08279 
Watercraft, see Boats. 
Waterfowl, see Water birds. 
Watersheds: 
Watershed proiection and flood prevention 
act, amend — 
hearings, 07313 
Waterways Experiment Station: 





determination of volatile organic comp at 
mu g/l level in water by gas chromatog- 
raphy, 07555 
Land and water 
amend - 
hearings, 07267 
report, 07098 
land subsidence due to ground-water 
withdrawal, Arvin-Maricopa area, Calif., 
07839 
monitoring radon 222 content of mine waters, 
08116 
NASA earth resources survey symposium, 
proceedings, 08133 
public works appropriations, 1976 - 
hearings, 07199 
law, 06722 
reclamation feasibility studies — 
law, 06698 
report, 06834 
resources data — 
New Mexico, 07848 
resources, Federal 
08342-3 
solute balance at Abert and Summer Lakes, 
south-central Oreg., 07840 
student originated studies projects, abstract re- 
ports, 08310 
theoretical monochromatic-wave-induced cur- 
rents in intermediate water with viscosity 
and nonzero mass transport, 08141 
water resource system analysis, selected an- 
notated bibliography, 07868 
water resources research catalog, 07869 
water-supply paper, 07849 
see also Water vapor. 
Water birds: 
proposed use of steel shot for hunting water- 
fowl in United States, final environmental 
statement, 07680 
Water heaters: 
Federal item identification guide, 07380 
Water pollution: 
evaluation of Coast Guard oil-water separator 
and monitor systems, 06656 _ 
heavy metals pollution in upper Arkansas 
River of Colorado, assessment, 08345 


conservation fund act, 


reclamation projects, 
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misc paper, 07533 
technical report, 07534-6 
Waveguides: 
switches, RF transmission line and waveguide, 
Federal item identification guide, 07351 
Wavelengths: 
simultaneous measurement of laser extinction 
in warm fog at wavelengths of 0.6328, 1.15, 
and 10.6 microns, 07515 
Waves: 
design for wave protection, flood control, and 
prevention of shoaling, Cattaraugus Creek 
Harbor, N.Y., hydraulic model investiga- 
tion, 07535 
field study of wave environment vs. boating 
activity for seven sites in eastern U.S., 
06659 
investigation of stimulation of ULF waves, 
08325 
marine hydrophysical research, USSR study, 
07913 





theoretical monoch -wave-induced cur- 
rents in intermediate water with viscosity 
and nonzero mass transport, 08141 
Wax, see Waxes. 
Waxes: 
miscellaneous waxes, oils, and fats, 
item identification guide, 07359 
production suitability of electroform conduc- 
tive wax process for manufacture of 
fluidic systems, 06587 
Wayne Co., Mich.: 
from welfare-self-sufficiency, assessment of 
work incentive program, GAO report, 
07702 
Ways and Means Committee, House 
committee print, 07049-50, 07082, 07054-6, 
07058-61 , 07063, 07241 
hearings, 07047-8, 07051, 07053, 07057 
investigations and studies, authorization and 
expenses — 
report, 06786 
report, 06816, 06823-5, 06840-1 , 06892 
Weapons: 
process for identifying needs and establishing 
requirements for major weapon systems in 
Department of Defense, GAO report, 
07728 


Federal 
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Weapons —Con. 
weather modification as 
prohibition — 
hearings, 06975 
Weather: 
prohibition of weather modification as weapon 
of war- 
hearings, 06975 
Weather forecast: 
marine weather services, 08317 
Weights and measures: 
vapor-measuring devices for liquefied petrole- 
um gas, examination manual for weights 
and measures officials, 08198 
Welfare, see Public welfare. 
Welfare funds: 
study of welfare and pension plans -— 
report, 06811 
Welfare and pension plan disclosure act, 


weapon of war, 


amend — 
text of bill, 07289 
West (U.S.): 
precipitation-frequency atlas 
United States, 08266-75 
reserve base of U.S. coals by sulfur content, 


of western 


West Africa, see Africa. 
West Coast, see Pacific Coast. 
Westchester County, N.Y.: 
area wage survey report, 07951 
Western Air Lines, Inc.: 
aircraft accident report, 08313 
Western States, see West (U.S.). 
Westlands Water District, see Central Valley 
project. 
Westport Small-Boat Basin: 
Westport Small-Boat Basin revision study, 
hydraulic model investigation, 07533 
Wheat: 
agronometeorological conditions and winter 
wheat yields, USSR study, 07902 
White House, see Executive mansion. 
White House Science Advisory Conference: 
proceedings, 07300 
Wholesale trade: 
census, area statistics, 06618 
census, commodity line sales, 06619 
census, subject series, 06620 
commodity line sales, census, 06619 
value produced, capital expenditures, fixed as- 
sets, rental payments, and supplemental 
labor costs of merchant wholesalers, cen- 
sus, 06620 
Wilderness areas: 
designate — 
hearings, 07271-2 
Wilderness act of 1964, oversight — 
hearings, 07270 
Wildlife: 
operation of National Wildlife Refuge System, 
draft environmental statement, 07858 
sport fishery and wildlife research, 08397 
Wiley, Richard A.: 
nomination — 
hearings, 07205 
WIN (work incentive program), see Work. 
Wind tunnels: 
low-speed wind-tunnel investigation of four- 
engine upper surface blown model having 
swept wing and rectangular and D-shaped 
exhaust nozzles, 08157 
low-speed wind-tunnel investigation of span 
load alteration, forward-located spoilers, 
and splines as trailing-vortex-hazard al- 
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leviation devices on aircraft 
model, 08183 
Windham, Ohio: 
railroad accident 
port, 08357 
Wings (aircraft): 
computation of transonic perturbation flow 
fields around two- and three-dimensional 
oscillating wings, 08120 
experimental aerodynamic charactistics for 
slender bodies with thin wings at angles of 
attack from 0° to 58° and Mach numbers 
from 0.6 to 2.0, 08140 
low-speed wind-tunnel investigation of four- 
engine upper surface blown model having 
swept wing and rectangular and D-shaped 
exhaust nozzles, 08157. 
thrust and wing loading requirements for short 
haul aircraft constrained by engine noise 
and field length, 08186 
Winter wheat, see Wheat. 
Wire: 
metal bars, rods, wires, sheets, plates, and 
shapes, Federal item identification guide, 
07348 
Wire cloth: 
evaluation of alternate wire fabric materials 
for articulated concrete mattresses, 07530 
Wire fabric, see Wire cloth. 
Wire rope: 
chain and wire rope, Federal item identifica- 
tion guide, 07344 
Wisconsin: 
prices received by farmers for manufacturing 
grade milk in Minnesota and Wisconsin, 


transport 


investigation summary re- 


Withholding tax, see Income tax. 
Women: 
employment, Federal Government, 1973 study, 
06643 
Women's Conference, National, see National 
Women's Conference. 
Wood: 
erosion control with wood-chips on newly 
graded areas, 07669 
Wood siding, see Siding. 
Woodcuts: 
American prints from wood, exhibition of 
woodcuts and wood engravings, 08365 
Woodrow Wilson International Center for 
Scholars: 
appropriations, 1976— 
law, 06707 
Woodworking machinery: 
and equipment, Federal 
guide, 07373 
Wool: 
wool statistics and related data, 06536 
Work: 
assessment of work incentive program in 
Washington State, GAO report, 07688 
from welfare to self-sufficiency, assessment of 
work incentive program in Wayne Co., 
Mich., GAO report, 07702 
if imports cost you your job apply for worker 
adjustment assistance, 07454 
incentive program modifications — 
report, 07172 
problems in work incentive program in Los 
Angeles and San Diego, GAO report, 
07783 
slow implementation of work incentive pro- 
gram, GAO report, 07785 


item identification 
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Work —Con. 
substantial improvements needed in work in- 
centive program, Atlanta, Ga., GAO re- 
port, 07735 
what you should know about WIN, 07997 
see also Work measurement. 
Work measurement: 
standardization of work measurement, 07404 
Workers, see Labor. 
Working mothers, see Mothers. 
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